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PEEFAGE 

The course of Practical Physics described in this book is based upoi 
that followed in King’s College, London, by students who have com 
pleted their Intermediate Course, and who are proceeding to a Pas 
or Honours Degree, This has been extended, and it is hoped that tin 
book will be useful to a wider circle of students of physics than thos( 
immediately concerned with University Examinations. 

A number of well-known physicists have contributed to the develop- 
ment of the King’s College course, amongst whom we may mentior 
Professors H. A. Wilson, C. G. Barkla, H, S. AUen, and W. Wilson, 
who formerly worked here in the Wheatstone LabSratory, and Professor 
0. W. Richardson, the present occupant of the chair. 

The general aim has been to provide with each experiment a short 
theoretical treatment which will enable the student to perform the 
experiment without immediate reference to theoretical treatises. Td 
aid this scheme an introductory chapter on the calculus has been 
included. This chapter is an innovation in a book of this type, but it. 
is hoped that the student will find here a bridge over that period during; 
which his physios demands more advanced mathematics than his 
systematic study of that subject lias yet given him. 

We take this opportunity of expressing our gratitude to Professor 
O. W. Richardson, who has allowed us to make use of laboratory 
manuscripts and results of experiments. We are also greatly indebted 
to our colleagues and to Mr. G. Williamson, who have given us many 
suggestions, and to the Honours students of the past session who have 
supplied us with numerical and graphical results. We have been greatly 
helped by the ready assistance on the part of the Cambridge and Paul 
Scientific Instrument Co., Messrs. Elliot Bros., Gambrell, Ltd,, Adam 
Hilger, Ltd., W. G. Pye & Co., and the Weston Electric Co., who 
supplied us with the blocks for many of the illustrations. 

B. L. W. 

WHEATSTON33 LABORATOKY, H. T. P 

UNIVERSITY OF LONDON, 

king’s college 

March 1923 



PREFACE TO NINTH EDITION 

rliT this edition we have undertaken a complete revision of the book, 
The introductory chapter on the calculus which appeared in previoii,9 
editions seems to us now to be out of place in a work of this liind, sim-i; 
students in these days acquire the necessary training in niab}u^inat;i(‘.s 
before embarking upon a imal degree course in experimental physics. 
It has been replaced by a chapter on accuracy of observations. We 
have also added chapters dealing with modern developments in plxysics, 
especially in the branch of electronics, which have resulted in consider- 
able changes in experimental teaching of the subject. 

The object has beeiTto teach the important physical principles under- 
lying this branch of physics, and not to provide specialist instruction 
in this field. 

It is with great pleasure that we acknowledge the help of Dr. D. 
Owen for his advice on electrical bridge methods. 

B. L. W. 

H. T. 

May 1950 
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CHAPTER I 

EREOES OE OBSERVATIONS 

In many experiments in the physics laboratory the object is the deter- 
mination of the numerical value of a quantity. But it is not sufficient 
merely to record the number which has resulted from the measurements 
made in the course of the investigation. It is essential to give some 
indication of the acctiracy of the measurement. 

It is often the case that the experiment is an exercise set to train 
the student in the use of apparatus and in the methods of practical 
physics, so that it frequently happens that the value which should 
result is known to a high degree of accuracy. In this case an obvious 
record of the accuracy of the experiment can be obtained by com- 
parison with the known result and by expressing the deviation from 
it in the form of a percentage error. This is, however, not a record of 
accuracy such as is required. The observer must place himself in the 
position of one who is ignorant of the true value of the quantity he is 
trying to discover, and he must then give a record of the reliance to 
be placed in the result he has obtained. This reliance will depend upon 
a number of factors, such as the skill of the observer, the quality of the 
apparatus he uses, and the . constancy of the conditions under which 
he is working. 

What is required is some method of describing the accuracy of the 
result in a useful and reasonable way. A definition for the estimation of 
accuracy is therefore required, and as in the case of other definitions 
the matter is one of convention combined with theoretical considera- 
tions. In order to apply certain principles, which the theory of errors 
brings to light, in a satisfactory way, a large number of determinations 
of the quantity concerned have to be made. In the majority of the 
investigations which a student is required to make it is therefore 
impossible to derive a satisfactory estimation of accurac}^ in accordance 
with the definition. There are a number of more obvious and simpler 
considerations to be examined first, and an observer should pay atten- 
tion to them in every experiment which leads to the determination of 
a numerical result. 

The Order o! Accuracy of Measurements 

When an, experiment is made in which the measurement of various 
quantities is involved it is important to note with what accuracy each 
quantity can be determined with the apparatus available. In the record 
of the experiment the percentage accuracy with which the different 
lengths, times, masses, or other quantities are measured should be noted. 

• I' . . ■ ■■■' ■ 1 : 
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The importance of this observation is not merely that it gives a 
measure of the limit of accuracy which can be attained, -but that it 
directs attention to the degree of accuracy which is required in indi- 
vidual measurements. This point is illustrated in one ol the cnirliest 
experiments which a student is required to perJbrm in his physics 
course. This is the experiment for the determination oi' the density of 
a solid body by direct measurement and weighing. The body (tonsists 
of a plate of metal with a thickness of the order of a. milliinotr<! and 
with the other dimensions of a few centimetres. Veniiov callifKirs 
reading to OT mm. and a micrometer screw gauge reading to 0-0 1 mrri. 
are usually provided. The idea of the experiment is to stress thv I'aat 
that, in order to maintain the same order of accuracy in the various 
measurements of length, the thickness must be measured by tlie screw 
gauge and the other dimensions by the callipers. 

A balance is provided for the measurement of the mass of the metal 
which can be determined to a milligram. 

Suppose that the length of the sides are a and 6 and that the thickness 
is c, the mass being M. As an example, let these have the values 10 cm., 
5 cm., 1 mm., and 50 gm. respectively. The percentage accuracies 
with which these quantities can be measured with the apparatus pro- 
vided are 1, and respectively. The influence of these u])on 
the final measurement of the density p may be determined from the 
formula 

p — M/abc. ...(1) 

The variation of p in terms of the variations of the other quantities 
is derived from the formula 

ap aM Sa 86 8g 

7™ M a “' 6 "" c’ 

The values of aM, Ba, etc., may be positive or negative, and in some 
cases the terms on the right-hand side of equation (2) may countoracit 
one another. This effect cannot be relied upon, and it is ne(;cssary to 
consider the worst case, which is that in which all the errors ton'd in 
the same dhection giving for the error ap, the value corresponding to 
the equation 

ap aM , 8a , 86 8c 

7=.l:+7 + -6 + r 

In the case considered the fraction ^ corresponds to 1 ])er cent and the 

other contributions to -- are insignificant. This is particularly the case 

in the determination of the mass. It is not worth while to exorcise 
geatj^are in the determination of the mass of 50 gm. to an accuracy 



The student is recommended, however, to measure carefully the 
various quantities involved in using calculations of the kind discussed. 
It is no disadvantage to measure some of the quantities more accurately 
than is strictly necessary while a definite loss occurs if the unimportance 
of any term on the right of equation (3) leads to a slipshod deter- 
mination of the corresponding quantity. The point of this discussion 
is to suggest the exercise of common sense in making the measurements 
and to point out how the accura,cy of the final result depends on the 
various individual errors. 

A case where much time is often lost and trouble often expended in 
vain occurs in calorimetric experiments where temperature measure- 
ments can be made to an accuracy of only, but where masses can 
be measured easily to tfouto- It is clearly useless to waste time in 
the determination of the masses of calorimeters and contents to this 
degree when the temperature is observed to iV° in 5° or 6° C. But here 
again, anything in the nature of careless measurement may lead to 
large errors; a sense of proportion and the exercise of care are required. 
A further example of the influence of individual measurement on a 
final error will be considered from the formula used in deducing the 
coefficient of the viscosity of a liquid by the method of flow through 
a tube. 

The formula applicable in this case is 


kB,4P 

sTq’ 


...(4) 


where E, denotes the radius of the capillary tube, P denotes the pressure 
difference between its ends, I denotes its length, and Q the volume of 
liquid flowing per sec. 

The maximum error d-i\ is in this case given by the formula 


dt\ dR dl di^ dQ 

T = +T + T+-Q- 


...( 6 ) 


It is to be noted that an error in the measurement of R is magnified 
four times on account of the occurrence of R^ in the formula. This 
example illustrates the need for very careful measurement of quantities 
such as R, which, by the way they occur in the expression and in the 
calculation, exercise a strong influence on the final result. 

In every experiment the possible error. in the result must be deter- 
mined according to the foregoing principles and it must be stated 
together with the calculated result. 


Errors Associated with Observations . 

In the first place, it is necessary to distinguish between mistakes 
and errors. The term mistake will be used to denote a fault of measure- 
ment or of observation which can be avoided by care on the part of 



the observer. An example is the recording of a wrong number. On the 
other hand, an error may occur in the most careful observation, as 
in the case of the careful use of an instrument which fsufters from an 
error of graduation. 

The correction of mistakes is not now under discussion, altliough oms 
of the results of the training afforded by a course in pra-etuial ])hy.Mies 
should he the avoidance of carelessness to which niistuio's du(\ 
But training in the correction of mistakes is not ])oeuliar to the training 
of practical physics. On the other hand, the stutly ot the naturi' oi 
errors and of their elimmation is part of the subject of ])hyHi(!S. In 
the first place, types of errors will be classified as constant, syfliauuatie, 
and accidental. 

Constant errors are those which affect the results of a series of experi- 
ments by the same amount. An example is the case of the faulty 
graduation of a scale. Thus, if the value of the acceleration due to 
gravity be determined by the simple pendulum, the length of which is 
measured by means of a scale in which the intervals marked centi- 
metres are all 0-99 cm., the value obtained from a series of measure- 
ments would differ by a constant amount from the true value. Such 
deviations are difficult to detect, for an examination of the observations 
may reveal that they have been made carefully and the final result 
makes clear their mutual agreement. 

One reason for making physical measurements by as many different 
methods as possible is for the purpose of making sure that constant 
errors are eliminated. In this way it may be discovered tliat an error 
is peculiar to one method and its source may then be traced. 

Systematic errors are those which occur according to some definite 
rule, such as would be the case in readings on a circular scale if the 
pointer were not pivoted at the centre. These can be eliminated once 
their source is detected, and the rule governing them is known. 

One error which falls into these classes is worthy of special mention 
cn account of its special character. It is due to personal pee-uUaritii‘H 
of the observer, and is known as the personal equation. It is, liowever, 
rather indefinite and only approaches the character of a constant w 
systematic error in the case of experienced observers in their normal 
state of health. An example in which this type of error occurs is that 
in which a spot of light passing a zero mark is constantly recorded as 
passing slightly after the actual instant. 

Inexperienced observers or observers not in a normal state uuiko 
errors of varying magnitude which should strictly be described as 
mistakes. 

When errors of these kinds arising from instruments, external con- 
ditions such as temperature variation, or from personal idiosyncrasies 
are eliminated it is found that there is still a margin of error which 
requires a further consideration. This is due to accidental errors. 


ERRORS OE OBSERVATIOKS 


.From tlie discussion of these errors it will be evident that the elimina- 
tion of them is not possible in the experiments performed in the usual 
laboratory course. But it is important to have some idea of the method 
of dealing with them, and in the course of this work an experiment* 
will be described in order that it may provide an exercise on accidental 
errors (p. 390). 

The source of accidental or, as they are also called, random errors 
cannot be traced to any systematic or constant cause of error. They 
may be defined as errors due to a cause of which the law of action is 
unknown. Their character can be appreciated from the illustration of 
the firing of shot at a target. Let it be supposed that the firing is from 
a rifle by a ‘good shot’, the target being marked with a bull’s-eye with 
the usual concentric rings. By the term ‘good shot’ is to be understood 
a rifleman who makes no mistakes and who has a definite known 
personal equation. The result to be expected is well known. The target 
wiU be marked by a well grouped arrangement of shots. These will 
consist of a certain number near to a certain point with others grouped 
round it. The group will consist of points on either side of a central 
point and of others above and below it. The effect of a constant error 
such as might arise from a defect in the sights, or from a steady wind 
blowing across the line of fire, is to cause the shots to fall at a definite 
distance to one side or other of the centre of the target. But if such 
an error, as also all systematic errors, be eliminated by making due 
allowances, the effect is to cause a number of shots to fall close enough 
to the centre of the target to be registered as ‘bulls’ with a grouping 
about the centre. There is no means of avoiding these random shots, 
for the reason that the law of action of the causes that give rise to 
them is unknown. They arise as a consequence of errors in taking aim, 
of small variations in the strength of the wind, and of other similar 
causes. 

An examination of a target at which a large number of shots have 
been fired will show that the random shots lie with as many to one 
side of the centre as to the other. They will also show that small 
deviations from the centre are more numerous than large deviations, 
and that a large deviation is very rare. 

It is assumed as a result of observations of this kind that all attempts 
at making measurements are associated with random fluctuations 
which obey the laws that a large numbeh of random errors are jjresent, 
that positive and negative errors of the same magnitude are ecpially 
likely and that a small error is more likely than a large one. 

Thus, the problem of determining an accurate measurement consists 
in making an allowance for constant and systematic errors, and of 
describing in some way the effect of accidental errors. 

Suppose that a target is fired at and then the bull’s-eye and other 
distinguishing marks removed, nothing but the grouping of shots is 



to be seen. Tlie physical problem of determining a measurement is like 
that of finding the bull’s-eye from the grouping. The constant and 
sy.stcniatic errors can be eliminated, but there still remains the arrangc- 
'ineiit of shots due to accidental errors. The question is to find t!}e 
bull’s-eye from this arrangement and the answer to the questit)!! m tliat 
the most likely position is at a certain spot and that the wa.y the shot.s 
fell indicates the reliance to be placed upon tliis determination. Momo 
convention is adopted for the expression of this answtn-, which will 
now be studied. In the first place, there are theoretical consideratiouH 
which help us in studying a law of distribution of thciso random (UTors. 
But any development of a theory must rest upon certain hypotiK;.s{iH 
which agree closely with the conditions under which the errors occim 
and which are of as simple a character as possible. 

A derivation by Hagen in 1837 of a law of errors known as the 
normal law, or the Gaussian law, rests upon the assumption that the 
random error in any measurement is the sum of an infinitely large 
number of small errors equally likely to be positive or negative. The 
hypothesis of a very large number is open to criticism, since it must 
always be applied to a finite number of observations; but the result 
justifies it as a very good approximation. 

Let it be supposed that in a series of observations the number of 
times the errors have values lying between x and ;r-(“dx is dlSf. This 
number is dependent upon the value of the error and it is possible 
to write 

dl^^f{x)dx. ,,.( 6 ) 

This means that the number is put equal to an average ordinate /(sc) 
multiplied by the range of the error. 


y 



If a graph be di'awn of as a function of x, the number of errors 
lying between the values OA and OB is represented by the shaded area, 
and/(a:) is the average ordinate in the range AB. The curve obtained 
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in this way is known as the curve of frequency. The determination of 
the law of error means the determination of the form of/ (a;) and Hagen’s 
argument leads to the value 

/(a:) ^ Ae-A'^^ ...(7) * 

where A and h are constants. 

Thus, equation (6) is 

dN = da:. ...(8) 

In any case, all the errors lie between 0 and oo on the positive and 
negative sides, so that the total number of errors is 


]Sro==A e-h^^^dx 



for the value of the integral 



...(9) 


Thus, tr= 7 - -(10) 

This is the fraction of the total number of errors lying between the 
limits X and x-\-dx and, for the sake of brevity, it is described as the 
probability of the error x. 

The graph of the error function: 

,..( 11 ) 

Vtc 

is shown in Fig. 2. 

It appears from the graph that the probability of zero error is a 
maximum and that the probabihty falls off rapidly with the magnitude 
of the error. There is some probability of very large errors occurring 
but it is small. This is a point which seems to be at variance with 
experience, for in a physical measurement it would seem to be quite 
impossible to incur an error beyond some finite value. Thus, in 
measuring a length of 10 cm. it seems absurd to suggest that there is 
any probability of recording 20 cm. as an observed value. It will, 
however, be noted that the probability cufve falls rapidly to very low 
values, and the curve may be regarded as a close description of the 
facts of experience. This has been tested in .many ways by drawing 
frequency curves. If a series of observations results in the determina- 
tion of a value for a certain quantity, it may be assumed for the present 
purpose that the arithmetic mean is the most accurate value. This 
assumption is justified when a very large number of observations is 
made and the law^ of error is the normal law. The values determined 



should then be subtracted from the value of the arithmetic mean and 
the deviations regarded as errors. t* 

Let a graph be drawn with the deviations as abscissae, markmg a, 
scale in some convenient umt. Let an ordinate be drawii .midway 
between 0 and 1 to represent the number of observations with d(wia,- 
tions Ijnng between these limits, and repeat this procedure fbi.- th.e 
intervals 1 to 2, and so on. If the tops of those ordina,t(.!S b<^ joined, 
a graph will be obtained consisting of a broken lino with a, maximum 



close to the interval 0 to 1, and as the number increases tins interval 
will be the position of the maximum and the broken line grajdi will 
tend towards a curve of a standard shape, whatever be the nature of 
the measurements, provided that the conditions of normal errors apply. 
This, at any rate, occurs in a very large number of oases encountered 
in physics. 

The standard shape is that of the curve of errors (11), and experi- 
ments of this kind may be regarded as the experimental verification 
of the theoretical basis upon which the derivation of the ec|uation is 
founded. An experiment to be described later may be regarded ua a 
verification of this character (p. 390). 

Other error distributions than that corresponding to the noi'mal law 
are possible, but the normal law usually applies when the obscTvatiou.s 
are made with equal care under equally favourable conditions, and it 
is the only distribution to be considered here. 

The Estimation of Errors 

In the equation of the curve of error (11) the constant h is charac- 
teristic. If a large number of observations has been made and the 
deviations {x) from the arithmetic mean have been plotted, the 
accuracy of the result can be judged from the way in which the curve 
rises to a maximum and it can be expressed quantitatively by means 


EREORS OE OBSERVATION'S 


9 


of the constant li appropriate to the curve. In practice the accuracy 
of a set of observations is not determined directly hj estimating h, but 
by moans of otlier quantities more suitable from the practical point 
of view. It will be seen that these depend upon. h. 


The Average Error 

This quantity wiU be denoted by 73 , and is the arithmetic mean of 
all the errors neglecting their sign; the arithmetic mean of all the errors 
taking account of their sign, in the case of a normal distribution, is zero. 


The number of observations having an error x is Nq- 


and the sum of the errors of magnitude x is 


Vtt 


X dx. Thus, the 


sum of all the errors, when the sign of a; is neglected, is twice this 
quantity integrated from 0 to 00 . The average error is then obtained 
by division by Ng. After evaluation of the integral it is found that 


73 = —7= dx= -7=“* 

Vtt J 0 Vwi 


The Eoot-Mean-Squaxe Error 

Another important quantity is the average of the squares of the 
errors from which, by taking the square root, the root-mean-square 
eiTor is obtained. This is sometimes described as the mean square error, 
or standard deviation, and is denoted by g. It is evidently given by 


or 


1 

'' vih 


...(13) 


The Probable Error 

Finally, an expression for the probable error is often used. This is 
the value of x such that half the total deviations lie below it and half 
above it. The value is denoted by r, and this definition is expressed 
by the equation 

^ = .,.(14) 

2 V7tJ-r 

which means that half the errors Me between the values x = ~r and 
a; = -j-r. . , ' ■ , * 

From this equation it may be deduced that 

r-04769//i. ...(15) 

These quantities may therefore be regarded as a measure of the accuracy 
of a set of observations. 



The Practical Betermination of Enos 

In making a record of the accuracy of a set of observations it must 
be noted that the number of individual measurements is finite aiui 
'that estimates both of the magnitude of the quantity and of Itic 
accuracy of the determination are required from this linite numlxu-. It 
might bo suggested that the best frequency curve ])oHsibJ<! should be 
drawn from the measurements made, and that the value of the maxi- 
mum should be taken as the best value while tlie mxmracy <x)uid be 
judged from the spread of the curve. The value of h might 1 k' deter- 
mined from the curve, and its value would tlion serve as an indi(!ati(>n 
of accuracy. As a record of accuracy, it would be possible to introduce 
values of the average error, the root-meaii-square error, or tlu^ probable 
error which, as we have seen, are all connected with h. 

This graphical method is inconvenient, and it would be inaccurate 
in practice. The procedure adopted is to determine the arithmetic 
mean of the results and to assume that it is the best estimate of the 
quantity required. This is an assumption that has been accepted as 
an axiom, and it means that the arithmetic mean is regarded as the 
best representative of equally trustworthy results. By subtracting the 
arithmetic mean from each of the values determined, the deviations 
or residuals are obtained. These may be positive or negative, and the 
algebraic sum is zero. 

The next step is to determine the value of the root mean square of 
the residuals. 

In order to derive an exact description of the error we require an 
infinite number of values. jSuch a quantity as the probal)Ie error in 
the case of an infinite number of values is then a characteristic of the 
conditions in which the random errors occur. It is not a quantity 
dependent upon the number of observations. The calculation of the 
root mean square would be made most simply by means of the formula 

where x denotes the value of a residual and n is the number of detcx;- 
minations. When the number is small, g will depend on n and a b('.tfcor 
fo I'he root mean square as representing the conditions 
of the experiment is provide4 by Bessel’s formula 

The two formulae become the same for large values of n. Other formulae 
can be used for the estimation of n, but Bessel’s formula is usually tlie 
most accurate. This quantity, g, as we have seen, is described as the 

root-mean-square error or mean square deviation. 


U J! J5 a JJi Jtt V A TIU iS fc> 
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From equations (13) and (16) (x is related to the probable error by 
means of the relation 

r == ± 0-6745 [X. ...(18) 

From the definition of the probable error this quantity denotes a small 
range on either side of the average value, within which it is as likely as 
not that any measurement chosen at random will He. 

The record of the numerical result of an experiment is made by 
writing down the arithmetical mean, a, and by placing after it plus or 
minus the probable error r, thus («» ± r). 

Another method for recording the accuracy of observations is that 
due to Peters, and it consists in determining the average error. The 
residuals are again taken to represent the errors, so that for a large 
number of observations the average error is given by 


^ = ± 


S\xl 


...(19) 


This is only approximately correct for small values of n, and it fails 
completely in the case of one observation, since in that case vj is zero. 
The symbol |a^l means the numerical value of the residual. 

A better approximation to the average error is given by 

± 

The probable error may be determined from y) for by means of the 
equations (12) and (15) it follows that 

7* == 0-8453 Y). 

The conventional character of this determination of error should be 
noted. It is an attempt to record the influence of accidental errors on 
the result, and except in so far as the experimenter himself introduces 
accidental errors, the record is intended to be independent of the 
observer. 

The criticism has sometimes been advanced that such a record does 
not give information upon which reliance on the accuracy can be placed. 
It is argued that experience and proved skill of observers and a know- 
ledge of the detail and circumstances of an individual set of observations 
afford better information. It would, however, be very difficult to 
formulate any method for the measurement of accuracy on these 
grounds, and the conventional method haa S>t least the advantage that 
it is based on considerations which attempt to record the accuracy of 
the observations from a study of the observations themselves, which 
thus become a permanent record of the reliance to be placed upon them. 


The Rejection of Observations 

When a series of values results from a succession of determinations 
it may happen that one or more are markedly different from a group 
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which, lie close together. There is a strong temptation to neglect these 
values in the determination of the average on the basis that somethi ng 
must have occurred which has resulted in incorrect determinations. 
There may be no obvious cause for this belief, and tlio actual reason 
for neglecting the values is because they do not agree with tluj majority 
of those obtained. 

No determination must be neglected merely because oi its di vtjrgonco 
from other similar determinations. If the experimenter is awar(^ oi' any 
cause which indicates that an observation has been'made undcir (■.ii'cum- 
stances differing from those of the rest of the group, it may Ix' nogle.cted ; 
it should in fact, be neglected, for it does not strictly belong to ih<5 
group. But any result obtained under the same conditions is required 
to complete the series from which the arithmetic mean and probable 
error are to be determined. The experimenter may decide to 'repeat’ 
the determination, but he must remember that this is not truly a case 
of repetition but of addition of a new result to the series. The divergent 
result must not he discarded and replaced by a new one which may 
lie closer to the majority of results. 

If the curve of frequency (fig. 2) be examined, it will he seen that 
there is a finite probability of obtaining results widely divergent from 
the mean value. That is to say, that on account of the existence of 
random errors a divergent re.sult will occur when every detail of the 
determination has been carried out with precision on the part of tlie 
observer. 

The need to examine the question of discarding any re.sult, except 
those whose inaccuracy can be traced to a definite cause, would not 
arise if it were possible to obtain a very large number of determinations. 
They would aU be required to give the frequency curve. The difiioiilty 
is that in practice a finite number only is obtainable. 

In fig. 3, let deviations from the mean he plotted as abs(U.ssae. 
Suppose that four observations result in the determination of values 
corresponding to the points A, B, A' and B'. The curve of frequency 
is, of course, unknown, and in particular the average value is not. 
known. It is simply supposed for the purpose of illustration tliat the, 
values obtained happen to correspond to these four points. The arith- 
metic mean of the results in this case would be the correct value. But 
suppose the four values obtained happened to correspond to A, A/, 
B', C'. The arithmetic meafi would no longer he correct, heoaiiso the 
observation G' exerts an undue influence on the result. There i.s nothing 
incorrect about the determination which led to the value corresponding 
to O'. The fault lies in the fact that the observations are too few. 
It is just as if the average age of a class had been taken when most of 
the older pupils were absent, the ages of the younger then exerting too 
great a bias on the results. There is thus a reason for avoiding the 
undue influence of 0 and, on account of the knowledge of the shape 



of the frequency curve, a rule can be stated for discarding or retaining 
any particular member of a finite group of observations. 

In fig. 4, a frequency curve is drawn with a wide sjjiread for the 
sake of clarity. Draw ordinates PN and P^N"' for deviations iON. 



The area lying under the curve and between the ordinates Phj' and 
P'N' represents the number of observations with deviations up to and 
less than ON. The area outside these ordinates imder the curve 
represents the number with deviations exceeding this value. The 
form of this curve is given by equation (11) and when fig, 4 is drawn 


y 



according to this equation the areas just mentioned give the fraction 
of the number of observations with deviations less than ON and greater 
than this value. All that is required theoretically for the determination 
of these areas is the constant h, which can be found from the probable 
error by means of equation (15). It is thus possible to calculate how 
many out of a number of results should lie on one side or the other 
of a particular deviation. 


Ai> V A JN 

Suppose that ten determinations have been made and that one of 
them deviates markedly from the remainder. Let tliis partictilar one 
have a deviation d. The probable error is deduced from the detca’- 
ininations and a calculation can then be made of the fraction wliicfi 
should possess the deviation d or more. Suppose that the traction is 
dif. This gives as the number out of ten determinations only I, whi(‘.h 
means that one in ten is an undue proportion, and the inclusion oftliis 
determination would throw too great a tendency in one direction. If/ is 
thus justifiable to reject this result. It may occur that morci than one 
result can with justification be excluded, but the most divergent should 
be excluded in one step and the process then repeated neglc(!f;iug this 
result, and so on until all the remainder lie within the limit set by thc; 
greatest remaining deviation. 

This process is tedious without the use of tables, and a table of 
values of the probability integral has been constructed which can be 
used after the manner of tables of logarithms. 

The probability integral is 

The area under the curve of fig. 4 lying between the ordinates PN 
and P'N' is 

S = 'J*. -(22) 

where c = PN. 

By writing z = lix 

2 

-.(23) 

fbe probable error, r, of a set of determinations is 2. 
The value of is thus 0*4769/2 by equation (15). 

Let it be requii-ed to determine the number of results with a deviation 
greater than 3. Thus, he == 0*4769 X 3/2 = 0*7153. 

On reference to the tables it is found that the value of the integral 
from zero to 0-7153 is 0*6883, so that 68*83 per cent of the results have 
a deviation less than 3 and 31*17 per cent have a greater deviation. 


CHAPTER II 


MEASUREMENT OF LENGTH, AREA, VOLUME, AND MASS 

When the length of a body is required to an order of accuracy greater 
than that which may be obt9,ined with an ordinary rule, the measure- 
ment may be made by using one of the usual vernier or micrometer 
devices, such as the vernier calliper, the micrometer screw gauge, or 
the spherometer. 

The measurement of small objects may also be carried out by use 
of the travelling microscope or the micrometer microscope. 

In using either of these instruments care must be taken, when 
viewing the image of the ends of the object, that this image is in the 
same plane as the cross-hair or the small scale in the eyepiece, otherwise 
parallax errors may be introduced. The image seen should not show 
any relative movement with the cross-hairs when the eye is moved 
across the field of view. 

When focusing the cross-hair, as a preliminary adjustment, the eye 
should be unstrained. The microscope is turned to a bright distant 
object and the adjustment of the eyepiece should be made so that the 
distant object viewed by the one eye is in focus when the cross-hair as 
viewed by the other eye is also clearly focused. 

The Comparator 

When a length exceeds a few centimetres, the travelling microscope 
or micrometer microscope are not used individually as measurers, but 
are replaced by an arrangement of two such instruments arranged at a 
variable distance apart on a fixed graduated bed. Each microscope 
may be moved in the usual manner in a direction parallel to the length 
of the bed. Each microscope is provided Avith a scale or fine cross-hair 
in the focal plane of the eyepiece. Each eyepiece is adjusted so that 
the scale or cross-hair is in sharp focus for normal vision, and is replaced 
in the carriage. ■ 

An object to be measured is fastened rigidly along the bed, in the 
groove provided for it. The image of one end of the object as seen by 
the first microscope is brought into coincidence with the image of the 
intersection of the cross-hairs and the second microscope is moved 
until the image of the other end on the object coincides with the cross- 
hair intersection in that microscope. 

Thus the images of the two ends of the object as seen by the two 
microscopes normal to its length are formed at the intersection of the 
two pairs of cross-hairs. 

The object is removed and a standard rule substituted. The readings 

"■ IS ^ . 
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of the standard scale seen opposite the two cross-hairs obviously 
enable the length of the object to be ascertained by subtraction. 

As an example of this substitution method we shall consider the 
experimental details of the following experiment. 

The Comparison of the Yard and the Metre 

Standard rules, engraved as finely as possible with inch and (icaiti- 
metre graduations, and of lengths one yard and one metre, ar<? (un [)]oycd 
in this experiment. 

Place the yard rule on the bed of the comparator and focus <jno 
microscope on a scale division near one end of the yard, moving the 
latter and the microscope until this is accomplished. Then move the 
second microscope until a scale division near the other end of the rod 
is sharply focused, the number of inches included between the two 
being noted — 36 if the scale is sufficiently well graduated to allow of 
this. Then, taking care not to upset the arrangement of the microscopes 
in any way, remove the yard scale and substitute the metre, so that 
the graduations are in good focus. Move the scale so that the image 
of a division near one end is in coincidence with the eross-hair inter- 
section in one microscope. Under these circumstanceB the second micro- 
scope will not be opposite a division. Coincidence of the cross-hair and 
the image of a scale division is brought about by a movement of the 
microscope, parallel to the length of the bed, wlii(,)h is nuuisurod on the 
vernier scale attached to it. 

The sizie of the gap between the two cross-hairs d: movement 

of the microscope is then read off in centimetres. 

Care is taken in noting the movement of the microscope to see 
exactly the unit used in these graduations. In this way we obtain two 
measurements, one in each system, for the same distance, and may 
calculate the number of inches to the metre, or centimetres fco the 
yard. . 

The vernier scale movement on the microscope is often replaced by 
a micrometer screw capable of a much shorter range of movement. 
With such a screw traverse, the movement of the microscope may be 
readily measured to 0-001 cm. Using such a comxiarator, the values 
given below were obtained: 

(1) 1 yard cm. 4- 0*008 inch, 

i.e. 1 metre — 39*331 inches. 

(2) 50 cm.* = 19*6806 inches, 
i.e. 1 metre = 39*379 inches. 

(3) 1 metre = 39*376 inches + 0*002 inch, 

39*377 inches. 

Mean value 1 = 39*362 iwete. 
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The Planimeter 

The estimation of the area of a plane figure may be carried out by 
one of the many geometrical methods or by the use of a planimeter, 
an instrument designed to measure such areas directly. 

Of this class of instrument the Amsler planimeter is generally used. 
It consists, essentially, of two arms AC and EB, hinged at A, fig. 5 ; 
AC is of fixed length and is. provided with a needle point loaded above 
by a small weight as shown in the diagram. The second arm may be 
varied in length by sliding that portion of it which carries the tracer, 
B, into the slot provided in the other half, EA. By means of fine 
adjustment, S, the length BE may be set accurately at any division 
along the graduated face of BA. 



In addition to the tracer, B, this arm is provided with a small wheel 
to which is attached a graduated drum which moves past a fixed 
vernier scale, V. 65?^ means of the graduated drum and vernier, the 
rotation of the wheel may be measured to 1 (hro of a complete turn. 
The axle of the wheel and drum is arranged parallel to the length of EB 
and is provided with a worm gear, which moves a horizontal indicator, 
D, one division per revolution. 

When placed on a plane the instrument is supported at three point.s: 
the needle point C, the point of the tracer B, and the point of contact 
of the wheel with the plane. 

To measure an area the needle C is placed at a point outside it, 
such that B may be moved round the boundary of the area. 

For the meastirement of large areas this will be impossible, but the 
details for such a case are given later. Starting at any point on the 
boundary of the area, the tracer is moved carefully over its contour 
until it is finally in the starting position. During this operation the 
wheel will have rotated in general a definite number of revolutions 
plus a measurable fraction of a revolution, From this observation, the 
area of the figure may be calculated. 
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The method of calciilating the area will be best understood! by first 
considering the theory of the instrument. 

When the needle C is fixed in the plane of the area to be measured, 
any movement of B along the boundary of the figure will result in a 
movement of A along the arc of a circle with 0 as (jontre and radius 
CA = a cm. (see fig. 6). Further, the wheel will roll a, distance 
equal to the total displacement when the movement oi hlB is at I'iglit 
angles to its length: movement parallel to the length, caus(ds no rotation, 
the forces acting on the wheel due to contact with the piano, inuhu’ 
these latter circumstances only produce a couple tending to move the 
axle parallel to its length about the pivots. 


Y 



So for any intermediate form of displacement, the rotation produced 
in the wheel will correspond to the component of the displacement 
at right angles to the length EB, and if n revolutions occur, 
will measui’e this normal displacement, E being the radius of the 
wheel. 

Now it will be shown below that the area to be measured is equal 
to SrenR X AB. Since the distance of the wheel from A does not oc(!ur 
in this expression we must first show that this distance has no eflect 
on the number of revolutions the wheel makes. 

In fig. 6, let B and B'"he two positions of the tracer a very small 
distance apart on the boundary of the area to be measured, BB'K; 
A and A' being the corresponding positions of the hinge. 

Let AB = b, and suppose that the centre of the wheel is at P (fig, 7). 
Draw AN' and PN normal to A'B' from A and P and let AN' ds, 
PN = ds', AP = c. 

AL being parallel to A'B', let the angle LAP =:dcp. 

Since BB' is a small distance, ds, ds', and dep are also small. 
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j: Now ' ,.PN=NI..+ LP 

or cZs' = c2s -f 

Tile distance moved by P as B traces the boundary of the area 
BB'KisS ds' 

or S dis' = S (is -{- 2 cdl 9 , 

B finally returns to the starting-point, and therefore S dip — 0, 
i.e. Hds' — I, ds. 

Thus a wheel placed at A would indicate the same movement as the 
one at P, or at any other point along EB. The position of the wheel on 
the arm AB does not, therefore, affect the reading of the instrument. 



To show that the area of a plane figure which does not include the 
needle point 0 is equal to (2 tc»R) 6, let us refer the figures to rectangular 
axes with C as origin, as in fig. 6. 

Let CAB be one position of the planimeter and OA'B' a second 
position such that BB' is a small displacement of the tracer. Let the 
area to be measured be BB'K. 

Referred to these axes, let x, y be the co-ordinates of B. 

The area BB'K. may be conveniently referred to polar co-ordinates 
r and 0, i.e. CB = r, /_ BOX — 6, then if /_ B'CB = dd, the area 
B'CB = ir . rd0 = 

i.e. S = area of BK'K. •••(!) 

For as the radius vector moves round the figure on the boundary 
remote from C, the small area contains, in turn, each element of the 
area to be determined, plus the external triangle from the boundary of 
the figure on the side near to C; this latter area is deducted from the 
sum as the radius vector travels along this near boundary, for here 
is negative. 
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jsjow a: ~ r cos &, y = r Bm B. 

dx = — f sin 0 dd -\- co& B dr, dy = r cob 0 dd + sin 0 dr, 
wiieiiec X dy — ydx ~ r^ dO, 

Or, the area of the figure, ^'ZrHd from ( 1 ) 

=. [x dy —y dx). •••(2) 

Let Z. ACX = a; A'CA = da; GA = CA' = a; AB = A'B' -- 6; and 

angle between BA and the aj-axis be 9. 

The co-ordinates x and y of the point B may be expressed as follows. 
X ~ a cos Qc -f- 6 cos 9, y =zz a sin a -f- 6 sin 9. 
dx = — a sin ada b sin 9 ^9, dy = a cos « da 4 " ^ cos 9 df. 

X dy ~y dx= {a cos u -j-b cos 9) [a cos a. da- -\-b cos 9 CZ9) 

+ (a sin a -f 6 sin 9) {a sin ada -j-b sin 9 dep) 

= a® da -f b^ d<p + ab cos (a — 9) d (a + 9). ...( 3 ) 

But (a -f- 9) == 2a — (a — 9) or d (a -i- 9) = 2 da — d (a 9). 
ab cos (a — 9) d (a -f 9) — ab cos (a — 9) {2da: — d (« — 9)} 

= 2ab cos (a — - 9) da — ab cos (a— 9) d (a — 9) 
and AN' = ds ~ AA' cos A' AN = a da cos (a — 9), 

so that 

ab cos (« — 9) d (a -f- 9) = 2bds — ab cos (a —• 9) d (a — 9), 
and equation ( 3 ) becomes 

X dy — y dx ~ da. -f- d9 -f- 2bds — ab cos (a — - 9) d (a — 9). 
Now', when the trace moves round the curve, S d9 == 0 , 1 ! da == 0 for 
the planimeter returns to the exact position of starting; we have further 

S cos (a — 9) d (a -- 9) = 0, for S cos (a — 9) d (a — 9) ~ j^sin (a — 9) 
But limits ( 1 ) and ( 2 ) are identical so that this is equal to zero, 
i.e. Hixdy — y dx) ~ S 26 ds = 2bZds. 

Now S ds -- 2 tcwR, as already shown, and we saw in equation ( 2 ) al)ovc 
S (.rdy — yda?) == 2 X area enclosed in BB'K, 
i.e. 2 area of figure 262 Tr«R. 

Area of figure BB'K = fe2TT»R. 

Thus, to measure any arqa sufficiently small, C is fixed in the paper 
at a point outside the area and B is taken round the boundary. The 
rotation of the wheel is measured, as is the distance from the hinge to 
B, and the area is thus equal to the product of BA and 27 T?iR. 

To carry out the calculation, R and AB must be measured. The 
distance from the tracer point to the hinge may be estimated by 
holding the instrument parallel to a scale or squared paper, and esti- 
mating as nearly as possible the position of the axis of the hinge on 
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the scale. The difficulty is, of course, in estimating the true position 
of this axis. 

The value of R may be obtained by measurement with a screw 
gauge, which must be used with great care, as the edge of the wheel 
is easiR damaged by screwing up the gauge unduly. 

Another and safer way of finding R is to note the drum-reading on the 
wheel, and move the wheel along a straight line ruled on paper, until 
the wheel has made several complete revolutions. The distance moved 
and the number of revolutions enable the value of 2 tt:R to be measured 
directly. 

The two measurements described above cannot be made with very 
great precision, but are performed much more accurately in the 
construction of the instrument. The graduations on the arm BA, 
TOO □ cm.’, etc., are made in the construction, and signify that when 
this graduation is adjusted to the fixed mark, one revolution of the wiieel 
corresponds to an area of 100 sq. cm. Thus, if the graduations are to 
be trusted, i.e. unless the instrument has been subjected to rough 
handling, the area of the figure is equal to n X (the number on the 
graduated arm opposite the fixed mark). 

The Case when the Needle is Inside the Figure 

Now let us consider the case when large areas are to be measured, 
e.g. BE1E2E3 . . . Ell, %• needle support is fixed at a central 

point C, and the tracer may then be made to trace the boundary line 
of the area. 

But in this case it will be seen that 2TcnR . b does not give the true 
value of the area of the figure; for in this case S d(? — and is not z;ero. 

Take a point B on the boundary, such that BA is at right angles to 
C*W, the line joining C to the centre of the wheel, W, and draw a circle 
wdth C as centre and CB as radius, shown in the broken line in fig, 8. 
Then if B is moved round this circle the wheel W will move round a 
second circle of radius CW, the relative positions of the two arms 
remaining constant so that the axle of wheel is always at right angles 
to the radius CW. Thus, while B is moved round the broken-line 
circle, W is moving always parallel to its axis around the second circle, 
so that during the whole revolution the wheel will not rotate. That is 
to say, the circle BEiEg wMn described by the tracer, the wheel 

indicates zero movement. This is called tha zero circle or datum circle. 

If now we consider our area ExE^Eg ... Ejx and begin with the 
pointer at B passing from B to Eg via Ej, B is moved outside the circle. 
W will move towards 0, and a definite rotation in one direction is 
made by the wffieel. We could bring the tracer back to B along the 
path EgFiB without altering the reading of W. This reading corre- 
sponds, in the way previously considered, to the area EaEBEj. 

However, having reached Eg, continue along the boundary E2E3E4. 
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To do this the tracer moves inside the zero circle and W will therefore 
move outside its circle, i.e. in the opposite direction to the previous 

movement. , . . , i c 

Similar movements occur round the figure. The plannneter theietore 
adds algebraically the area of the curve outside the zero oii’cle. Having 
carefully noted the direction of rotation of W when B traverses such 
a part as Ej, we can tell from the final reading of the dial 1) whether 



the figure is of less or greater area of the zero circle. Suppose n revolu- 
tions of the wheel are indicated and the arm is set at the ‘100 □ cm.’ 
mark. If the indication of the n revolutions is in the same direction as 
the indication of the wheel when moving outwards, e.g. along BEiEg, 
the area of the figure is 

100 71 -f- sq. cm. if GB is measured in cm. 

The same diSiculty as before,is met with in finding OB. The instrument 
may be set along two lines drawn at right angles so that the point of 
contact of the wheel is at the intersection of the lines, and B and C 
are each on one line, iig. 9; OB is measured directly or WB and WC 
are measured and OB calculated. However, the value of this zero circle 
is inscribed on a second face of the arm BA. Adjacent to the ‘100 □ cm.’ 
mark is a number which gives a value of the area of the zero circle, not 
usually in square centimetres, but in revolutions. 
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Tlius, if in the case taken ahovej there are n revolutions indicated, 
and the second scale gives m as the equivalent area of the zero circle, 
the area of the figure is 

100 (» -f- vn) sq, cm. 

To become acquainted with the instrument and familiar with the 
method of using, draw several small regular figures, calculate the areas 
and then find them, using the planimeter at different graduated scale 
settings. 



Fig. 9 


Draw a circle of known radius, calculate the area. Move the tracer 
round the circumference when the movable arm is set at various 
graduations. Note the number of revolutions in each case. Prom the 
calculated area and the number of revolutions observed find the area 
corresponding to one revolution, and so check the graduations. Repeat 


A 



this process with several measured areas, and obtain a calibration of 
the instrument. 

Measure h and R and again calculate a value for the area corre- 
sponding to one revolution. This is not so accurate as the above 
method. 
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Draw irregular figures on squared paper and find the areas by adding 
the squares . Compare these results with those obtained by the calibrated 
pianimeter. 

Measure the radius for the zero circle at each setting and check the 
value of the graduated scale by calculating the area and dividing by 
2TrE6. The quotient should agree with the graduations on the scale. 

The instrument may subsequently be used for area measurements 
when required, making use of the calibration if errors are found by 
these experiments. 

Note 

When the boundary of the figure does not cut the zero circle the 
process is identical, for suppose ABCD is such a figure, and the zero 
circle is completely inside it as shown. 

As before, start at any point A, and, with the fixed point inside the 
figure, trace round the boundary in one direction, say along the path 
ADC. Join AC. Then, if the tracer be taken along CA the value of 
the area ADC may be calculated by the foregoing theory. If now the 
tracer be brought back along AC and thence via B to A, the wheel 
will indicate precisely the same reading as if the path ADCBA had 
been taken, for on reversing along AC the record on the wheel for the 
path CA will be neutralized. The foregoing theory shows that the sum 
of the readings for the two paths records the number of revolutions 
corresponding to the two areas and is equal to that for the boundary 
of the figure. Hence, starting at any point and tracing the complete 
boundary a record of the number of revolutions n is given which, when 
added to the zero circle number, enables the area to be evaluated. 

The Graduation and Calibration of a Tube 

Qradmtion. The method of graduating a glass capillary tube 
described below is one which could be employed generally in the 
etching of scales on glass. 

A length of glass capillary tube is coated with a thin layer of parafiin 
wax by warming the glass and applying a small block of wax to the 
heated surface. The waxed tube is again gently heated in the Bunsen 
flame, and rotated so that when cooled it is evenly coated with a thin 
wax layer. 

The tube is then clamped to a board at such a height that the upper 
surface is approximately on the same plane as a metal scale which is 
fixed in line with the,tube, and at the other end of the board. 

A beam compass is arranged so that the two needle-points are from 
50 to 100 cm. apart, depending on the length of the glass tube. One 
needle-point is placed in a centimetre graduation of the scale and the 
other needle-point is drawn across the wax coating of the tube, removing 
a straight line of wax. 
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The beam compass is moved 1 mm., and a short scratch again made 
on the wax coating. This process is repeated until the required length 
is marked in this way, the whole eentimotre marks and 5 mm. marks 
being made larger than the rest. 

By means of a steel point the centimetre divisions, 0, 1, 2, etc., are 
scratched on the wax coating. 

To etch this scale on the glass, a swab of cotton wool, fastened at 
the end of a stick, is dipped into hydrofluoric acid, and then applied 
to the wax-coated tube. Where the scratches of the graduations and 
numbers have removed the wax, the glass is etched by the acid. 

In this process care is taken, of course, to avoid any of the acid 
touching the skin or clothing. 

One end of the tube is also given several scratches, and is covered 
with acid at the same time as the scale. After ten minutes or so 
examine one of these scratches near the end of the tube, by scraping 
away the wax: if the glass is suflS.ciently etched, the whole process is 
stopped; if not, leave for a few minutes and then examine a second 
test scratch near the end, and so on until the etching is complete. 
Wash off the acid with tap water and remove the wax, the last traces 
may be removed with turpentine or xylol. 

A little rouge, or lamp-black and shellac, rubbed over the etched 
scale brings out the markings. 

Calibration. Linear displacements of a liquid column along a tube 
are sometimes made use of in the measurement of changes of volume. 
Thus, in a thermometer a tube is marked at one point 0, at another 
100, and equally spaced marks are inserted between the two. An 
intermediate reading such as 40 should indicate that up to that point 
the volume is 40/100 of the volume between 0 and 100. Assuming that 
the linear scale is marked correctly, this will only be the case for all 
points if the tube is of uniform bore. Calibration of the tube means 
providing the correction that must be applied to any reading of the 
scale, in order to give the record that would be obtained if the tube 
were of uniform bore of cross-section equal to the mean section of the 
actual tube. This means providing a correction that will give the 
fraction of the volume of the tube below any point. Thus, if the 
correction at 40 is -f-O-S, the volume between 0 and the mark 40 is 
40- 6/100 and not 40/100. r 

The details of the process may be considered by supposing that a 
thread of mercury of volume v is introduced into the tube and that, 
by means of end-to-end displacements, it is made to traverse the length 
of the tube to be calibrated. Unless the tube is uniform, the thread of 
mercury will not always have the same length. Suppose 7i displace- 
ments are made and that the successive lengths are l^, 1^, etc., the 
volume of length • •) is w and, if I is the average value of 
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these lengths, the mean cross-section is ?;/T If the tub^were uniform 
and of this cross- section, the mercury thread would be I in every part 
of it. This means that the length requires the addition of the correc- 
tion (T~li), h that of(T~h). Jfji and Zg are contiguous lengths, the 
total correction for (Zj+Zg) is {2 Z-(Zi-f Zg)}. Let the deviations from 
the mean value be denoted by Sj, Sg, etc,, i.e, Z — Zi=8i, Z— Zo—Sg, etc. 
The corrections to be added to the scale at Z^ and at are Sj and 

(Si+Sg) respectively, and the process may be continued. 

The inside of the tube is cleaned either by the usual method, using 
caustic soda, alcohol, ether, and tap water, or by immersing it for 
about twelve hours in a solution of potassium bichromate and strong 
sulphuric acid (equal parts). The tube is finally washed well with tap 
water and dried. 

A thread of mercury, about one-third the length of the tube, is 
drawn into the bore, e.g. 10 cm. for a tube 30 cm. long. By means of 
a small length of rubber tubing attached to one end of the graduated 
tube, the position of the thread may he varied at will by altering the 
pressure within the tube. 

The mercury is first adjusted so that one end comes near the zero 
graduation. By eye estimation the position of the other end may be 
determined to one-fifth of a subdivision; hence the length of the thread 
when in this position is obtained. The mercury is then moved, by gently 
blowing through the rubber tube, until it occupies the central third 
of the tube, and its length is again estimated in scale divisions. The 
length taken by the mercury is finally measured in a similar manner 
in the remaining third of the tube. The volume of mercury is constant, 
therefore the length indicated will depend on the average cross-section 
of that part of the tube filled with mercury. Thus this preliminary test 
will show the general form of the bore. 

A short thread of mercury, about 1 cm. long, is next introduced into 
the tube, replacing the 10 cm. length. This is moved to occupy approxi- 
mately the space between the 0 and 1 cm. graduation with one edge 
at 0. The tube is arranged horizontally on a sheet of mirror glass on 
the platform of a travelling microscope. The readings on the scale 
engraved on the glass tube, corresponding to the two ends of the thread, 
are taken by means of this microscope. For this, the cross-hairs in the 
eyepiece of the microscope are turned so that one is parallel to, and 
the other at right angles ta, the length of the tube. The intersection 
of the cross-hairs is brought into coincidence with tlie meniscus, so 
that one cross-hair appears tangential to it. The vernier reading of the 
microscope is noted. It is then moved towards the middle of the 
mercury thread until a graduation on the tube is seen. The difference 
between the vernier reading under these circumstances and the last 
readings gives the distance between the end of the thread and the glass 
tube scale reading. The distance between adjacent scale readings on 
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the tube is measured in like maimer. Ikom these readings the length 
of the mercury projecting beyond an engraved division on the tube 
may be calculated in terms of the graduation of the tube, and the 
length of the thread of mercury may be measured in these units. 

The mercury is moved to occupy the space between the 1 and 2 cm. 
graduations, with one end at 1, and again measured. This is repeated 
along the length of the tube, and the result entered as in column 2 of 
the table. The mean value of this length is obtained, and in the third 
column the difference between the observed and the mean value is 
tabulated for each part of the scale. 

From these observations we may calculate the correction to be 
applied at each part of the scale to convert the scale readings to the 
corresponding volume readings. Thus, if a tube is divided into 20 cm. 
the mean value of the thread length as calculated from column 2 gives 
the reading for all parts in a uniform tube which is 20 cm. long. The 
difference between the length of the thread between 0 and 1 as observed, 
and the mean value gives the correction to be applied to the scale 
reading to correct it to the true volume of thread equal to of the 
total volume of the bore. 


Position of 
the thread 
in the tube 

Length of 
thread 

Difference 
from mean 

Correction 

0 — 1 

1*040 

-0*044 

-0*044 

1— 2 

1-000 

-0*004 

-0*048 

2— 3 

1*000 

-0*004 

—0*062 

3— 4 

0*975 

+0*021 

-0*031 

4— 6 

0*950 

+0*046 

+0*015 

5— 6 

1*000 

-0*004 

+0*011 

6— 7 

0*980 

+0*016 

+0*027 

7— 8 

1*000 

-0*004 

+0*023 

8— 9 

1*000 

-0*004 

+0*019 

9—10 

1*000 

—0*004 

+0*016 

10—11 

I 1*000 

-0*004 

+0*011 

11—12 

1*020 

—0*024 

-0*013 

12—13 

1*000 

! -0*004 

1 —0*017 

13—14 

0*980 

1 +0*016 

i -0*001 

14—15 

1*010 

1 -0*014 

-0*015 

15—16 

0*975 

! +0*021 

+0*006 

16—17 

1*000 

-0*004 . 

+0*002 

17—18 

1*000 

-0*004 

-0*002 

18—19 

1*000 

—0*004 

-0*006 

19—20 

0*990 

+0*006 

■ 0*000 

mean 

0*996 

i ■ 
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I'd’ the bore between 1 and 2 cm. graduations, column 3 again gives 
the correction to be applied to this part of the tube. To correct the 
total length from 0 to 2, to give #o- of the volume, the sum of 
the first two terms in column 3 must be added algebraically. So, 
to find the correction for any scale reading, the sum ot the third 
column must be taken up to and including the difference term for that 
reading. 

This is done with the figures for a tube tested in this manner and 
the correction entered in the last column. 

With the corrections so obtained a correction curve should bo 
drawn, plotting the correction as ordinate and the scale-reading 
as abscissa. 

It should be noted that the corrections apply to the actual positions 
of the mercury thread, but if the length of thread is chosen to be near 
the 1, 2, etc. graduations the corrections may be taken to apply to 
these points. 

In graduating a thermometer the maker fixes a few points by com- 
parison with a standard thermometer and thereby automatically makes 
some allowance for change in cross-section of the tube. 

The procedure for calibration of a thermometer is given on 
p. 169. 

The Balance 

The balance, as seen in fig. 11, consists of two pans suspended by 
knife-edge supports, KK, from the ends of equal arms of the beam ST, 
which is pivoted on a central pair of knife-edges. 

The central knife-edge is made of agate and rests on small plates 
of the same material and KK support these plates. The free and 
sensitive movement of the beam depends upon the sharpness of the 
knife-edges. It is therefore important that they should support weight 
only when in use. To release the knife-edges the central pillar Q 
supports an ‘arrestment’ A. The fixed arm A carries at each end two 
points which fit into a pah of cups on the upper agate plates at K. 
When the beam is lowered the w'-eight is taken from the knife-edges 
by this means. 

When releasing the beam, the latter should be in the liorisiontal 
po.sition, i.e. the beam is only arrested when two outer knife- 
edges are opposite the supporting point of the arrestment. In such 
circumstances all thiree knife-edges are released with an absence of 
jolting. 

In the ordinary way the centre of gravity of the beam, etc., is just 
under the line of support. The lower the centre of gravity the less 
sensitive the instrument. The position of the centre of gravity may 
be varied by an adjustment of the ‘gravity bob’ B. 
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The two masses W may be adjusted to change the rest positions 
of the pointer which moves over the small scale at the base of the 
pillar Q. 
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arrest the beam before changing masses in the pans; use the rider to 
start osciliation. Never touch the pans or the weights with the fingers, 
or place chemicals or wet vessels on the pans! Final observations should 
be performed with the case closed. 


METHODS OF WEIOHIIO 

The Oscillation Method of finding the Rest Position of the Pointer 

The arrangement of knife-edge supports ensures that friction is 
reduced to a rnfaiTmiTn . Consequently, when the beam is oscillating 
it will have a long period of swing which is but slightly damped, i.e. the 
pointer moving just clear of the scale will take a long time in which 
to come to its final position of rest. 

This rest position may be estimated by the method of oscillation 
as follows. Suppose the scale be graduated from left to right into, say, 
20 graduations. The end of the pointer, being arranged as near 
to the scale as possible, is viewed by the eye or by the aid of a 
lens, taking care to avoid any parallax error. The position of the 
turning point should be estimated to at least | of a small division— 
if possible to xV of a division. Seven such turning points should be 
obtained — three on one side and four on the other side of the zero 
position. The mean value of the three on the one side and also the 
mean of the other four should be obtained. Then the mean value of 
the two means gives the position of rest. (See example in the table 
below.) 

For such damped oscillations the mean of an m&n number of 
observations on each side of the zero would give a value biased 
towards the side of the zero of the first observed turning point; so 
an odd number is taken as stated. For if we assume that the 
damping is small and that the first swing through the rest position is 
to the left, the angular deflection, 0', which occurs after a time, 
T . . , 

IS given by 



where A is a constant and 0^, is the undamped amplitude. 
Under the conditions of very small damping, 
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Tlie deflections are therefore: 


To tfie left of zero 

To the right of zero 

/ T\ 

^ /, a3T\ 


1 

( 5T\ 

i / 7T\ 




'A A1T\ 



/, .13T\ 




/, .7T\ 


mean 1 ) 


The zero position is thus midway between the average deflections to 

the left and to the right. 



Zero Position of the Unloaded Balance 

As an example of the method of oscillation, the following deter- 
mination of the zero position for the unloaded balance is taken. 

The beam is released from the arrestment and given a slight oscilla- 
tion over about five divisions of the scale on each side of the zero. After 
a few swings the oscillation should be steady, and seven readings are 
taken, as shown below. 


Reading to the left 

Reading to the right 

1. 8-8 


12-0 

3. 9-2 

4. 

11-16 

5. 9-5 

6. 

11-2 

7. 9-9 




Mean of left-hand reading = 9-35 
Mean of right-hand reading =-• 11-6 

„ 9*35 + 11-6 

Zero position = ^ = 10’475 


A mean value of three such determinations gives the rest-point. In 
general, call this rest position for no load a;. 

Sensitivity of the Balance 

The sensitivity of the balance is defined as ‘the angle through which 
the beam will turn for 1 me. differpinnA in Tno/i •.« + 1 ^.. - j 
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It is usual in practice to measure tlie sensitivity in terms of the 
movement of the pointer over the scale. 

This should be measured for no had, by adding 1 mg., by means of 
the rider, to one pan and noting the position of rest by the oscillation 
method as before. 

Load each pan with increasing equal masses up to tlie limits specified 
for the balance, and for each mass find the sensitivity. 

If the beam were rigid and the knife-edges truly in the same line the 
.sensitivity-load curve would be a straight line parallel to the load a.xis. 

For increasing loads there is, however, a slight depression ot the 
knife-edges at the pan supports, and a change in sensitivity as a result. 

Find the sensitivity-load curve for the balance and note the region, 
if any, of maximum sensitivity. The value of the load at which there 
is maximum sensitivity depends upon the use for which the balance 
is designed. 

Method of Gauss or Double Weighing 

As an example of this method we will consider a determination of 
the number of grammes equivalent to one ounce troy; the process can 
naturally be repeated with any other unknown mass. Place the ounce 
troy in the left-hand pan and add weights (grammes) to the right-hand 
pan until the pointer remains on the scale when the beam is released; 
the rest position of the oscillating pointer is estimated in the manner 
previously used. Let this be y on the scale. 

Nov 7 find the sensitivity of the balance at this load by adding 1 mg. 
and proceeding as before. Suppose the sensitivity for this load is .s. 

The mass of the ounce troy m grammes is the mass (to the nearest 

centigram) in the scale pan ('?■) mg. = Mj, say, where x is the 
zero reading for no load. 

The ounce troy is then transferred to the right-hand pan and tlie 
process repeated by adding weights to the left until, to the nearest 
milligram. Mg, is obtained. 

Suppose that the two arms of the balance are of slightly different 
length, the left-hand arm hemg a cm. and the right b cm., then W being 
the true mass of the ounce troy, neglecting buoyancy, 

•aW=Mi6, 

aMg = W6. 

Hence ’ W = VmX. 

The difference between Mg and W will be very small, so that we 
may take as an approximation 

W=|(Mi-f-Mg). 
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Bordaks Method or the Method of Substitution 

A second method, quite as accurate as the double weighing, is a 
simple method of substitution. It eliminates equally well the errors 
due to unequal length of the arms, etc. 

The ounce troy (the unknown mass) is placed on a scale pan and 
lead shot is used to counterpoise it. The position of rest when the 
counterpoise is complete is noted by the method of oscillation. 

The ounce troy is now removed and replaced by standard masses 
until balance is again obtained. From the sensitivity of the balance 
for this load we may estimate to a milligram the mass which has 
exactly substituted the ounce troy. Thus the mass is obtained, avoiding 
errors due to faulty construction of the balance, etc. 

Buoyancy Correction 

When discussing methods of weighmg no account was taken of the 
buoyancy of the air on the weights and the mass to be compared 
with them. 

Suppose that W is the mass of the body determined by one of the 
methods above, the true mass allowing for buoyancy being denoted 
by M. 

Suppose that in the determination of W we used cojcies of standard 
masses made of a substance of density D. 

Let p be the density of the unknown mass and o the density of 
the air. 

We have really compared the true mass of the body M — ^the buoyancy 
on the mass, with the mass W of the weight — the buoyancy on the 
weights. These two quantities are equal, 



The observed value of W has therefore to be corrected by the factor 
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This correction depends on the density of the ‘weights’ and the 
substance and the density of the an. 

For most purposes the density of the air may be taken as 0-0012 
gm. per c.c. and for general use a table may be calculated giving the 
value of the correcting factor cr for the two common materials 

used in the manufacture of weights, brass and aluminiuni, taking the 
density of brass = 8-40 gm. per c.e,, aluminiuni == 2-65 gm. jier c.c. 
Thus: 


Density of 
substance 
weighed (p) 

Correction for buoyancy 

•t-A) ■(-;-») 

0-5 

0-00226 0-00195 

0-55 

etc. etc. 

0-60 

etc. etc. 

etc. 




CHAPTER III 


MOMENTS OE INERTIA AND DETERMINATION OF 

Kinetic Energy of a Body Rotating about an Aids 

Let ABC {fig. 12) be a section of a body by a plane at right angles to 

the axis about which it is rotating, 0 being the point of intersection 



Fia. 12 


If we imagine the body to be subdivided into a large number of 
very small particles of mass etc., distant cm. 

from the axis, it is evident that when the body rotates each particle will 
, move with a velocity which depends on the distance r from the axis. 

Consider one such particle at P, of mass m and distant r cm. from O. 
If the body rotates with a uniform angular velocity tv, in the direction 
of the arrow, and if v is the velocity of P in the path, we have 

V 

~ — V}. 
r 

' The kinetic energy of this particle is == For all such 

particles the total kinetic energy of the body is therefore 

4 - + . . . 

i.e. kinetic energy — 

The sum of such quantities as taking every particle throughout 
the body, is defined as the moment of inertia of the body about the axis 
'^through 0. If we denote this by then the kinefic energy of the body 

■ thus Iq replaces the mass and the angular velocity replaces linear 
" velocity in the corresponding case for linear motion where K.E. -- 
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In the same "way, if the axis passes through the centre of gravity, 
Iq being the moment of inertia about an axis thx’ough the centre of 
gravity, K.E. = being of a different magnitude from 

To express the moment of inertia of a body about an axis in terms 
of the moment of inertia about a parallel axis passing through the 
centre of gravity, we proceed in the following inanner. 

In fig. 13 let ABC be a section of the body at right angles to citiun" 
axis. Let G be a section of the axis passing through the C(mtr<^ of 
gravity and 0 be the corresponxhng point of intersection for a parallel 
axis, the distance OG being fixed and equal to a cm. 



Consider at any point P a small particle of inas.s m gm., OP being 
r cm. 

The contribution of this particle to 1q is Now produce OG to J), 

and from P drop a line perpendicular to OD meeting it at D. 

^2 ^ 0P2 = OD2 + PI)2 = PD2 + DG2 -f G03 + 20G . GO 
= PG2 + _p 2a . GO. 

Thus lo = Sm {PG2 4- 2a . GD) 

= EmPG^ + + S2'ma . GD. 

Now SmPG^ — Icf, the moment of inertia about a parallel axis through 
the centre of gravity. • 

~ ~ a2]yi^ 

where M is the total mass of the body. Further, the expression 
2aSGD .m = 0, for by the definition of the centre of gravity the sum 
of the moments (GD . m) throughout the body, about an axis through 
G, is zero. 

Thus I„ = l8+Ma*. ...(2) 
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Radius of Gyration 

We have defined the moment of inertia of a bodj^ about an axis as 
Now if the whole of the mass of the body were concentrated at 
one point distant h from the axis, we should have 
1 = ib^M. . 

If the distance h is so chosen that 

= = 1 , 

it is called the ‘radius of gyration’ of the body about the axis of 
rotation taken. 

As with the moment of inertia h has different values depending upon 
the axis chosen. 


Moment of External Forces 

Considering a rotating body as before, we may readily deduce an 
expression for the moment of the external forces applied to the body 
to impart a definite angular acceleration. 

Imagine a force applied to such a body as shown in fig. 12. Suppose 
the body to be subdivided into small particles as before, of which one 
at P has mass m and is r cm. from 0. Then v, the velocity of the 
particles, is given by 

dB • • 

v — r-- or rB\ 
dt 


the acceleration of the particle in its path is 


dt ^ dt^ 


r'i 


this is occasioned by a force mrd, whose moment about 0 is mr^B. 
For the whole body to rotate with this angular acceleration the total 
external couple applied is thus equal to 


'Zmr^B = BTmr^ = 16. 


...(3) 


Thus the moment of external forces applied to the body is equal to 10. • 


Calculation of the Moment of Inertia for a Solid about any Axis 

The numerical value of the moment of jnertia of a solid about any 
axis may be readily obtained by integration. Having calculated this 
value for an axis passing through the centre of gravity, the corre- 
sponding value for the case of the body suspended through a parallel 
axis may be obtained by adding the term as shown on p. 36. 

We will consider an example of such calculations which is often 
employed, especially in magnetism, and which illustrates the points 
already considered. 
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Calculation of the Moment of Inertia of a Bectangular Bod about an Axis 
at Bight Angles to its Length and passing through the Ce?itre of 
Gravity 

Let ABCD be the rectangular bar, with centre of gravity at G, and 
supported through the axis KK' passing through G, normal to tlxe 
face AD, fig. 14. Let 

M be the mass of bar (assumed to be uniform), 
p the density of the material of the bar, 

21 the length of the bar, 

26 the breadth of the bar, 

2d the depth of the bar. 



Let G be the origin of the system of co-ordinates, the z axis coinciding 
with the axis of rotation, the x and y axes being at right angles to this; 
the X axis being parallel to the length, the y parallel to the breadth. 

The most convenient method of finding Iq the moment of inertia 
about KK' is to consider firstly a very thin section of the bar cut at 
right angles to the x axis, and of thickness 8a;. Through the centre 
of mass G' of this section imagine an axis, LL', parallel to KK'. The 
moment of inertia of this section about KK' is equal to the moment 
of inertia about LL' plus the product of the mass of the section and 
where x is the distance Jbetween G and G'. Imagine a very small 
rectangular portion PQRS of EFHI, y cm. from the axis and of width dy 
(fig. 15). 

The mass of this parallelepiped is {dx dy 2d] p. The moment of inertia 
of the section EFHI about LL' is therefore 

f 2ddxAy'?y^~^^-^-~ ^dx. 

J -6 6 
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About KK' the moment of inertia is therefore 


' -f 2d2JbpxMx. 



Hence the total moment of inertia of the whole body about the axis 
KK' is 

pdx + 

: (62 12 ) 




Ix^pdo^ 


= f (6^+n- 


EXPERIMENTAL MEASUREMENT OF MOMENT OP INERTIA 

When the moment of inertia of a body cannot be conveniently 
calculated it may be found experimentally by imparting to it a known 
amount of energy and observing the resulting rotation, or, if the body 
is small, the method of the moment of inertia table may be employed, 
whereby the change in moment of inertia in a given system, due to 
the body, may be directly calculated. 

The following typical experiments will make these methods evident. 

Moment o! Inertia of a Fly-wheel 

To find experimentally the moment of Inertia of a fly-wheel about 
the fixed axis of rotation, a mass is attached to the axle of the fly-wheel 
by a cord which is wrapped several times round the axle. When the 
mass descends, it causes a rotation of the wheel. The mass in its 
descent loses a definite amount of potential energy. Neglecting friction 
for the moment, this loss is equated to the gain of kinetic energy of 
the mass and the fly-wheel, and an equation results in which all the 
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terms are known or measurable except I, tbe moment of inertia of the 
wheel and axle about the fixed axis. 

The wheel may be supported on a horizontal or vertical axis. The 
usual types met with are seen in fig. 16. The method of finding I is the 
same, so we will consider one of them — ^the vertical axis type. 

The mass m is attached to the axle at a point where there is either 
a hole or a pin. If there is a small hole in the axle as at P, then to 
the end of the cord a small ‘pin’ is attached. This can be made from 
a short length of suitahle-sized brass wire to fit easily in the hole, or 
if the axle has a pin projecting, a loop is made at one end of the string. 
The length of the string is so adjusted that when vn is on the floor, 
or whatever solid object is to arrest it in its descent, the other end 
of the string may be just attached to the axle. So that when the mass 
descends, the moment it is arrested the string leaves the axle. 



If w he the angular velocity imparted to the wheel, and r bo the 
radius of the axle, the velocity of the mass m just before striking the 
floor is no. So that, neglecting friction, we have 


mgh == .,.(4) 

where /i is the distance through which m has fallen. 

To measure the angular velocity, a chalk-mark is made on the 
circumference of the wheel, in a position which can be seen the moment 
the mass touches the floor. The number of revolutions, «, made by 
the wheel after the mass becomes detached is counted by observing 
the chalk-mark. The time taken for the wheel to come to rest whilst 
completing the revolutions is also observed (i sec.). 

The wheel is finally brofight to rest by the frictional forces acting 
against it. If this Motional force is constant, the wheel is uniformly 
retarded. It begins vvith a definite angular velocity and ends witli 
zero angular velocity, so that the initial velocity is double the average 
velocity. 

Now the average angular velocity = radians per second, 
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The linear velocity of the mass m is 

Another method, though inferior to the above, is to observe v directly 
by timing the descent of the mass. If the mass descends the distance 

h in t' secs,, the average velocity is and the final velocity is — /• 

As we have noticed above, the frictional forces are not always 
negligible, so that, for a more accurate determination of I, allowance 
must be made for the energy lost in overcoming friction. 

Let there be revolutions of the wheel during the descent of the 
mass, and let/ ergs be the energy per revolution used in overcoming the 
frictional forces, then the total energy expended in this way is nj. 
mgh = +• 

We already know that the energy possessed by the rotating wheel, 
^Iw^, is used up in overcoming friction in n revolutions. 

Thus fn = 




(-?)■ 


Experimental Details 

Arrange the cord round the axle so that throughout the whole of the 
unwinding, the cord from the axle to the pulley, T, is practically 
horizontal, or at right angles to the axle. 

Wind up the mass m so that its base is level with a fixed point, and 
the string of such a length that it fulfils the conditions already stated. 

The distance Ti from the fixed point to the floor is directly measured. 
The number of revolutions the wheel makes whilst the mass is descend- 
ing may be determined by making a chalk-mark on the axle and 
allowing the mass to descend slowly, counting the number of revolutions 
(Wj) during the descent. 

The mass is once more wound up and allowed to fall freely. When 
it is heard to strike the floor a stop-clock is started and the number of 
revolutions of the wheel before being brought finally to rest is counted, 

i.e. n and t are observed: m the mass is known and w — — hence 

t 

the value of I is calculated by the aid of equation (5). 

The experiment is repeated two or three times with the same mass 

and the mean value of ~ taken. 

■■ ■ ' ■■ ^ ' '■ ■ ' 

I is further checked by repeatmer with twn 
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The cord used should he of small diameter compared with the 
diameter of the axle, otherwise the value of r in equation (5) is the 
sum of the radii of the axle and cord. 

Eolling Bodies 

The two following experimental methods of finding the moment of 
inertia of a body about a given axis depend upon observations of 
rolling bodies. 

The energy of a rolling body may be very simply obtained. (Jonsider 
for example, a cylinder rolling with a uniform linear velocity v cm, 
per sec. (fig. 17). 



A 

Fig. 17 


AB, the line of contact of the cylinder and the plane on which it 
rolls, is the momentary axis of rotation of the cylinder. 

The kinetic energy of the body is therefore given by (moment of 
inertia of the cylinder about the axis AB) where iv is the angular velocity 
of rotation. 

Now, if a is the radius of the cylinder, m its mass, and I the moment 
of inertia about a parallel axis through the centre of gravity, the 
kinetic energy is 

Iw'^ (I + 7na^) 

= -f •••(fi) 

That is, the kinetic energy is equal to the sum of the kinetic energies 
of rotation and translation. 

Wheel and Axle on an Inclined Plane 

The moment of inertia of a wheel and axle about an axis passing 
through the centre of gravity and parallel to the axle may be obtained 
by observing its descent down an inclined plane, and applying 
equation (6). 

In fig. 18, R and ET are rails supported on a hollowed inclined plane. 
The axle of the wheel rests upon the rails. The whole plane may be 
inclined at any angle to the horizontal. For each inclination the wheel 
and axle is allowed to roll down a measured length, I cm., of the plane, 
in a time which is measured by means of a stop- clock {t see.). 
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If the vertical distance between the original position and the final 
position be h cm., fig. 19, and « be the final velocity acquired m the 
descent, we have, equating potential energy lost to kinetic energy 
gained, 

m,gh — , ...(7) 

where m, is the mass of the wheel and axle, and a the radius of the axle. 



Fio. 18 


The body starts from rest and moves with a constant acceleration; 
the final velocity is therefore twice the average velocity. 



The plane is adjusted by suitable means to one fixed inclination. 
The wheel and axle is placed at a convenient marked starting-point 
on the rails and the position of the centre of the axle is noted by means 
of a cathetometer. The position of the centre of the axle is also noted 



Fig. 19 


when the wheel is against the stop at the other end of the plane. The 
length I along the plane between these two points is measured directly. 
The V alue of the mean time of descent for at least three experiments 
is obtained. The mass m is also obtained by means of a spring balance 
or an ordinary balance which is capable of weighing such a mass. 
a is obtained in the usual way by means of vernier callipers. 

2Z 

Hence, from (7), substituting the value — for y, 
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Tile experiment is repeated for several values of li and the mean 
value of I is obtained. 

Moment of Inertia of a Disk Supported on SMngs 
A disk, usually made of wood, is suspended by means of a metal 
axle on two strings, as shown in fig. 20. The string is wound evenly 
on the axle AB on both sides until as much string as possible is wound 
up. If now the axle and disk, of mass m grammes, is released, it will 
descend until the whole of the cord is unwound; it will then rise again, 
the string being wound on the axle in the other direction. 



Suppose that from the starting-pomt to the lowest point reached, 
the'distance the centre of the axle moves is h cm,, and that the linear 
velocity at the moment when all the string is just unwound is v cm. 
per sec., then, if r is the radius of the axle, we have as the energy 
equation (equating potential energy lost to kinetic energy gained) 
mgh =: 

I bemg the moment of inertia about an axis passing through the centre 
of gravity and parallel to the axle. Since w the angular velocity at the 

lowest point is we have 

= i~ -j- 

H “ ■ 

0«2 

I ~ {mgh ~ ^mv^) 

If the time of descent of the disk is t seconds, the average velocity is 
h , ' 

~ cm. per sec. , 

n, the final velocity, is therefore 
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Experimental Details 

Weigh the disk, then measure the distance between the position of the 
centre of the axle in the starting position and the final lower position. 

The value of r is equal to the sum of the radii of the axle and the 
cord which supports it. These radii are measured by means of a 
micrometer screw. 

The cord is wound evenly on the axle until the disk is at the starting- 
point. Care is taken to ensure that the axle is horizontal, otherwise 
the disk fouls the cords in descent. 

The time of descent is measured several times by means of a stop- 
clock, and the mean value taken. 

The Bifilar Suspension 

In order to determine the moment of inertia of a body about an 
axis passing through its centre of gravity, we may make use of a bifilar 
suspension. The body is suspended with the axis of rotation vertical, 
and the time of vibration of the system, T, obtained by observing the 
time of 40 or 50 complete swings. 



If, for example, we wish to determine -the moment of inertia of a 
cylinder about an axis through the centre of gravity, the cylinder is 
supported in two wire stirrups OE and DF (%. 21), which hang at 
the ends of two very thin wires AC and BD, which are fixed at A and B, 
AB being 2d cm. The distance between C and D remains fixed and 
equal to 2d' cm. 

When the body is displaced slightly in the horizontal plane it will 
perform oscillations of neriodic time T. 
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If m is the mass of the cylinder aiid I is the length of the wire AC 
or BD, we may readily see that . ■ - 

N 


For, let the tension in the string be t dynes and let 0 be the mid-point 
between A and B. 

When viewed from above, fig. 22 (a) represents the relative positions 
of the four ends of the wires. When displaced, the state of affairs is 
seen in fig. 22 (6). Where A' and B' are projections of A, B, fig. 21, 
on the horizontal plane through CD, and C', D' are the displaced 
positions of C, D. 



Consider the forces at D. Due to the tension on the string there 
is a force t, which has a horizontal value t cos a, where a is the angle 

between the string BD' and the horizontal. Now cos a = for 


the point of suspension, B, is above B', BB'D' being a right-angled 
triangle. 

So that along D'B' in the horizontal plane there is a force 




B'D' 


...( 8 ) 


Of this force the component at right angles to the displaced body, 
i.e. to C'D', is effective in restoring the body to its original position, the 
component along the direction OG having no turning moment. 

From B' draw B'E at right angles to C'D'. The component normal 

to C'D' is / sin ED'B' = == f', say: 

. ■'B'D' 


from (8) 

A similar force acts as C', 
/' . C'D'. 


= ...(9) 

constituting a restoring couple of moment 
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The restoring couple is, substituting value of/' from (9), 

If the small angle of displacement, D'OB' = 0, 

EB' == OB sin 0 = d sin 0, 

C'D' =2d;'. 

Moment of the couple — -y- 4 sin 0. 

Q is usually made very small, so we have for the value of the restoring 
couple: 

= ..,( 10 ) 

12 I 

for when disnot very dijferent from 

We have already seen (p. 37) that the moment of external forces 
acting on a suspended system is I 

Since the couple acts in a direction tending to diminish the angular 
velocity, we have 

- d^6 mgdd' 

An equation of this form occurs repeatedly in experiments in physics. 
It is of the form 

~ -p n^d = 0, 

dt^ 

where n^ is placed equal to the ratio of the constant multipliers of 
0 and 

dt^ 

This is the equation of simple harmonic motion and the solution is 
0 = A sin nt + B cos nt, 

.as can be seen by substitution. 

Another way of writing this is 

0 = C sin {nt + a), 

the two constants being replaced by C and a, where 
C2 = A2+B2 and tany=B/A. 

The curve showing the relation between 0 and t is illustrated in fig. 23. 
In the figure the intercept OA = C sin a and OB = ~ a/». 0 regains 
the same value at mtervals tc/m, e.g. at 0, D, ^nd E. The complete 
cycle of values occurs in the range CE, i.e. 2 tc/w, and this is the period, 
T, of the motion 
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If this be applied to the equation of the problem now considered it 
annears that the period is 

mgdd 

It is interesting to note that for bodies of the same dimensions and 
of uniform density the value of T is the same. For, let p bo the uniform 



Fig. 23 


density, then I = Smr 2 . Consider the body divided into small volumes 
V, then = Sapr^ = pSw®. 

But m = Spy = pSy, 

thus T = 27r / -J-. . . 1 , i.e. independent of the density. 

V gdd' Sy 


, i.e. independent of the density. 


The above experiment may be carried out using a metal and a 
wooden cyhnder as the supported body. If the dimensions of the wood 
and metal cylinder are identical, the time T will be found to be the 
same. Suspend each in turn and find T (by timing 60 swings) and 
calculate I for each cylinder. 

For such regular solids, the value of I should also be obtained by 
calculation. 

( L2 /A 

— + where 2L is 

the length of the cylinder, r the radius. 

The formula may be further tested by var 5 )ing d, d', and 1. It will 

be found that is proportional to 


Moment of Inertia Table 

Fig. 24 shows the essential featmes of the moment of inertia table. 
AB is the table suspended by a fairly stout wire, K, from the overhead 
frame. The circular table supports three or more masses which just 
fit into a groove, concentric with the circumference. When the wire 
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support is vertically above the centre of gravity the masses, W, may 
be moved round the groove into any position without altering the 
moment of inertia of the whole. The masses are arranged so that the 
table lies horizontally. In that case the axis is through the centre of 
gravity and is normal to the surface of the table. If now the table is 
given a slight twist, a restoring couple is called into play in the wire, 
equal to, say, t per unit angular displacement, and the table oscillates 
about the axis of support, with periodic time 



where I is the moment of inertia of the system about the axis of 
rotation; for suppose the table be twisted through an angle 6, the 



restoring couple due to torsion is rd. We have already seen, p. 37, 
that the moment of external forces on such a rotating body is 16, where 
6 is This couple is opposed by xd: x 6 and 10 being equal and 


opposite; i.e. 10 = ~ t0 



Thus the motion is simple harmonic with a periodic time, T, given by 
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If now a regularly shaped body is placed symmetrically on the table 
at C, so that its centre of gravity is vertically above the centre of 
gi-civity of the table and therefore in the previous axis of rotation, the 
time of oscillation for the loaded table is 


T, = 2-k 


(I + K) 


%vhere K is the moment of inertia of the regular body about the axis 
of oscillation: K may be calculated directly from the mass and dimen- 
sions of the body. 

We have, therefore, from the two equations above: 


T^2 


Hence 


qia 


I + K _ , , K 
I I’ 


I = K- 


'J'2 


...( 12 ) 


T^2 - T2 

If, then, a body of unknown moment of inertia about a given axis 
i.s placed centrally on the table with the centre of gravity in the axis 
of oscillation, we may find the value of I^, its moment of inertia about 
this vertical axis passing through the centre of gravity, by timing the 
oscillations of the table when loaded by the body. If Tg is the time 
of complete swing. 


and we have 






= A. 

V T 


...(13) 


...(14) 


Thus, from these two equations 

T„2 __ T2 

1 > I 

1 IJI2 

Substituting, from equation (12) above, 

^ ■ TjS - T2* 

Exper imental Details 

The time T for a complete swing of the table is obtained by timing 
as many swings as possible, or by the method of p. 101. 

To find the value of I, the moment of inertia of the unloaded table 
about the wire as axis, a regular solid, such as a plain cylindrical 
‘weight’, is employed. The mass should be fairly heavy so as to cause 
as big an alteration in T as possible. A two-kilogram ‘weight’ is of the 
right order to use with the apparatus described. 
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To ensure that this standardizing mass is arranged with its centre 
of gravity over that of the table, the lead weights W should be adjusted 
so that the table swings horizontally. Any alteration in the position 
of the masses, W, will not alter I so long as the table is horizontal and 
the axis of oscillation is vertically through the centre of gravity. 

Having obtained T and T^, using a cylindrical regular ‘weight’, the 
value of K should be calculated. For such a flat cylindrical object, 

Ma2 

K = where a is the radius and M the mass of the ‘weight’. I may 

be calculated using this value of K in equation (12) and the table may 
then be used to find the moment of inertia of other solid bodies. 

The following results were obtained in the above manner: 

Table unloaded Table loaded with Table loaded with 
2000 gm. unknown body 

9-375 sec. 9-7 see. 15-5 sec. 


radius of 2000 gm. ‘weight’ = 6-75 cm. 
2000 X 6-752 


K = - 


= 45-562 gm. om.^ 


Ij = 45-562 X 


15-52 _ 9.3752 

F72 — 9-3752 


= 1-11 X 10® gm. cm.2. 

Ij, by approximate calculation, assuming a regular shape of the 
body = 9-86 X 10® gm. cm .2 


The Compound Pendulum 

Let ABC, fig, 25, be a section passing through the centre of gravity 
of a body, and at right angles to an axis about which it may turn, the 
point 0 being the intersection of the axis with this plane section . 

The body is at rest when the centre of gravity, G, is vertically 
. under 0. 

If the body is given a small displacement so that GO makes a small 
angle 6 with the vertical, then, m being the mass of the solid, the 
restoring force has a moment mg OG sin fl == mga sin 0 (where OG = a). 
We saw (p. 37) that in such a case the moment of the forces is 

, , \ dH 

equal to * 

g2Q 

i-e- Iq = ~ sin 0 = — mgaQ for small "angular displacements. 

This represents a simple harmonic motion (p. 47), whose periodic 

time T = f . 

V Wgra 
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Iq = I where I is the moment of inertia about a parallel 

axis tlirougli centre of gravity and. is equal to mJc^, where k is the 
radius of gyration about this axis. 

^ Ikhn -f 

Thus T = 27r = 

/y mag 

This result is sunilar to that obtained for a simple pendulum, in fact 
a simple pendulum of length I ~ ho; would have the same jx'ricxJic; 

time, T, Such a simple pendulum is called the equivalent simqih 
pendulum. 




In the case taken, if all the mass of the body were concentrated at a 

P 

point P, along OG produced such that OP ~ - - ~|- a, wc should have 

a 

a simple pendulum with the same periodic time. 

The point, P, is called the centre of oscillation, 0 being called the 
centre of suspension. 

Now since 

1 = — a 
a 

or a'i = 0, 

the length a is not the, only value for OG, which has I as the length of 
the equivalent simple pendulum, for the above equation has two roots, 
and a 2 > such that, 

“i + a-s == Z V 
ai«2 = 


...( 16 ) 
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Since a is one value, say. 


Ic^ 


we have a — I or ~l ~ a ~ ■ 

a 

Thus, if the body were supported on a parallel axis through the 
former centre of oscillation, P, it would oscillate with the same time T 
as when supported at 0. 

From what has been seen above it is evident that there are an 

yj.2 

infinite number of points distant a and — from G, for any point on 

a 

Ic^ 

a circle drawn from G as centre and radius a or — will satisfy the 

' ,a ■ 

condition given; so that any axis parallel to the normal at G and on 
the curved surface of two cylinders, of which the dotted circles are 
sections, will be axes of suspension, about which the body will have 
the same periodic time. 

If the body were supported by an axis through G, the time of 
oscillation would be mfinite. From any other axis in the body the 


time is 






I ~ 

This has a minimum value when is minimum. 


Now 


+ /c2 


- -j- (a — Tc)^ -j- 2i(ih 


This is a minimum when a — h. 
The corresponding minimum 
T, 


= 2. 

V g 


...(17) 


and will occur for a series of axes parallel to that through G, and on 
the surface of a cylinder whose axis is the axis through the centre of 
gravity and of radius, h. 

An experiment which brings out these facts may be jaerformed by 
using as the body a rectangular rod of brass about 1 m. long. This 
may be suspended on a knife-edge at various points along its length. 
To facilitate the suspension it is convenient to have a series of holes 
drilled along the bar at about 2 cm. interval^ (fig. 26). 

Level the knife-edge, and suspend the bar at, say, every other hole in 
turn, and time fifty swings at each hole, which is at a measured distance 
from the centre of gravity of the bar, the position of which may be 
obtamed by simple balancing on a knife-edge. Alternatively, the 
position of the holes may be measured from one end of the bar . 

Having obtained a set of values for T, and the corresponding dis- 
tances from the centre of gravity, plot a curve with the -neTinrlio +.iwoa 
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as ordinates and the distances on either side of the centre of gravity 
as abscissae. A curve such as shown in fig. 27 will be obtained. 

The values of T near the minimum points, MM', should be further 
investigated by taking the time for vibrations in every hole, throe each 
side of the apj)roximate position, and the graph completed. The lino 
CGr, fig. 27, is drawn from G, which represents the centre of gravity 




¥ iq . 27 

of the bar. It will be found that the curve is symmetrical about GO. 
Draw any line EABFD parallel to the axis. This cuts the curve in 
four points, which have the same periodic time, T = BC. It will be 
found that the lengths, FB, BA,, and BE, BD, are equal: i.e, FB and 
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BA correspond to radii GQ, GP, and BE and BD to radii GO and GR, 
in fig. 25. 

Take either set in pairs, say BA, BD, these are lengths corresponding 
to and Kg in equation (16), i.e. AB + BD = AD = I, the length of 
the equivalent simple pendulum. Its periodic time T is numerically 
equal to BC. 

Hence, in the equation, T = 

all factors except g are known, whence g may be calculated. 

If the experimental results permit, it is preferable to draw several 
lines parallel to DE (fig. 27) and for each to obtain the corresponding 

4:V:H 

values of I and T. The mean value of is used to calculate the 

rp2 

value of g. 

If now a tangent is drawn to the curve, such as line LMM'L', 
HM = HM' = radius of gyration about an axis through the centre of 
gravity: this may be measured directly. 

Further, by equation (16), h ~ Vaiag = VAB . BD, so a second 
value of Jc may be found. The correspondmg periodic time is, numeri- 
cally, the length of HC = Tj, say. 

Hence, once more, by equation (17), 


Ti- 27r 


. 

V 9 


g may be evaluated or, alternatively, assuming the value of g, the 
formula be used to calculate a third value of 


/c== 


T 2 

Aa. 

87^2 ^ 


The mean value of h may be taken and the moment of mertia about 
a parallel axis through the centre of gravity calculated, for 
I = PM, 

where M is obtained by direct weighing. 


Owen’s Method 

A variation of this experiment, using a solid bar without holes for 
support, has been described by Dr. D, Owen {Proc. Phys. Soc., Vol. 51, 
p. 456, 1939). Use is made of a shding carriage whose knife-edges 
(see fig. 28) may be supported on sheets of glass mounted on either 
side of the platform of a wall bracket, the platform between the plates 
being cut away to allow the free passage of the pendulum. This removes 
the difficult}?- of the short length of bearing in the holes of the previous 
method, and also the uncertain effects of the holes themselves. It 
introduces two possible comnhcations dim +.n +.>io j-?-- 
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gravitational couple, and (6) the moment of inertia of the oarriage.^ 
The first (a) may foe reduced to a negligifole amount if the centre of, 
gravity of the carriage is in. the line of the knife-edges, and the second 
(6) may be reduced to 1 in 10,000 in a suitably designed a.pparatiis.* 

In this case the formula T = 2tc / may be used and Ic may bo 

V 

+ 5 ^ 

calculated for the solid bar, using the formula ~ , when .L 

is the length and h the breadth of the bar. a, the distance from the 
knife-edge to the centre of gravity of the bar, may be measured a.s in 



Fig. 28. — Bar penduhim with eliding carriage supporting knife-edgo. 
S, clamping screw. 


the last experiment, and the curve of fig. 27 may be obtained by 
experiment, from which the value of g may be obtained using the 
various methods described, or we may plot against aT“, as in fig. 29. 
Where the graph, when produced, cuts the axis at D, we have OB = 

4^2 

and the slope of the graph = r-—. 

The most accurate value of g may be obtained by choosing the 
minimum T^^ when a — h and the value of 





In the case of a pendulum 1 m. long, a variation of 1 mm. in a only 
afiects T by 3 parts in one million. The value of a — k is obtained 
from the prelimmary'results of fig. 27 and the pendulum is set at this 
length. The timmg of fifty complete swings is done with a stop-watch 
and the observation of the swings is made with a telescope which is 
first focused on the pendulum when at rest. The passage of the zero 


* The pendulum as described is made by Griffin and Tatlook, Kingaway, London. 
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line is observed when the amplitude of the swings is about 2 cm. 
Having obtained T as an average of three sets of timingvS, a further 
refinement in observing T may be carried out as follows. 

Find a good approximation by the method already described. Set 
the pendulum swinging and start the stop-watch at a transit across 
zero. Leave the pendulum swinging for about ten minutes without 
making any counts. At the end of the period stop the watch at a 
similar transit across zero. Note the reading, t, in seconds. A whole 
number, n, of oscillations has occurred in this interval, and if is the 
approximate period already found, this number is the integer nearest 
Thus n is known and a more accurate value of the period is 
T=l/n. 



Kecord the estimated accuracy of your experiment as illustrated 
by the following example. 

t ~ 600 sec. Estimate of error in this time sec. With the 
stop-watches provided the error will be greater, but make a careful 
estimate of its magnitude. Assume a period of about 1 sec. 

The error in T is thus 600, i.e. in round figures x oiriTo - 
I — lOO'OO cm. With an error xh 0-02. 

b = 2-64: cm. With an error 0-02. 

^ = 28*876 cm. 

It is sufficient to set the knife-edge at 28*9 cm. 

A preliminary estimate gave T^ = 1-5248 sec. 

Over a longer period i5 = 599-17 sec. 

5QQ’17 • 

Tims --^=2= 392-95. 

• 1-5248 

Thus n = 393, T = = 1-5246 sec. 

393 

The error in T depends upon the error in 599-17. 

From this example S' == 980-6 cm. per sec. 

(For further details, see Owen. Proc - kti ^ 
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Eater’s Pendulum 

In the, preceding discussions it is clear that if two axes on opposite 
sides of the centre of gravity and at right angles to a line passing 
through it are found experimentally to be such that the periodic time, 
T, about each is the same (as, for example, those through 0 and P in 
fig. 25), then the distance between them, I, is the equivalent simple 
pendulum, and 



from which g may be calculated. In Eater’s pendulum these conditions 
can be very nearly realized. 

It consists of a long rod which is provided with two fixed knife-edge 
supports, K and Ki, and terminates at each end in a bob, B and B. 
Usually one bob, B, is made of brass and the other of wood. 

M and m are two adjustable masses which may be fixed in any 
position between the knife-edges. Their adjustment serves to move 
the centre of gravity to such a position that the time of swing is 
approximately the same from either knife-edge. 



The pendulum is supported on the knife-edges, K and K^, in turn, 
and the approximate periodic time, T and T^, is obtained by counting 
swings, timed by means of a stop-watch . 

The large mass M is moved xuitil these times are approximately the 
same. The small mass m is then used as a fine adjustment. 

In adjusting the masses so that the time for a complete vibration 
is very nearly the same for both knife-edges, it will he realized that to 
obtain exact agreement for T and T^ would he most tedious. 

However, we can, see in the following way that such exact agreement 
is not essential. 

Let a and be the distance from the centre of gravity of the 
pendulum to K and Kj. 

T = 27i + T-^9,^ /^7+F 
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Subtracting 

(T2u - gr = 4:t3 (a2 - 

4^2 ^ - _ 1 / T2 + T2 - _ 

gr 2 \ a+ Oj a — /’ 

a and may be made to differ by a fairly large amount by suitable 
adjustment of the masses, M and m. With a little care T and Tj may 

IJI2 _ T 2 

be very nearly equated, and so the term b becomes small. 

a — ct-i 

T and may be measured very accurately by the method of coinci- 
dences, {a + distance between the knife-edges may be measured 

directly by comparison with a metal metre scale, using a comparator 
(p. 15). The important &st term on the right-hand side of equation (18) 
is thus carefully evaluated. 

The second term is small and no serious error is involved if a and 
are measured from the knife-edges to a point at which the pendulum 
may be balanced horizontally on a knife-edge. 

By this method a very reliable value of g may be obtained. 

Method of Coincidences 

This method of timing a pendulum consists in hanging it by a 
knife-edge from a rigid support, in front of the pendulum of a standard 
clock, the height of the support being so arranged that the tails of 
both pendulums are on the same level. When at rest and viewed by 
a telescope from in front, the tail of the Kater pendulum covers that 
of the seconds pendulum. 

If both pendulums have the same periodic time and start oscillating 
together, they appear to move as one when viewed through the tele- 
scope. If the periods are not the same, they will be seen to get out of 
step, and at one instant both will pass a fixed reference point together 
going in the same direction. This will not occur again until one 
pendulum has gained or lost a whole awing. 

Suppose the seconds pendulum makes n complete vibrations, each of 
period T^ (2 sec.), and the experimental pendulum makes (n -b 1) 
complete swings, of period Tj. 


Then 


To 


To« = Ti -b 1); 

n 1 


w -b 1 1 _b I 


Suppose n — 500, 
further terms are negligible. 


^.1 == 1 _'. J _ , 

To 500 250000 


...(19) 

...(20) 


t)U ADVANCED rBACTIOAL PHYSICS FOE STUDENTS 

Hence Tj is obtained in terms of To, which in the ease taken is 2 sec. 

In the coincidence method it is difficult to be certain 'vvithin a few 
(say m) passages of the pendulum which is the correct coincidence. 
We can easily see that the error introduced by this cause is not appre- 
ciable when n is fairly large. Thus we know that in equation (19) 
instead of » we may put (w d: . 
i.e. To {w ± ^) — Tj (w di w + 1). 


T, 1 



In practice the coincidence may usually be limited to one in about 6, 
i.e. m = 3. If n = 600, we have 

To 600 ^ 5002’ 


i.e, an error of about 1 in 100,000 is introduced, due to the uncertainty. 

In practice a cross-hair m the focal plane of eyepiece of the telescope 
is a useful reference point against which to estimate coincidence. 


Sphere on a Concave Mirror. An Approximate Method of Determining 
the Acceleration due to tovity 

A concave mirror is arranged horizontally, facing upwards, so that 
a small steel ball may be allowed to perform oscillationB on its surface, 
in a vertical plane through the lowest point. 

The time of oscillation of the steel ball is obtained by timing as 
many oscillations as possible on the surface. The observation is 
repeated, and from these results a mean value of the periodic time T 
is calculated. * 

Then if 

R is the radius *of curvature, of the upper face of the concave 
mirror, as measured by a spherometer, 
m the mass of the sphere, 

T its radius, 

g the accleration due to gravity, 
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it will be shown that 



/bE-r) 



T = 2nJ ^ . 

...(21) 


V g 


whence 

11 

...(22) 


Consider the sphere in its position of equilibrium to be with its 
centre at B (fig. 31), and when displaced to the extreme position, with 
the centre at C. 

We will consider the case of a mirror of large radius of curvature 
and the displacement BC to be small compared with B. 



The potential energy of the sphere at C is Tug . AB. 

Now AB = OB - OA = (R - r) (1 -- cos 6), 

i.e. the potential energj^ is (R — r) 2 sin^ ^ . mg^ or since 6 is small 

P.E, = 2 (R — r) mg' == ^ (R — r) 0*^ mgf. 

The centre of gravity describes a circular path, BC in the diagram, 
BC 

so that “0. 

R-r 

Hence the potential energy at C is 
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At this point there is no kinetic energy. 

At B the whole of the energy is kinetic, and equal to 

where is the maximum linear velocity of the centre of gravity and 
w„^ the maximum angular velocity of rotation. I is the moment of 
inertia of the ball about an axis through the centre of gravity, at right 
angles to the plane of the paper, 



At any intermediate point, P, distant x cm. from B along the arc, 
the total energy is equal to either of these quantities and is therefore 
a constant, 

1 II 1 

i.e. ~ mx^ mg — = constant, 

2 2 2 {R — r) 

^ being the velocity at that P along the path. 

Differentiating w© have 

mq 

mxx + -r V . X + ---- -- X . X = 0. 
f 2 (R — r) 

Dividing by x and rearranging 



i.e. the acceleration is a constant times the displacement. The motion 
is thus simple harmonic with a periodic time T, where 


K ^ . 


Kow, I, the moment of inertia about the axis described, is equal to 

Imr^. ■ 

(R-r).l 


T is obtained from observations as indicated above, r is measured 
by means of a screw gauge, R, by means of a spherometer, not by an 
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Optical method, unless the front surface is silvered. Hence, all the 
terms in (2i) are knoivn except g', which may be calculated. The above 
method does not yield accurate values for g, but provides a useful 
exercise in mechanics. 

Atwood’s Machine , 

A modern form of Atwood’s machine is illustrated in fig. 32,* The 
two masses, Mj and Mg, are equal, and are connected over the pulley, 
by a strip of white paper in the form of tape, while an equally long 



strip, MiQMg, connects the other ends of the weights, so that for all 
‘positions of and Mg there is an equal mass of paper at each side 
of the pulley. 

The vibrator, V, carries an inked brush, B, and as the paper passes 
below it a trace, somewhat in the form of a sine curve, is drawn on 
the tape. The complete period of the vibrator is usually about one-fifth 
of a second; but this should be carefully tested by means of a good 
stop-watch before beginning the experiment. 

The curve then provides a time record. The apparatus is used to 
provide an exercise m the determination of the acceleration due to 

* An apnaratuH nf Biir tvnn ia ^ i— - « 
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gravity: but even in its best form the experiment has no claim to 
great accuracy; it does, however, provide an instructive exercise in 
Mechanics. 

Ml stands on a platform, as shown in the diagram, and the mochanisni 
of the apparatus provides for the release of the vibrator and of M, 
simultaneously. SmaU weights are provided, which rest on the top o(. 
Mj, and on release of the platform cause an acceleration of the mns.ses. 
The rider can be removed by a second platform, P after a velocity 
has been acquired. 

The trace on the tape records the acceleration and velocity beyond 1^ , 
and from the former of these the value of g may be determined. 

There is always a frictional resistance to be accounted for, although 
this is reduced by making the pulley light and mounting it on ball- 
bearmgs. 

It is best to get rid of the retardation due to friction by making 
loops of wire, which may be placed on the top of and remain when 
passes through P. 

The necessary addition can be judged approximately by observing 
the fall of Ml after it has been given a small velocity. If moves 
down uniformly without appreciable loss of speed, the frictional error 
is nearly corrected. A finer observation may then be made by allowing 
the brush to make a trace. If the line consists of uniformly spaced 
waves the velocity is uniform. When this has been adjusted the 
wire loops are left in position and are not taken into account in the 
calculations. 

Suppose a rider of mass, m, lies on Mj (in addition to the wire 
loops). 

When Ml is allowed to fall, suppose it does so with an acceleration,/. 

Let ^1 denote the tension in the paper above Mi. The lower 
paper strip is loose and is not supposed to exert any force on the two 
masses. 

Let I denote the moment of inertia of the pulley, and let denote 
the tension in the paper on the left of the pulley, i.e. the tension acting 
on M,. Denote the radius of the pulley by a and its angular velocity at 

any instant by w. Then ^ is the angular acceleration, and we have 



Prom the forces on (Mi -f m) we have 

{m + Ml) / = (m + Ml) g - b 
and from considering Mg 


u/r 
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while the motion of the pulley is expressed by 

from wiiich we have 

17= 

We may therefore elimmate and ^2 ^-nd find 


gm 


m-h Mi+Ma-h 


The quantity — is called the ‘equivalent mass’ of the 

pulley, and its magnitude in grammes is engraved on the 
pulley. 

We may therefore find the value of g from this equation 
from observations which give the value of/. 

This may be determined from the trace. By removing 
P, the trace may be made long, being allowed an 
extended fall. 

The line drawn by the brush will consist of waves 
which open out uniformly. Mark these off in groups of five, 
as at A, B, C, etc., beginning at a point A, where the trace 
is opened out sufficiently to be distinct. Measure carefully 
the distances AC, BD, OE, etc., and divide by the time 
interval which elapses between these points. This will give 
the average velocity over the strips measured, and this 
velocity is the velocity at the points B, G, D, etc. The 
differences betw'een these velocities should all be the same, 
or very approximately so. Take the average of all the 
determinations and so obtain the average increase in 
velocity during five periods of the vibrator. Hence, 
deduce the acceleration by dividing by the time of five 
vibrations. 

This is the value of /. 

Repeat the experiment with the various riders pro- 
vided. • 
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ELASTICITY 

All bodies, when acted upon by forces, are deformed a certain amount. 
The magnitude of the deformation produced by a deiinito a],)plicd 
force enables a value of the elastic constant of the material used to 
be calculated. 

We may, in a general manner, call the forces applied ‘stresses , and 
the deformations produced ‘strains’. However, these two terms iiavo, 
more often, a more precise meaning, depending on the mode ol applica- 
tion of the forces. We shall recognize three ways of producing a 
deformation: (1) by uniform compression or extension, (2) by applying 
equal and opposite forces in one direction, e.g. stretching, (3) uniform 
shear. Deformation may be produced in any of these ways or by a 
combination of them. 

(1) Uniform Campression or Extemion 

If a body of volume V be subjected to a uniform pressure of p dynes 
per sq. cm., a contraction will ensue. This corresponds to a (ihange in 

SV 

volume of BY, say. The fractional increase in volume is — • 

In this case the stress applied isp dynes per sq. cm., and the strain is 

8V . „ 

--- numerically. 

V 

(2) Stretching 

The most direct example of this type of deformation is seen in the 
case of a wire fixed at one end and supporting masses at the other end. 
In this case the force acting on the wire is the weight of the suspended 
masses and the reaction at the point of support. These are equal and 
opposite, acting in a direction which coincides with the length of the 
wire. Due to their action the wire will increase in length and at the 
same time will be reduced a very small amount in cross-section. The 
reduction in cross-section for a wire will not be of a sufficiently large 
amount to be readily measmred directly. 

If Bl is the increase in length of a specimen whose original length is I, 

Bl 

the fractional increase in length, the strain, is - . 

The stress producing this strain is defined as the force acting on 
each unit of area normal to it, i.e. if a is the area of cross-section of 

the wire and the total mass applied is m gm., the stress is dynes 
per sq. cm. a 
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(3) Shear 

Consider a cube of material ABCDEFGH (fig. 34) fixed at the lower 
face and acted upon by a tangential force, E, at the upper face. As a 
result of this force the cube will take up a position shown in an exag- 
gerated manner by the broken lines in the figure, the vertical sides 


H h' G g' 



Pig. 34 


being sheared through an angle of 9 radians from AH and BG to 
AH' and BGh 


For such a shear — — is the stress, i.e. the tangential force 
per unit area. EFGH 

EE' 

The strain is measured by 9 , i.e. the ratio if EE' is small 
compared with AE'. A 

In all the above cases the stress is measured as a force per unit area; 
in the e.g.s. system in d 3 mes per sq. cm. The strain in each case is 
a ratio of like quantities, and has therefore no dimensions. 


Hooke’s Law 

If the stresses are below a certain limiting value which depends on 
the material of the body to which they are applied, the strain disappears 
when the stresses are removed. If the limiting value is exceeded, the 
materia] is strained beyond the elastic limit, and such strain is perma- 
nent; as the stresses are still further increased the result is a fracture 
of the material. ‘ 

For stresses below the elastic limit, it was established by Hooke that 
the strain produced is proportional to the stress applied, i.e. under such 
conditions we have 

stress , , * 

constant. 

stram 

The constant has a definite value which depends on the material, 
and which, in the three cases taken, is called ( 1 ) the 'bulk modulus of 
elasticity’, (2) ‘Young’s modulus’, and (3) the ‘modulus of rigidity’. 
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Young’s modulus is the most readily obtained directly by experiment. 
The following notation will be used throughout in dealing with these 
elastic constants: 

(1) bulk modulus, K 


(2) Young’s modulus, Y 


(3) modulus of rigidity, n 

In addition to the above three elastic constants, we may add a fourth, 
which is concerned with stretching. We noticed that during stretching 
there is a lateral contraction of the specimen. The fractional lateral 
contraction produced is proportional to the longitudinal stress applied 
and the ratio of 

fractional lateral contraction 
Iractional longitudinal extension 

is called ‘Poisson’s Ratio’ (c). Thus, if the specimen is a cylinder of 
radius r and length I, and the changes produced in these dimensions 
are Sr and Bl, we have 


SV’ 

“Y 

F 

A. 

Bl 

I 

F 

A ■ , 

cp‘ 


' Bl' 

I 

The following relations between the elastic constants may be readily 
deduced (see, for example, Poynting and Thomson’s Properties of 
Matter): 


Y= - 


_9nK 

^^(3K-2«) 

2(3KTw)' 

Thus, if any two of the constants are found experimentally, the 
remaining two may be calculated from the above equations. 


...{ 1 ) 

•.•( 2 ), 


Determination of Young’s Modulus for the Material of a Wire 
A direct method of findmg Y is to support, vertically, a long length 
of the wire, load it with definite masses, and observe the extension 
produced. 
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It will usually be most convenient to obtain such, a length that, 
when supported, at the ceiling, the wire extends almost to the floor. 
A second wire, 0, is supported in like manner from the same, support, 
and carries a fixed load of sufficient magnitude to keep the wire taut. 
The wire D carries a platform P. At V a vernier scale is attached to the 
wires, one half fixed to one wire, the other half to the second wire. 



The wire D, for which Young’s modulus is to be determined, should 
be free from kinks and should carry sufficient load to make it taut, so 
that any further load added causes a stretchmg of the wire, and does 
not simply straighten out bends and kinks. If a heavy platform is 
employed at P, this weight may be sufficient. Read the vernier; place 
one kilogram on the platform and notice the extension. If tliis is due 
solely to the stretching of the taut wire, the vernier reading, on 
removing the kilogram load, should be once more the same as at the 
beginning. If this is not so, increase the load until this condition is 
satisfied. v , 

.Havmg obtained satisfactory repeats for this adjustment, the load 
on the scale pan P should be increased by equal increments and the 
vernier reading for each load noted. Having arrived at a safe maximum 
load, the latter is reduced by the same increments and the vernier 
readings again noted. 

The values obtained may be tabulated as shown on the following 
page. 
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Load 

1 Vernier Readings j 

Extension 

Load increasing | Load decreasing Mean 

for (5 kg. 

■ . ■ 

0 

2 

4 



6 

8 

10 

12 

mean extension 
for 6 kg. == 



The mean vernier reading for each load being taken and tabulated 
as shown, we may obtain several values of the extension of the wire 
for a definite load. 

Thus, in the case taken, the loads were 0, 2, 4, 6, 8, 10, 12 kg. 
The difierence between the vernier readings for 0 and 6 kg. load gives 
the extension for 6 kg. In the same way the difference between the 
readings for 2 and 8 kg. load, 4 and 10, 6 and 12, also gives the exten- 
sion for 6 kg. increase in load. This is entered in the last column, the 
mean value, I say, of which is used in the calculation of Y. 

The radius of the wire is measured in at least six places, using a 
micrometer screw, and the mean value taken, r cm., say. The original 
length of the wire, about 7 m., is measured directly (L cm.). 

6000 X 981 

TC7*^ 

Hence Y — j — ■ — in the case taken. 

L 

An alternative way (due to G. F. 0. Searle) of measuring the exten- 
sion of the wire is illustrated in fig. 36. 

The standard wire terminates in a frame A which supports a mass 
M, sufficiently large to maintain the wire in a stretched state. The 
wire to be investigated is also fastened to a similar framework B. Tlie 
two are fastened by cross-pieces G and D, which prevent relative 
rotation of the frames, but allow the frame B to be depressed relative 
to A, when masses are added to the scale pan S. 

^ A spirit-level L is supported at one end on a rigid cross-bar of the 
frame A, and at the other on the point of a micrometer screw V, which 
moves vertically through a rigid cross-bar. The micrometer screw has 
the usual circular division, which enables the movement of the head 
to be estimated to At or Td o“ of a complete turn, enabling the movement 
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of the point of the screw (and henee, the end of the spirit-level) to be 
measured to v-ffo or of a millimetre. 

The level is fii'st adjusted, when the wire is suitably stretched free 
from kinks, so that it is truly horizontal. The load of, say, i kg. is 
added to the scale pan S. The micrometer screw is moved a suitable 
distance over the scale (>,so that the spirit-level is once more horizontal. 



The amount of movement required to bring this about is obviously 
equal to the elongation of the wire by the load added. 

The results may be tabulated as in the former method and the 
value of Y calculated from the mean of a set of observations. 

Bending o! Beams 

The value of Young’s modulus may be found by*less direct measure- 
ments for substances not in the form of a wire. 

Consider a rod of any uniform cross-section, say rectangular, bent 
into the form of a circular arc of fairly large radius. Take a section 
of the rod by a plane passmg through the lonff a, via 


JBUK KT U .U KN TS 


parallel to it, and passing through, the centre of curvature (i.e. the 
plane of bending). The layers of the material of the bar in the lower 
half will be compressed and those in the upper half extended. T’here 
will be one plane, therefore, at right angles to the plane of bending, 
whose dimensions remain unaltered. This plane is called the neutral 
surface, and it will be shown to pass through the centre of gravity of 
the bar. It is represented in fig. 37 by NS. 



\/ / 

6 -^ 

Fio. 37 


i' 

!• 


If we imagine the bar to be made up of a number of filaments along 
the length, then such filaments, as stated above, will be extended or 
compressed according to theh position above or below the neutral 
surface. One, such as is shown at EF (fig. 37), or at P in the section 
diagram (fig, 38) a distance y above the neutral surface is extended. 

The strain in such a filament depends upon y, for, if R is the radius 
of curvature of the neutral surface, and 0 the angle subtended at the 
centre 0 by NS, the unstretched length of the filament EE is the same 
as the present length of NS = R0. Also EE ~ (R y)Q. 

Hence the elongation is 2/0 and the strain is therefore 

i\t 

If / is the force acting on the filament of cross-section «, wt. have 
from the definition of Young’s modulus 
/ 
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Thus, the arrows in the lower part of fig. 38 show the type of forces 
acting on all such filaments into which we have subdivided the bar. 
This sj^stem of forces on the bar must have an algebraic sum of zero. 

i.e. E/=0 or ~ = 0. 

xl 

Y 

Since - is not equal to zero, = 0. 

R 

Thus, the neutral surface -passes through the centre of area of the cross- 
sections. 


N 


p »Ts(p:ms 

Hr—* 


Fig. 38 

The forces have a moment about the neutral sm'face. The moment 
Y 

for the single force is fy — - . ay^. 

It 

For equilibrium the sum of such moments is equal and opposite 
to the external couple which set up the internal forces. If 0 is the 
external couple, we have 



where i — l^ay^. From the similarity between this case and the 
corresponding sum in considering masses in connexion with moment 
of inertia, i is sometimes called ‘the moment of inertia of cross- section’. 
It may be calculated in the same way as the moment of inertia if area 
replaces mass. 

We have, therefore, for a bent beam 

iY = CR. ...(3) 

Cantilever 

Consider a light beam fixed horizontally at one end and loaded with 
a mass m at the other. If the mass of the beq^m is small compared with 
the load m, the whole depression may be taken as due to the load. 

In fig. 39, let AC' be the unloaded position for the neutral surface, 
and AC the position taken when the load is applied at C. 

To obtain an expression for the depression of the end in terms of 
the dimensions of the bar, w and Y, it is convenient to refer to a system 
of axes with the end A as origin; AC' being the x axis, and a line at 
right angles to AC' from A in the plane of the ■nflr.o-*' — ‘ 




We -will assume that the curvatur’e of the loaded rod is small, i.e, 
the total depression at C is small. Consider a section at B (fig. 39), 
z cm. from A. As already seen, across the face of such a section a 
system of forces exists. These forces on the segment, BC, cause exten- 
sions above the neutral surface, and compressions below, constituting 
iY 

a counter-clockwise couple C = on BC. 

Iv 

At the same time the force mg at 0 has a clockwise moment equal 
to mg {I — x) on BC. 



Bor equilibrium these two opposite couples are equal in magnitude, 
iY 


■ mg {I —x), 


...(4) 


where R is the radius of curvature at B. 

Now 




But in this case is small — ^for the total depression is assumed to 


be small — so that 
therefore we have 


is negligible compared with unity, and 
I 


R= 


dz^ 


dhj W 

dx^~ iY ~~ equation (4) above. 

The value of the total depression at the end of the bar may be 
obtained by integration, and is the value of y when x~l. 
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Integrating, we iiave 


[dyl W/j 


...( 6 ) 


the constant of integration being zero, for when a; — 0, — — 0. 

ax 

A second integration between the limits 0 and I gives 


0 ^ w r 


where is the end depression, 
i.e. = 


iYl 2 
^ iY 3‘ 




.,,( 8 ) 


For a bar of rectangular cross-section, i about the neutral axis NS 
6# 

(fig. 38) is — , where b is the breadth and d the depth of the bar. 


Hence 


¥0 = 


Y = 


12W P 
bd^Y ' 3 
4:mgP 


...(6a) 


The case when the mass of the beam is not negligible is treated 
on p. 79. 


Beam Supported at Two Knife-edges and Loaded in the Middle 

If the beam is now supported at the two ends and loaded with a 

mass m at the mid-point, we have a reaction ~ at each knife-edge. 

If I is the total length of the bar, the depression produced at the centre 
will be exactly the same as the depression at the end of a similar bar 

of length ~ and loaded at the end with a mass i.e. if we imagine the 


bar clamped at the mid-point and a force applied at one end. The 

movement of the end is precisely the same as the depression in the 
middle in the actual case taken. 

Such a depression may be obtained by substituting the length ^ and 

force in equation (6a), giving for the depression 

2 0 



The value of Young’s modulus for the material of a beam may be 
obtained as follows. The beam, of about 1 cm. square cross-section, 
and about 1 m. long is supported on two knife-edges near its ends. 
A load is applied at the mid-point by placing masses on a pan which 
is suspended from a knife-edge which rests on the bar at this place. 
The depression is measured on a vernier scale, one scale of whicli is 
fixed, the other moves witli the beam. 



The load is increased, and the vernier reading for each load is 

tabulated as below. The value for -- is obtained in each case, as in 
3/0 

the table. 


Load m 

Vernier Reading 

Depression {ijq) j 

?/o 

0 


: 0 1 

0 

2000 gm, 

3000 gm. j 

4000 gm. i 

SOOO gm, i 

! 

■ 

i 



m 

mean 

3/q 


A mean value of -- from the series of observations is taken. 

3/0 

The distance I between the knife-edges is measured directly, being 
of the order of 1 m. 

Now d occurs in the 'third power, and is only a small quantity, 
therefore many observations must be taken and the mean value used. 
For d approx. 1 cm., an error of 0*1 mm. means 1 per cent error, and 
this is magnified in d® to 3 per cent. 

Substitute the values found in equation {*7) 


Y = 
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Koenig’s Method 

Another method^ due to Koenig, of determining the value of Y for 
the material of a beam, is by means of the type of apparatus shown 
in fig. 41. 

The bar carries a knife-edge which supports the load on a pan P. 

At the ends of the bar are two mirrors, and Mg, almost normal 
to the bar, but slightly displaced to enable a scale S to be seen in the 
telescope T, the light from S having suffered two reflections. 

The telescope carries a cross-hair in the eyepiece, and the apparatus 
is arranged so that a scale division, as seen in the telescope, coincides 
with the cross-hair. 



If now the bar is loaded with, say, 1 or 2 kg., the mirrors will 
be turned towards each other as a result of the depression produced, 
and the scale division viewed in the telescope will be altered. This 
diflerence is noted ~ x divisions, say. 

It will be shown that 


3WZ2 {2D + a) 
~2bd^x •’ 


...( 8 ) 


where W Mg', M being the load in gm., 

I ~ distance between knife-edges, 

I) = distance between scale and the more remote mirror, Mg, 
a ~ the distance between the mirrors, 
b and d having the same values as before (breadth and depth 
of the bar). 
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For a bent cantilever we saw, equation (5), 
dx iY\- 2 /’ 

or between limits 0 and 

L^jcJo iY 2 

Now r — I is tangent of the angle through whioli the beam has 

Wo 

been bent. Let 9 be this angle. 

W P 

Then tan 9 = ^ 

Now for in the present case, I being the whole length of the bar 
supported by hvo knife-edges, we obtain the angle through which each 
I W 

end is turned by substituting ~ for I and ~ for W in the last equation. 

. , , WY2 

i.e, m the present case tan 9 ~ 

. bd^ 

For a rectangular bar ^ 

3WP 


For small depressions the angle 9 is very small and so 
tan 9 = 9. 

„ 3WZ2 
“ WY' 



Now a value of 9 may be obtained from a consideration of the 
movement of the mirrors. 

Let and be the original positions of the mirror (fig. 42). In 
the first case the image of the division at D is in coincidence with the 
cross-hair; when the mirrors move, each through an angle 9, F is then 
seen in coincidence with the cross-hair. 

Let us imagine the rays of light reversed, ABCD being the original 
path: when moves through 9 and takes position BC is moved 
through 29 strildng mg at E, 

Obviously a being the distance between the mirrors 'OB = a . £9 
very nearly. 

The ray EF is swung round through an angle 49, for in addition to 
BE havifig moved tSirough £9, itself has rotated through 9. 

EG is a line drawn parallel to OD. 
i.e. since GEF = 49, FG — 49 . P, very nearly. 

But DG=GE=2a9. 

, . = DF == 29(« "f" 2D), 
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from (8) and (9) 


2(a+2D) 


2(a +2D)’ 

3W 

"Ibd^Y’ 

3W^M« + 2D). 

26#a: 


W . 


In performing this experiment a mean value of - is obtained as in. 

the last experiment, from observation of a; corresponding to several 
loads and the other terms measured as before. Hence, by substituting 
in (8) Y is obtained. 



Determination of Young’s Modulus of the Material of a Bar by the 
Vibration Method 

It has been shown (p, 75, equation (6)) that when a light beam is 
loaded with a mass m at one end, the other end being rigidly fixed 
horizontally, the depression is where 
w 3iY 

mg^W = -^yQ. 

The internal stress of the beam thus produces a restoring force of 
magnitude W proportional to 2/o, 

Suppose that the mass m is further displaced by an amount y, the 
total displacement from the unloaded position being («/ + S/o)- The 
beam now produces a restoring force upward of magnitude 
3tY. , ^ 

and when the weight is let go the force upward is 


3iY 


I ^ <m.ri 


^BiYy 



QU ADYANCED EE ACTIO AE- EHYSIOS EOE STUEEEXa 

Thus there is a force tending to restore the mass to its original position 
of equilibrium, which is proportional to the displacement, ?/, from it. 
The equation of motion is thus 



This represents simple harmonic motion with a period 

T = 27r 

V 3iY 

If we wish to consider the effect of the mass of the beam we can do 
so conveniently by considering the energy of the system. 



Let OB (fig. 43) represent the position of equilibrium, and let OC 
be a position slightly displaced from it. 

At any point, P, of the bar let the displacement in the position of 
equilibrium be 

Let the corresponding displacements at the end be z^■^, and at the c.g. , m. 
The potential energy of the system with reference to the position of 
equilibrium as a standard is 

— Wz — Mgu + energy stored in the beam, 
where M denotes the total mass of the beam and where z and u denote 
further displacements beyond equilibrmm. 

In order to calculate the energy stored we can determine the work 
done in straining the beam into the new position. 

We require first the depression, y, at any point of the bar loaded 
at one end, taking into consideration its mass. Let the mass per unit 
length be [X, so that M — pZ. 

Let X denote the distance of the point P from the clamped end. 
The moment of the internal forces across the vertical section of the 

bar at P is Yi and this balances the moment of the external forces. 

■■■ ■ dx^ 

These arise from the load at the end and from the weight of the part 
of the bar beyond P . This is of magnitude p (Z — x) and can be regarded 
as concentrated at the middle point which lies at {I — x) /2 from P. 

Thus yifl = Wil-x)+ly.gil-x)\ 
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On integx’ation we obtain 

Yi^ = W{lz~ 
ax 

, dy . 


|-a;2) -f- 


Since vanishes when a; — 0 on account of the fact that the bar 
ax 

is clamped at the end, the integration constant is zero. 

Integrating again, 

The constant vanishes again since there is no depression at the origin. 
At the end of the bar, corresponding to x~ I, the depression is Zq, 

giren by Y«„ = JWP + ifigV = 

Suppose a further displacement z is mg^e by applying a force F 
at the end. 

Then Yi {z^ + 2 ) = 


r. 3Yi 


from which F = ...(11) 

The force F balances the additional force set up in the bar by the 
internal stresses due to the additional displacement z. Thus the 
potential energy associated with these stresses reckoned from the 
position of equilibrium to the displacement z is 

Thus the potential energy referred to the standard position is 
3 Yiz^ T^T Tiyr 

--p- -Wj -MgiJ. 

B}?- calculating Uq from the equation (10) for the value x — we obtain 




Let u denote the additional displacement which results from 
increasing W by F. It follows that 
- 

“"48Yi' 

Thus u — r^-gz, 

and we can express the potential energy in terms of z as follows: 

'2 P 16 ■ 

Since the rod is considered to be vibrating, it is necessary to deter- 
mine its kinetic energy before its total energy can be found. 

In equation (10) y denotes the total - 


P.E. : 


cO'Ordinate x. In the case when W is increased by F, y increases by 
an amount 5, where 

by equation (11). 

Thus the velocity at any point P is given by 
and the kmetic energy o± an element at P is 




The total kinetic energy of the whole bar is obtained by integration 
between the limits of 0 and I for x, giving the result 


K.E. 




280 280 

In addition, the kinetic energy of the load at the end of the bar is 
1W.2 ■ 


- 9 


Thus the total energy of the bar and load is 
E - + 33 V, , 


P.E. -f K, 


-~Wz ■ 




This is a constant, so that, differentiating and dividing by z, we obtain 

This equation describes the changes in displacement at the loaded 
end of the bar when it is in vibration after an mitial disturbance from 
the position of equilibrium. It can bo put mto the familiar form by 


ZM W + 


writing g = 2 
when we obtain ^ 


SMg\ 

'167 


W , 33 .,^ 
g 140 


7' 


3Yi 

, 3Yi . 
+ 73 " S' - 


This represents simple harmonic motion (p, 47) with the period 


y 3Yi 

about the centre g ^ 0 or ^ == j 3Yi. 


...( 12 ) 


T-^27.a. 

3Yi 

(W + ^-^A 

The value of i depends on the shape and size of the cross-section of 
the bar. Eor a rectangular rod i = bd^jl^, where b = breadth and 
d ~ depth. 
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The experiment may very well be carried out using an ordinary 
boxwood metre rule. 

A definite length, I, of the rod is projected from the top of a table, 
to which it is rigidly clamped, as seen in fig. 44. 



A mass is rigidly attached to the end of the metre scale, so that it 
has no play, i.e. there is only one vibration, namely, that of the scale 
itself. The mass should be such as to cause only a small depression. 
The rod is made to vibrate, and the time T is obtained by timing 
fifty vibrations in the usual mamier. The length of the vibrating rod 
is altered, and the periodic time again determined. This is carried out 
for several lengths of rod, and also for several masses at the end of the 
scale. 

It must be remembered that M in the expression (21) for T is the 
mass of the vibrating part of the scale, and must be obtained for each 
length I employed. 

Of course, if m' is the total mass of the scale and L the total length, 
then M = for the uniform rod. 


The results of the various experiments may be tabulated as follows: 


l 

p 

w 

9 

M 

V + 140 * 

T T2 

P /W , 33M\ 

T2 V s ' 


■ ^ 

1 . 


1 

i 

! ' ■ ■ ' ■ ■ ■ ■' 

1 

' 1 ■■ 
; ! 

i 1 



Z3 /W , 33M\ 
Mean — . { — 4 - — - I = 

T? \ (? un / 
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— denotes the mass attached. 

9 

The method works equally well for such substances as wood, wJiero 
the correction for the mass of the beam is small, and for brass, etc., 

33 W 

where ' M is comparable with the values of 
140 . g 

An interesting way of interpreting the observation.s is to plot I"'" 

against the load in grammes The graph should be linear cut- 

ting the axis of the load with a negative hitercept of magnitude „ 

This result may be verified by weighing the bar and finding the mass 
of the vibrathag portion. 

4 ^ 2 ^ 

The slope of the graph has a value the value of Y is better 

obtained by the table method as described above. 


RIGIDITY 

The modulus of rigidity is determined by observation of the twist 
produced m a wire by a definite couple, either statically, or less directly 
by torsional oscillation. 

Measurement of the Rigidity of a Wire by the Static Method 

Consider a wire fixed at the upper end and subjected to a couple C 
about the vertical axis, as shown in fig. 45, causing the lower end to 
twist through an angle 0. 

If we consider a section of the wire (fig. 46) it will be seen that 
the couple applied sets up a shear in the section and the twdst 
produced is governed by the rigidity of the material of the 

.wire,.'':'." 

Fig. 46 shows an enlarged section of the wire, of radius R. If an 
annular ring of radius r ,and width Sr be taken in this section it will 
he clear that an elementary cube in the ring, such as EL, will shear 
so that the vertical sides move through some angle <p. The cubes 
above and below it throughout the length of the wire behave in a 
similar manner, and so a fine such as MN (fig. 45), when under the 
action of the couple, takes up a position such as MP indiced at cp 
with MN. 

It is clear that NP ~ l(^ = R0, where 0 and 9 are measured in 
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radians and therefore 9 may be 

, m 


measured 


I ' 



in terms of the more easily 


If we consider that the force set up over the upper and lower faces 
of the annular ring is /, we have from the definition of rigidity n, 

f , ■ ■ ■ 

. 2nr . 8r 


or f — 2v:7i(firdr. 

Since tins force has a moment fr about the axis of the wire, we 
have, replacing 9 by the more easily measured term, 6. 

' 27CW0 

fr = —y— r^dr. 



The total couple throughout the solid seotfon is therefore 
TtndB.^ 


- - - = 


a couple which is equal to the applied couple C for equilibrium, 
hence 0 — — 7—* 



Tins may be rewritten 


0 / 7tR4 

d 2 

the couple required to produce unit angular twist, is called the 
‘coefficient of torsion’ = t, say. 

7 n -n 

We thus have xl ~ n ‘ ...(14) 

or tZ — i . 71 . 

= i the moment of inertia of cross-section for the cii’cular wire, 

2 

and Q in equation (13) is measured in radians. 
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Experimental Details 

The method of finding the coefficient is to fix a wire specimen rigidly 
at one end, apply a measured couple at the other, and measure the 
twist produced at a given distance I from the fixed end. 

The two types of apparatus usually employed are shown in figs. 
47 and 48. 

Using the vertical wire type, pointers are fixed to the wires at 
different distances from the fixed end, and a couple is applied to the 
free end by adding wei^ts to the scale pans S, The amounts of 
twist, d^, 02 , 03 , at the distances, Zj, Zg, Zg, from the clamped ends 
are observed on Iffie circular scales shown. It will be found that 

0 , 09 0 ., ■ 

j ~ y — -- as we may expect from equation (13). 

h h h 

Now consider a fixed length of wire Z cm. from the support. If M 
is the sum of the masses applied in S and S^, and the diameter of the 


f 
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wheel at which the couple is applied is D, then Mg'- 
equation (13). 


D 


87 
= C in 



A series of values for 6 , corresponding to various masses on the 
pans, is obtained. These results may be tabulated as shown. 


Mass on pans 

M 

Angle of twist 

6“ 

M 

6 

0 

0 

_ 

100 

15 

6-6 

200 ! 

30 

6-6 

300 1 

46 

6-52 

400 1 

61 j 

6^55 

500 ! 

■ 77 ■ 

6-50 


■Rewriting (13), we have 

I) * . 

Mgr • ^ * 6’ 6 m radians, 


The length of the wire is measured by a metre rule. The arm of the 
couple, B, is measured by means of 
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...(15) 


As R, the radius of the wirej occurs ia the fourth power, care 
is taken to obtain an accurate value. It is measured with a micrometer 
screw gauge at several points along the length of the wire, and a 
mean value taken. 

Substituting the mean value of ~ from the table of results, all the 

unknown.^ of the equation are ascertained. 

Assuming that 0 is measured in degrees, the value of n is given by 

0 R-i ‘ ' tc2'“ ' 

The same type of observations are necessary with the horizontal 
apparatus, which usually makes use of a shorter length of wire specimen , 

Measurement of the Rigidity of a Wire hy the Dynamic Method. 
Maxell’s Needle 

Suppose that a body such as a horizontal bar is supported at the 
end of a vertical wire, A small displacement from the position of 
equilibrium causes simple harmonic oscillations about this position. 
When the displacement is measured by the angle 0 the stresses produce 
a restoring couple of magnitude t 0 and, if I denotes the moment of 
inertia about the vertical axis of rotation, the equation of motion is 

Thus the period of oscillation is 
T = 


I- 


— t6. 


: = 11 

T 


This equation for T can be used to determine t, and hence the 
modulus of rigidity, n, of the material of the wire. The period, T, can 
be measured with considerable accuracy. In the static method the 
angle, 0 , is measured and a high degree of accuracy is difficult to attain. 
In the dynamic method the period, T, is measured so that this method 
is in general to be preferred. 

In Maxwell’s needle (fig, 49) the bar is replaced by a hollow tirbe, 
of length D cm. Fitting in the tube are four equal-sized cylinders, eaoii 

of length of solid brass, and two hollow. 

Let Iq be the momei^^ of inertia of the hollow cylinder of length I), 
about the wire as axis, 

be the moment of inertia of the solid brass cylinder about 
a parallel axis through its centre of gravity, 

I 2 be the similar moment of inertia for the hollow brass cylinder, 
the mass of each solid brass cylinder, 

W 3 the mass of each short hollow brass cylinder, 

I the length of the wire in cm. 
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In the first case, place the cylinders in the order shown in fig. 49 (a) 
and find the periodic time T^. Then arrange the cylinders as in {b), 
once more obtaining the periodic time, Tg, by timing, say, fifty complete 
swings, 

Sux^pose that the moment of inertia of the complex bar in the first 
case is I', and I" in the second. 


We have 





(a) 


(b) 


Now we have 

I" = lo + 21, + 


rch ol 

r = I„ + 2I,+2m,^|y 


+ 21^ + 2mj 


for the moment of inertia of each of the four units is given by the 
‘law of parallel axes’, 


whence 

1 


+ 2I, + 2m,^^?y, 




- D2 „ 1)2 / \ B2 

^ 2m, ~ - 2m^-^ ^ 

By such an arrangement I' — I" may be evaluated and hence t may 
be calculated. 

To enable an accurate measurement of T in both cases, the hollow 
frame carries a small mirror. A beam of light from a lamp is focused 
on the mirror, and the reflected beam is directed on a scale, and the 
position of equilibrium is noted Aa +v«— « ■ 




spot of light on the scale, passes this niark m one direction, a stop-clock 
is started, and time for fifty complete oscillations is measured, when 
the four short cylinders are arranged (as in fig. 49 (a) and (6)), whence 
Tj and Ta are obtained. The length Z of the wire from the rigid support, 
and the length D are measured directly, mj and are obtained by 
weighing, and therefore all the factors for the determination of n arc 
available. Now 


1' ~r 


= 47r2d 


■ _ TgS - ~ T. 

whence 7i may be calculated, since it is given by 


?! 

■ 4’ 


2x1 


Determination of the Modulus of Eigidity of the Material of a Fiat 
Spiral Spring 

In this experiment the value of n for the material of the wire of 
a flat spiral spring is deduced from a knowledge of the periodic time 
of vertical oscillations of the spring, when loaded with a known mass, 
and the dimensions of the spring. 



Fig. 50 


Let us consider a flat spiral spring made of closely wound wire whose 
radius r is small compared with the radius of the spring itself. Such 
a spring may be made by winding the wire on a wooden cylinder of 
suitable diameter. 

Let the ends of the spring be bent twice at right angles so that tlio 
free end, BO (fig. 50), is along the axis of the cylinder. 

If the spring is clamped vertically at one end, and loaded with a 
mass, M, at the other end, as shown in the figure, the force, Mg, along 
the axis exerts a couple tending to twist the wire in the direction of 
the arrow. « 

It was shown on p. 91 that, under such circumstances, if I is the 
length of the wire from the fixed end, and r the radius of the wire, 

^ Tcr^ nO 


...( 16 ) 
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111 the case of the spring we may apply this formula when I represents 
the total length of wire, and is equal to 27rBN, where N is the number 
of turns. 


If 


then 


r = radius of the wire, 

B = radius of the cylinder on which the spring measured to 
centre of the wire, 

I = 27rB]Sr, 

M = the load in grammes, 


nd 

'2^’ 


...(16a) 


Take a section of the spring at A, shown enlarged in fig. 51. When 
the couple is applied the arm AB is twisted through the angle 6, given 
by equation (16a) above, and takes up the position AB'. 



The depression a;, of the end B, is approximately equal to B9, when 
B is large, 

-3 4:cRNC 4NB20 

i.e. « = B — = — . 

nr^n r^n 

If / be the restoring force on M due to the wire, the couple C = /B, 
= /• ...(17) 


e. X = 

4NB3 

The equation of motion of the moving mass is therefore 


M- 


d^x 


r^n 

' 4 W ' 


This represents S.H’.M., whose period is 


■"V 

From observation of the periodic time of the spring oscillating 
vertically, n, the rigidity coefficient of the material of the spring, can 
therefore be obtained. 

However, in the foregoing we have neglected the mass of the spring 
itself, and have also assumed that the total depression produced by M 
was due to twist alone. 

We must now consider these faetnT>a 
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The Effect of Shear in the Sprhig 

We can very easily see that the shear effect in the type of spring 
taken above is negligible when the radius of the wire is small compared 
with the radius of the spring. For this purpose again neglect the mass 
of the spring. 

If / is the force acting along the axis, at any point A in the spring 
there is an equal and opposite force, /, for equilibrium. 




Fig. 52 


Thus for the small segment AD shown enlarged in fig. 52, there is 
a downward force / at A and an upward force / at D, constituting 
a shearing couple which would cause a depression of A to some lower 
position A^, due to the shear 9 ' produced. From the definition of 
rigidity 



The area A is the area over which the forces / act, which is the 
area of cross-section of the wire, 



9' 




The total depression due to this shear for a length I of the wire is 


Nowq using the expression for the depression due to twdst, given in 
equation (17) and substitutiog I = 27cE,N in, the expression (19) above, 
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we have /2 tcRN 

Depression due to shear _ Tzr^n __ r® 

Depression due to twist 2 R 2 

r‘^n 

Take an average case, r — 0-05 cm., R == O-S cm., 

T-a ^ 1 

W ” 5l2 ’ 

i.e, depression due to shear is about 0'2 per cent of the depression 
due to twist. 

Thus, when r is small compared with R we may neglect the shearhig 
effect. 


The Effect of the Mass of the Ji^ring 

The expression for the period of oscillation is modified if the mass 
of the spring is taken into account. The ejffect of this mass is to cause 
an increase in the depression of the lower end, but since the mass of 
the spring is distributed this increase will not be obtained simply by 
adding the mass of the spring to the load. It seems evident that the 
increase will be proportional to the mass, m, of the spring, so that the 
formula will be changed by adding a quantity cm to M, where c will 
be a fraction. In order to calculate the value of c it is necessary to 
consider the problem in detail. 

But we may anticipate that the formula for the period will be 




(M + cm) 4NR^ 


In the case of the light spring the twist at the end is given by 
2Z0 __2ZM^R 


where I — total length of the wire of the spring = 27 tRN and C ~ 

The depression a: ~ R0 — . 

Thus, taking into account the mass of the spring, we anticipate a 
corrected formula for the depression 

a: ~ — I M + cm J. 

TtrH \ / 

In order to increase x by an amoxmt z wb require to increase the 
load by a mass m', where 

2 ; = — ^7— m'. 

; Ttr^n 

This means that the restoring force in the wire due to the displace- 
mentals 

-c = m g Z‘ 
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Tliiis, if we regard the position of equilibrium as the place of zero 
potential energy, in the position of further displacement in which the 
load is depressed a distance we have 

P.E. = — Mgz — Imgz + energy stored in straining the wire. 

The second term of this expression is due to the depression of the c.g, 
of the spring by the amount 2 : /2. 

The energy stored in the spring may be determined by the work 
done in overcoming the force E in the extension from 0 to s. This energy 
Ttr^nz^ 


Thus 


Mz -- 


PE 

4ZE2 


4ZR2 

- Mgz — ^gz. 


We now require the kinetic of the spring when the displacement of 
the load is 2 . 

The spring is assumed to be uniformly stretched so that at any 
point 8 cm., measured along the wire from the support, the velocity 

is y, i denoting the velocity at the end. The mass of an element at 

the point is so that the kinetic energy of the element is 

1 mds i 

2 'T 

The total K.E. of the spring 

nimz^ 




To this must be added the K.E. of the load, 
Thus, the total energy of the system is 


Differentiating and dividing by we obtain 
■tvr^nz 




’-hi) 

If we substitute* q — z ~ (m 4- g 
TzrH \ 2 / 

the equation reduces to 


gr-O. 
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and thus the x^eriod of oscillation is (p. 47) 



The effect of the mass of the spring is therefore the same as though 
M were at the end of a massless spring together with a load equal to 
one- third the mass of the spring. 

Experimental Details 

A flat spiral spring is chosenj having a radius R which is fairly large 
compared with the radius of the wire. One end is clamped firmly in a 
heavy retort stand; a mass is attached to the lower end of the spring, s 

and the time of vibration of the vertical oscillations is obtained by timing 
fifty vibrations with a stop-watch. This is repeated for various loads. ! 

Z, the length of the wire in the spring, may be obtained from a know- • 

ledge of N, the total number of turns in the spiral. If there are exactly [ 

N turns, the length is 2 tcNR, where R is the average value of several I 

observations of the mean radius of the spiral, i.e. the value of the outside | 

radius of the wire spring, minus the radius of the wire of wliich it is made. I 

r occurs in the fourth power, so should be measured with extreme 
care. A number of values are obtained with a screw gauge at points 
along the length of the spring, and the mean value taken. 

I being equal to 27 tRN, we have from equation (20) 

T2 

The results of the several experiments may be conveniently tabulated 
in the form shown. 



M -i- to/3 



Mean value of 


m ..■■■■■ 

M + 

The mean value of — ^ — for the series of loads (M) taken is 

obtained and substituted in equation (20), thus giving the mean value 
of n for the complete set of observations. 

A graph should be constructed of against IVl. The intercept on 

the axis of M is equal to 


Determination o! Young’s Modulus of the Material of a Spring 

The value of Young’s modulus for the material of the wire of which 
a sj>ring is made may be obtained by supporting the spring vertically 
and allowing a bar, which is firmly fastened to the lower end, to 
perform horizontal swings as in the case of Maxwell’s needle (p. 88). 

It is shown below that in such a case the time of a complete horizontal 
oscillation is 

V r^Y 

where Y is Young’s modulus for the wire, 

R is the radius of the spiral, measured to the centre of the wire, 
r the radius of the wire, 

I the moment of inertia of the bar about the axis of suspen- 
sion, 

N the total number of turns in the spring. 

The above assumes, as in the last experiment, that the spring is a 
flat spiral; the layers are very close together, and each may therefore 
be regarded as horizontal. 

Let fig. 53 represent a horizontal section of a small length s of the 
spring, with NS the section of the neutral surface by the jfiane of the 
diagram. This neutral surface will be normal to the diagram. ABCD 
is the section of the element of the spring when the bar is in an 
undisturbed position. 

When the bar is turned in a horraontal plane through any angle (];, 
the section taken, in common with every other element of the spring, 
win become more curved as shown by the broken lines. 

Consider a single filahient of the material, as was done in the case 
of the bending of beams (p. 72). If a is the area of cross-section of 
the filament, and f is the force required to bend the filament through 
a small angle 

/ 



■ a ■ . 

Strain of the filament’ 
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If R(, is the normal radius of curvature of the neutral surface, 
and PQ is a distance x cm. beyond NS, the original length of 
PQ = -f- where 0^ is the angle between the radii from the 

original centre of curvature 0 to the ends AC and BD of the element 
considered. 



Now, due to stresses similar to/, the element has a greater curvature, 
and consequently the neutral surface has a smaller radius of curvature 
R. If 0^ is the new centre of curvature, the new length of PQ is 
(R-fa:)0. 

However, the neutral surface is of the same length as before, so that 
Rq^O ==: R0 = 5. 

The strain is therefore 

(R + a;) 0 — (Rq x) 6 original length = 




The moment of this force on the filament about the neutral surface 
is fx. The total jnoment of the couple acting on the element considered 
is therefore 




If the angles subtended at the centre by 1 cm. of tluj wire be <p and 9gj 
respectively, the above couple is 

c = Yj: (9 -- 9o)- 

If l is the length of the wire in the spring, the total change of angle, 
i.e, the angle through which the inertia bar moves is ^ ~ Z (9 — 90 ), 


therefore 


= Yi 


This is the value of the couple due to the internal stresses, called 
into play by the strains in the wire, so that 
Yi 

The periodic time T is given by (p. 47) 

T^-2v; IJL, 

V Yi 
and 


i = .. — , I =5 27tRN. 

4 


T 


M? 

r^Y 


Y== 


V 

3MNE 
r*T'a ■ 


Experimental Details 

The spring is set up as in the last experiment, and a rod, say, of 
rectangular cross-section is clamped to the end of it, so that there is 
no free play between the end of the spring and the rod, and the centre 
of gravity of the rod is under the suspension. 

The rod is then givefi a displacement in the horizontal plane, and 
the subsequent horizontal oscillations are timed. T is obtained by 
timing fifty complete swings in the usual way. 

r and R are carefully measured as previously described, and the 
total number of turns of wire in the spring, N, is counted. 

The value of I may be calculated from a knowledge of the dimensions 
and the mass of the bar (see p. 38). 
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Determination of the Modulus of Eigidity and Young’s Modulus for the 
Material of a Wire hy Searle’s Method 
To find Y, Young’s modulus, and w, the coefficient of rigidity, of 
the material of a wire specimen by this method, the wire is fastened 
to tw’-o identical rods, AjBj, AgBg, at their mid-points, as shown in 
the diagram at Ci, Cg. These rods are usually square or circular in 
cross-section, and are supported by threads from points and Tg, 
such that the axis of suspension and the axis of the wire intersect at 
the centre of gravity, and the suspended rods are a distance apart, 
which allows the wire to be stretched in a straight line, the whole 
assuming an H formation. 



If now the ends, and Bg, of the rods are drawn together and 
fastened hy a loop of thin cotton, the wire will be bent into the arc 
of a circle subtending an angle 2(p at the centre; each rod will make 
an angle 9 with its original direction. 

The suspension of the two rods being such that the torsion is 
negligible, the only couple acting on the bars is that due to the bending 
of the specimen, CiCg. With this method of suspension we have a 
iY. 

couple produced equal to in the wire (p. 73), where i is the ‘moment 

of inertia of cross-section’, and R is the radius of curvature of the 
arc CjCg. • 

If I is the length of the wire between the rods, 



If r is the radius of the wire (assumed circular), 



100 ADVANCED PRACTICAL PHYSICS FOR STUDENTS 

whence the couple acting is 

Tzr^ 2<p _ TvYr^cp 

■ T'T“ 2Z“‘ 

Let Ij be the moment of inertia of the rod, A^Bj, about the axis of 
suspension, — ^ the angular acceleration. The moment of the oxtornal 

force is, by the theorem given on p. 37, 1 

This is equal and opposite to the restoring couple exerted by the 
bent wire. The equation of motion for the rod is therefore 
#9 _ TtYr^ 




21 



This is simple harmonic motion (p. 47), and 
T=27u //?_. 

If the rod AjBj has a length 2L and width 2a and mass M gm., 


whence 




^4X2 3 

To evaluate Y :[or a specimen of wire, the arrangement described is 
fitted up. The thin cotton loop holding the rods together at B^Bg 
burnt, and the resulting oscillations are timed with a stop-watch" 
being obtained by timing fifty complete oscillations. An alternative 
method of finding T, and which may be used in many experiments 
where T is required, is illustrated in the table below. 


so' 
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A reference point having been chosen — ^say, a chalk -mark under the 
position of rest of the oscillating bar — ^the time is noted at which the 
counting of the swing is commenced. After five swings the time is again 
noted, and the times at the end of every five are recorded in a table, as 
seen below. 


(1) 1 
No. of ; 

oscillations ; 

(2) 

Time 

(3) 

No. of 
oscillations 

(4) 

Time 

! (5) 

1 Time for 30 

1 oscillations 

0 i 

U 

30 

a 

\ a — u 

5 1 

V 

36 

b 

■ 1 b — V 

10 i 

w 

1 40 


C ~~ W . . 

15 . 'i 

X 

46 

d 

i d ~ X 

20 

y 

50 

e 

\.e~y 

25 


55 

f 



Mean time for 30 oscillations = 


Tabulating in the second column the time for the starting-point, 5, 10, 
15, 20, 25 oscillations, and in the fourth column the time for the 30, 35, 40, 
45, 50, 55 oscillations, the difference in any line between the fourth and 
second column value will give the time for 30 complete oscillations. 
The mean value of the last column being taken as the time for 30, 
T may be evaluated. 

The radius of the wire occurs in the fourth power. The value of the 
diameter is therefore measured in several places, say, six, and the mean 
radius, r, calculated. The other measurements for the evaluation of 
Y are straightforward. 

It will be noticed that in this method the value of Y is obtauied hy 
timing, and not by observing deflections as in some of the other 
methods. Another advantage of the method is that it requires only 
a small specimen of the material. 

To find the modulus of rigidity of the specimen, the rod AgEg is 
clamped rigidly in a horizontal plane and the wire acts as a support 
for the rod AjBj, which may therefore he made to perform horizontal 
torsional oscillations. The rod is displaced slightly from its position of 
rest, causing a restoring couple to act on it, due to the twist of the wire. 

For a displacement Q, the restoring couple is 

21 . 

as established on p. 86. 

We therefore have as the equation of motion of the rod 
d^6 Tznr^ 
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This is once more a case of simple harmonic motion, whose periodic 


time, Tj, is given by (p. 47) 
Ti 



The moment of inertia may be obtained by calculation as before. 

Ti may be found as described for the first experiment; the length. I 
and the radius r are already known. 

Hence may be found by substitution in the formula: 


n = 


Sitll 

tT^4- 




Betermination of the Bulk Modulus for G-Iass 

The bulk modulus, as shown on p. 68, may be expressed as 



V 


where p is an increase in pressure causing the small volume change SV. 

In general, it will not be convenient to apply a uniform pressure to 
a body, but it is a simple matter in most cases to apply an extending 
force per unit area, or a pressure, in one dhection only. If, as a result 
of such a pressure, the change in volume is SV', then SV' = l-SV, 
where SV is the change in volume when the same pressure is applied 
uniformly over the body. 

If a cylinder be supported at one end, and an extending force be 
applied to the other, in a direction coincident with the axis of the 
cylinder, we have the extending force at one end and the equal reaction 
at the other. The change in volume in this case is of the type SV' 
above. So that if the change in volume of a body be observed in such 
a case, the value of K may be calculated. 

The apparatus used to determine the bulk modulus of, say, glass 
is seen in fig. 56. A glass tube g is cemented to two caps of brass, 
A and B. The upper brass cap A is provided with two pegs, which act 
as a support for the whole apparatus. The lower cap B carries a hook 
to which a pan S is attached. 

Fitting in the upper end of the tube is a rubber cork, carrying a 
capillary tube, CD, which is graduated and calibrated in the manner 
described on p. 24. 

The tube g is filled with water. Care is taken to avoid trapping air, 
and the cork, etc., are placed in position, resulting in a little water rising 
in the capiliary tube, i.e. the whole of the glass tube and part of the 
capillary are filled with water to a definite level. If now the pan S 
is loaded with, say, 5 kg. the volume of the glass will increase by 
a small amount. The difference in the levels on the calibrated tube 
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enables tbe value of the volume change to be determined if the 
temperature remains constant throughout the observation. 

However, the apparatus is, by the construction, very much affected 
by small temperature changes; it is a water thermometer with a very 
large bulb. To obtain a good approximation to the value of SV', the 



Fig. 56 


volume change, the reading on the tube is noted when S has no load; 
5 kg. are applied and the reading noted, the load is removed, and 
once more the scale reading is taken and the process repeated with 
5 kg. and no load for ten observations, each one being taken at a 
regular time interval as below. 


Time from 
commencement 

Load 

Reading 

Time from 
commencement 

Load 1 Reading 

0 min. 

0 kg. 


5 mm. 

• 0kg. : 

■1. 

5 


6i 

10 i 

i 

0 


6 

0 "i 

u 

5 


6f 

10 

■ 2 . 

0 


> 7 . , 

0 

21 

5 

’ 1 

j -: 71; 

1, lo; ' i' 

3" 

0 


i-:8^ 

0 


3 k 

5 


I; ^'81. 

'lO 


4 

! 0' ' . 


9 

0 


41 

' 'S' . 


1 n 

10 





\'. .etc. 





CHAPTEE. V 


SURFACE TENSION 

The surface of a liquid acts in many respects in a manner analogmis 
to a stretched membrane. The well-lmown example of mereury resting 
on a clean wooden surface shows the effect to a marked degree. Tlie 
mercury takes the form of a globule, as if it were surrounded l)y a 
membrane supporting it in this form. 

The examination of a water drop slowly formed at the end of a glass 
tube or tap from which it emerges, provides another example of this 
phenomenon. The water in this case accumulates, as though it were 
collected in an invisible membrane, until of a definite size, when it is 
detached as a spherical drop. 



These effects are due to forces existing in the surface of separation 
of the liquid from the air or other media in contact with it. The 
effect is generally knovn as surface tension. 

If we imagine the surface of the liquid to be cut by a plane, tliere 
is a definite force per cm. acting on the line of intersection, at right 
angles to its length and parallel to the surface. This force per cm., 
is defined as the surface tension of the liquid. The value of the 
surface tension depends on the liquid and the surrounding medium, 
hut, unless otherwise stated, will be taken throughout this book to 
represent the force per cm. when air is the medium. 

For example, considei;. a frame ADEB, fig. 58, of width I cm., across 
which a film of liquid, whose surface tension is T dynes per cm., is 
stretched. 

If the film terminates at the lower end on a light rod AB, since the 
liquid film has two surfaces, it will exert an upward force of 2TZ dynes 
on the rod. If the rod has a mass of r/i gm. it will be in equilibrium 
when 2TZ == mg. 

When a liquid is placed on a horizontal plane surface, the form it 
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takes depends, for a given liquid, on the material of which the plane 
surface is made. Thus, if water is placed on a clean glass surface 
it spreads over it, whereas if the glass is greasy the water takes the form 
of globules. 

The angle contained between the plane surface and the liquid surface 
is different in each case. If we measure this angle in the liquid we 
have a measure of the angle of contact. Thus, in fig. 73, showing a 
section of a mercury drop on a glass surface, d is the angle of contact, 
whereas for a liquid like water which ‘wets’ the glass the angle of 
contact is zero — ^the water spreads over the surface. 

METHODS OF MEASURING THE SURFACE TENSION OF A LIQUID 
(1) Wilhelmy’s Method 

To determine the approximate value of the surface tension of such 
liquids as water, paraffin oil, or turpentine, the following method may 
be employed. 

A clean wire, preferably platinum, is bent into the form shown in 
fig. 69, making three sides of a rectangle of breadth I cm. 


r//y//////////////A 



Pig. 69 


It is then suspended from a beam of a balance by means of a thin 
wire, and counterpoised when the upper horizontal arm, B, of the frame 
is almost immersed in the liquid. 

When a balance is obtained the frame is dipped under the surface 
of the liquid by lowering the beam of the balance, and then withdrawn 
again. A film of the liquid will be formed in the frame as seen in the 
shaded part of fig. 59. 

Due to the downward surface tension on each side of the film there 
will be an apparent increase in weight = 2ZT. This can be found 
experimentally by adding w'^eights to the other scale pan, until on 
raising the beam it remains horizontal. 

Clean the frame by holding it in a Bunsen flame until red-hot, and 
repeat the experiment as described above several •times. Take the 
mean value, m, of the added mass, whence 
2TZ = mg. 
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Take care that the horizontal part of the frame is at the same height 
above the water surface when the balance is made, before and after 
immersing in water, to eliminate buoyancy errors, and the effects of 
surface tension on the vertical limbs. 
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Another way of carrying out this measurement is by means of the 
apparatus illustrated in fig, 61 (a). 

A spring AB is stretched across a wooden stand and passes through 
a light lever LL to which it is soldered. In this way the lever, when 
carrying a frame F and a weight W, is approximately horizontal. One 
end of the lever is pointed and a pin-point carried on a stand is brought 
near to tliis end so that its position may be marked or the point is 
focused by means of a microscope provided with cross wires. 
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The liquid of which the surface tension is required is brought up 
below the frame F and a film is made across it. The substance may 
conveniently be a soap solution which easily forms a film when the 
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frame is immersed to the horizontal bar and the dish containing the 
solution is lowered (fig. 61 (6)). The effect of the surface tension is to 
draw the lever down. The weight W, usually about 1 gm., is attached 
to a loop of cotton and can slide to various positions along the lever. 
It is placed so that with film formed, the lever is nearly horizontal. 
The film is then broken by placing a hot needle through it when the 
equilibrium is disturbed and it is necessary to slide W into a new 
position until the former position of the pointer is regained. This is 
observed to be the ease by means of the pin-point or microscope. 

In this way the movement of the weight exactly makes up for the 
disappearance of the film, the depth of immersion of the sides of the 
frame and the effect of surface tension on the outside of the vertical 
portions remaining the same. 

Mechanically, this means that the moment on the lever due to surface 
tension in the film is equal to the change in moment due to the move- 
ment of the weight. 

Let the distance between the point of suspension of the frame and 
the point where the wire passes through the lever he d. Let the width 
of the frame be I, i.e. CD = Z, and let the surface tension be T. Then, 
accounting for both sides of the film, the moment due to the film, is 
2TZd. If the weight is displaced through a distance a, the change in 
moment is Wa, so that 

md = Wa 

and T can be found from the formula. 

(S) By Weighing Drops 

The liquid whose surface tension is to be measured is allowed to 
form drops at the end of a narrow tube, C, fig, 62. If m is the mass 
of the drop, we have 

mg = KT, 

where K is a constant. 

From a simple approximate investigation of the case given below 
we see that mg = ixrT. 

When the drop is about to brealc away from the tube we wiU assume 
it has the cylindiical form shown in the firm lines, D. The broken line 
indicates one of the subsequent forms. 

If r is the radius of the orifice, we have, at tins level inside the drop 
T 

an excess of pressure equal to - due to the eylindrieal curvature of the 

r B 

. ■ ■■ ■ T ■ 

liquid surface, producing a downward /orce ~ — Tnr, 

The weight of the drop being mg, the total downward force is 
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Tliis is equal to the upward force due to surface tension over the 

circle of contact, i.e. T . 2Ttr, 

or T2iTf , = 7tTr + mg', 

or Twr = mg. 

This is deduced, assuming static conditions to hold in the actual 
case. To a closer approximation Lord Rayleigh showed that 
mg = 3'8fT. 

In practice the expression T — ^ should be assumed and the value 
of K found for the particular tube used. 
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A tube is drawn out to a fine capillary of about 0'5 mm. at the end. 
It is connected to a burette by means of a short length of rubber 
tubing. The burette and the tube are of course first made thoroughly 
clean, as in all determinations of surface tension, by the method given 
on p. 114. A liquid of known surface tension, say water, is placed in 
the burette and the tap is opened to an extent which allows the drops 
to form at the rate of about one every second. A large number, say 
100 or more, are collected in a weighed vessel and the mass per drop 
is obtained, hence, knowing T, K may be calculated. The same tube 
is now used for the liquid of unknown surface tension. Some of 
the liquid is run through the apparatus to remove all traces of water, 
and the burette is then filled with an uncontaminated sample of oil. 
The collecting and weighing is repeated, and knowing K, T is calculated. 

Find by the above means the surface tension of alcohol, paraffin oil, 
benzine, or any similar liquid. 

(S) Determination bi the Value of the Surface Tension of a Solution in 
the Form of a Film 

The value of the surface tension can be obtained for a soap solution 
film in the following way. 

Two pieces of copper wire, ABC and DBF, are bent as seen in figs. 



STJBFAOE TENSION 


111 


63 aad 64, so that AC = D.F = about 4 or 6 cm. At the points A, C, 
D, and !F a length of cotton thread is fastened, so that when the whole 
arrangement is suspended at B the thread takes the form of a rectangle 
about 5 cm. by 10 cm. (fig. 63). 



Fio. 63 


If now a film of soap solution be stretched across the thread, the 
latter will be pulled mto the form shown in fig. 64, AD and CF taking 
the form of arcs of circles. 

Let AC = DF = 2a cm., GH = 26 cm., AD = CF == 2h cm., and 
the mass of the lower copper wire, DEF = m gm. 

Let T be the value of the surface tension in dynes per cm . , / the tension 
in dynes in the thread, and a the angle included between the horizontal 
and the threads as shown in fig. 64. 



E 
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The film being two-sided, the vertical force ’upwards duo to surface 
tension on the length 2a at the bottom of the film = 4aT. The resolved 
part of the tension / at D is / in a upwards, i.e. total upward force 
of 2/ sin a. 

The downward force is mgf, the weight of the lower copper wire. 
We thus have for equilibrium: 

mg ~ 2f sin oe. -i- dnT' 
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Considering the equilibrium of half of the film as obtained by a 
vertical dividing line through the mid-point of the film, we have the 
following equal and opposite forces acting; 

(a) a force / cos a at the top and an equal one at the bottom 

— 2/ cos a. 

(b) due to the two-sided film a surface tension eifect 

= 4:Th, 

i.e. 2/cosa = m. ...(2) 



From (1) and (2) we have 


tan a : 


mg — 4aT 


...(3) 


If 0 is the centre of the circle of which CHF is arc, a = /. OCK 
(fig. 65). 

So that tan a = 

CK’ 

andifHK = d = a-6, 

~d 


Eliminating r since 


we have 


tan a = - 

/I 

^2 (2?- - d) d, 

__ A.2 + 

2d ’ 

. h^~d^ 

tan a == 

m 


Equating thi.g to the value given in (3), we get ' 

mgj-2 

“ WT’ 

2d (mg) = 4T {h^ ~d^ + 4aT . 2d, 
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whence I 

Putting d— {a — b). 


mgd 


2(P - d^ -\-2ad) 


2(a+b+ 



Using the very simple apparatus described, a fairly acourate value 
of T may be obtained simply from a knowledge of a, b, h, and m. 

A film is stretched across the string very easily by placing the frame 
horizontally in a flat dish containing the soap solution. 

Care must be taken to avoid excess of soap solution spreading over 
the part of the apparatus other than the thread. None must be allowed 
to remain on the lower copper wire. 

The measurement of the dimensions of the film can be made by 
means of ordinary dividers. The method does not justify the use of 
a travelling microscope. The measurements should be taken fairly 
rapidly so that they are all obtained before the condition of the film 
changes appreciably. 

In an example 2a = 3-5 cm., 2b — 1'2 cm., 2h — 11-7 cm., m = 1’51 
gm., which gives T = 23 d3mes percm. 


(4) By Measurement of the Rise of a Liauid in a Capillary Tube 

If a clean, fine-bored capillary tube is depressed into a liquid which 
‘wets’ it, and is then clamped vertically, the lower end of the tube 
beiug just below the surface of the liquid, it will be found that a column 
of the liquid remains in the tube, so that the surface in the latter is 
a height h cm. above the free surface of the liquid in the vessel which 
contains it. 

Suppose r is the radius of the tube and p the density of the liquid. 

The forces acting on the liquid in the tube are: 

(1) The weight of the liquid. This is equal to (the volume of the 
liquid) X gp. 

Now the volume of the liquid is equal to V — 4- (volume of 

the meniscus) for a uniform tube. If r is small the meniscus is practically 
hemispherical, hence , 

V = Tzr^h -f {(nr^) r — %kt^) 



i.e. the downward force is 
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(2) Tilt ujnvard force due to surface tension. The line of contact is the 
intersection of the glass wall and the liquid surface, i.e. a circle of 
radius r. If a is the angle of contact the upward force, from the defini- 
tion of surface tension, is equal to 

2Tc?*.TpOSa. ...{&) 

But in the practical cases considered, a ==0. Hence for equilibrium, 
the forces (5) and (6) are ecjual and opposite, 



and ^ = 

To find T a glass capillary tube is cleaned thoroughly. This may 
be done by using nitric acid (in which the tube is boiled) and caustic 
soda; the tube is washed in tap water and dried in alcohol and ether, 
or the glass tube is allowed to stand for several hours, overnight if 
possible, in a concentrated solution of sulphuric acid (one part) and 
potassium bichromate (one part) . It is then washed in tap water and 
dried. It is not advisable to use distilled water. 
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The tube is then heated and drawn out to a capillary, A length of 
uniform bore is chosen and clamped vertically in a vessel which is 
brimful of the liquid whose surface is just above the top of the con- 
taining vessel, as shown in fig, 66. Care is taken to avoid touching the 
tube or the liquid in this adjustment, for even small traces of grease 
cause a large variation in the value of the surface tension. 

The tube is viewed by means of a travelling microscope, provided 
with a vertical traverse, the lower end of the meniscus is focused and 
the vernier reading of the microscope noted. The free surface of the 
liquid in the containing vessel is next focused. If the liquid surface is 
just above the top of the vessel, this level may be viewed very readily, 
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and from the vernier reading on the microscope scale in this position 
the value of h may be obtained. 

To find r, the tube is broken at the point at which the meniscus 
rested, and viewed horizontally by the microscope. 

By arranging the cross-hairs in the eyepiece to be tangential in turn 
to the two ends of a diameter, the internal radius may be measured 
on the vernier attached to the traverse. 

Alternatively, a weighed amount of mercury of density D 
may be introduced into the tube and its length observed by means 
of the microscope, when the tube is horizontally on the bed of 
the microscope. 

Hence r, the mean radius of the tube, may be found. If I is the length 
occupied by the mercury of mass m, 

nrHT) = m. 

The experiment is repeated, using tubes of various diameters, and 
a mean value of T obtained. 



An alternative method of measuring h, which also overcomes the 
difficulty of viewing the liquid through the glass beaker, is one which 
makes use of a pin bent twice at right angles so that the point 
is displaced about 1 cm. from its original position. The pin is 
attached to the capillary tube by means of a rubber band (see fig. 67). 
The point is in this way well removed from the curved surface of the 
liquid round the tube itself. It is adjusted to coincide with the free 
surface of the liquid. 

The meniscus is first viewed and the reading on the scale of the 
microscope is noted. The vessel containing the liquid is removed and 
the microscope is then focused on the pin-point. The -difference of the 
readings obtained gives the value of A. 

(6) Another way of carrying out the capillary tube method which 
has some advantages over the former can be made by using the 
apparatus illustrated in fig. 77, p. 125. The U-tube and beakpr ot./:! 
filled wif.K +1-“^ • 
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by a microscope examination so that its end is circular. It is connected 
to the rest of the apparatus by means of a rubber tube which fits on 
to the manometer at A. A bent pin is attached to the tube, as in fig. 67. 
This serves to mark the surface of the liquid in the beaker and the 
distance between the pin-point and the end of the tube, denoted by hy 
measures the depth of the end below the surface. The pressure within 
the tube is measured by the diflforence in levels, H, of the liquid in 
the limbs of the U-tube. By variation of the level of the water in the 
flask Bj the liquid in the capillary tube can he forced down until the 
level of the meniscus is that at the end of the tube. This has 
the advantage that the radius of the tube can be measured at the 
section where the surface tension acts, and it is not necessary to 
rely on a measurement of the average radius as in the last method. 
The radius should be carefuUy measured by means of an accurate 
microscope. 

The forces downward are ^g&izr^ -f I and upward <?glvnr^~\~%zrlil, 
omitting the effect of atmospheric pressure, which acts equally in both 
directions. 

Thus T = (H — A -b |r). 

The term ^ may be neglected if r is so small with respect to (H h) 

that the accuracy is not thereby affected. 

It should be noted that a considerable error will arise if H and h do 
not differ appreciably. This difficulty always occurs when a difference 
of two measured quantities occurs in a formula. 

(5) Ferguson’s Method 

This is a method especially applicable when only a small quantity 
of the liquid is available. By means of it an accurate measurement of 
the surface tension can be made with the use of 1 c.c. or even less of 
the liquid. 

The figure represents, on the left, a piece of capillary tubing into 
which the liquid is introduced. It should be about 1 mm. in diameter. 
It is of importance that the effect of gravitation on the liquid .should 
be negligible, Ferguson and Kennedy have shown that this may be 
safely assumed up to a diameter of 1 mm. 

The end, A, of the "tube is ground flat to a matt finisli. By raising 
or lowering the pressure flask, F, the liquid in the capillary tube can 
he moved alongnt. The difference in pressure on the two sides of the 
liquid can be measured by means of the manometer, M, The liquid in 
the manometer should consist of a light oil or aniline. This use of a 
light liquid is one of the characteristic advantages of this method of 
measuring surface tension. In the usual capillary method the pressure 
difference is measured by means of a column of the liquid under 
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investigation which, acts as its own manometer. In the present case 
an independent liquid of low density can he chosen for the manometer 
with the advantage that a considerable length of it is measured. 

The method is applied in the case of liquids which have an angle of 
contact with glass equal to zero. The number of such liquids is great, 
so that the method has a wide application. 


T ' 



In fig. 69 the liquid is represented by AB, with the surface at A flat. 
The pressure at A is equal to that at B, both being at atmospheric 
pressure. The pressure at 0 is in excess of that at B by the amount 
2T 

— , where T denotes the surface tension and a the radius of the 
a 

hemispherical end of the liquid. This radius is equal to the radius of 
the tube. 




Fig. 69 

This excess is measured by the difference in the height of the columns 
in the manometer. * 

Thus, if p denotes the density of the liquid in the manometer and 
h the difference of height of the colunans, 

2T 
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The method depends on setting the pressure flask so that the surface 
at A is flat, which means that the liquid at A and the ground glass 
surface at the end of the tube form a single plane. This is necessary 
in order that the above equation shall apply. 

By reflecting the light from a small lamp, S, by the end of the tube 
and observing the surface by means of a short focus telescope, T, this 
setting ma}?- be made accurately. The flask, F, should be raised and 
lowered about the critical position, when it will be found possible to 
obtain the condition required with a considerable degree of accuracy. 

(6) Surface Tension Deteimination from Measurements of Bubbles 

This method is suitable for measurements of surface tension of soap 
solutions. 

Inside any curved film in equilibrium there is an excess of pressure 
over the outside by an amount which depends on T, the surface 
tension, and R, the radius of curvature. 



Consider the equilibrium of the hemisphere ABC of a bubble (fig. 70). 
The forces are due to the excess pressure, p, inside and to the surface 
tension T dyuies per cm. round the circle AO. Allowing for the two 
sides of the film the forces from right to left are 4 tcRT, due to surface 
tension, and reR^p left to right, due to the excess pressure inside the 
bubble, , ^ 

For equilibrium these are equal and opposite, 

* 4tpTR = 7tR®p, 



A suitable form of apparatus with which to obtain a measurement 
of p and R is seen in fig. 71. 
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TMs consists of a fairly wide U-tube, containing water, sealed to 
a T-pieee, T. One arm of the T-piece is bent at right angles and 
terminates at B, where AB is parallel to the U-tiibe limbs. To the 
other arm at G is attached a piece of rubber tube, B, having a glass 
rod, P, which Just fits it, and which can act as a piston. 

The piston P is withdrawn and the end B immersed in the soap 
solution; then P is advanced slightly, causing a bubble to form at B. 
The excess of soap solution is drained off this bubble by touching the 



drop at the bottom with a pencil, or with the side of the dish, which 
contains the solution. The rod is then further advanced, so that a 
bubble of, say, 1 to 2 cm. diameter is blown. It will be noticed that the 
water in the U-tube takes up a position as in the diagram indicating 
a pressure inside the bubble in excess of the atmospheric pressure. 

This difference in level may be measured, using a microscope with 
horizontal and vertical traverse. 

Having read this, the microscope is moved until the bubble is 
focused, first the image of one side, and then the other being brought 
into coincidence with the cross-hair. The difference in reading of the 
vernier of the horizontal traverse giving the diameter, D, of the bubble, 
p = hg djnes per sq. cm., for a water manometer. 



{*?) Quincke’s Method 

This method is usually used for the determination of the surface 
tension of mercury. A large flat drop is formed on a horizontal plat- 
form, and from its dimensions^ as measured by means of a travelling 
microscope, the value of T, the surface tension, and 6. 
contact of mprmiT-xr ^ 
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We will assume that the radius of the drop, R, fig. 72, is large, so 
that the drop is flat, i.e. the pressure at a point just above and just 
below the upper surface is the same. 



I'ra. 72 


Consider a section, as in fig. 73, obtained by cutting it by a vertical 
plane passing through the centre, LMRN, and two parallel vertical 
planes, AINL and ESRM normal to LMBN". Let ACDE bo the hori- 
zontal plane of maximum area in the drop, so that a tangent plane at 
AE is vertical. 

By considering the forces on the upper portion, AEOBLM, which is in 
equilihrium, a value of T may be obtained in terms of the dimensions. 



Fig. 73 


The horizontal forces acting on this portion of the drop due to the 
remainder of the drop are 
(a) T . LM, left to right, 

(p) The hydrostatic pressure over the surface LMDO, from right to 
left varies from 0 at the upper surface to at OD, and is on 

the average , so that the total force is — - X area LMBC, 
2 2 
where p is the density of mercury. 

Equating (a) and (P) 


or 


2 


...( 8 ) 


When R is not^sujB&ciently large for the surface tension effect of this 
curvature to be neglected, R. S. Burdon {Surface Tension and the 
Spreading of Liquids) suggests the following amendment to equa- 
tion (8); 




i’e4iR 
1-641R -b U 
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This will be found to make the results more consistent in the smaller 
drops. Considering now the equilibrium of the whole slab, we have in 

addition to the corresponding terms, T . LM and where h is now 


the total height (fig. 72), a term T . IS . cos a = 
from left to right, 


- T . LM cos 0 (fig. 73), 


T .LM (1 - cos 6 


2T sm2 


- 

2 

2 ’ 


-LM, 


or, substituting the value of T from (8), 


sm - = — 7 = — . 

2 


...(9) 


The experimental details necessary to carry out such a determination 
are as follows. A clean glass slab, provided with three levelling screws, 
is first arranged horizontally, by means of a spirit-level. Mercury is 
placed on its surface in the form of a circular drop (fig. 74). 




n. 


1^0.74 

The mercury should be as free as possible from impurities. To ensure 
this it should, if possible, be submitted to one of the methods of 
purification described on p. 672. 

To obtain the values of Ti^ and Ji, use is made of a travelling micro- 
scope, which is provided with cross-hairs. The cross-hairs are arranged 
so that one is vertical in the eyepiece; this can be done by viewing a 
thm wire plumb-line. The edge of the drop is then focused. When the 
vertical cross-wire is tangential to the image of the side of the drop 
and the intersection of the cross-hairs is at the point of contact, A, 
of the vertical tangents, figs. 72 and 74, the position on the vernier 
of the microscope is noted. By making use of the vertical movement 
the upper and lower surfaces of the drop can be focused and the 
corresponding vernier reading will enable ther values of and h to 
be ascertained. 

For liquids which wet the surface of the glass a simple modification 
enables the method to be utilized, 

A concave lens of over 1 m. radius of curvature is supported 
concave side downwards, on three legs inside a glass box, having one 
plane glass side. The box is filled with the liquid, and an air 
is Mown Tinrlpf 
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tube is connected to R in place of the U- tube, etc., shovvn in fig. 77, 
The slight concave surface enables this air bubble to be blown without 
much trouble. The section of such a submerged bubble would be 
similar to that shown in fig. 72, when inverted. Then, if is the 
distance between the lower surface of the large air bubble and the 
plane AB, and if h is the total thickness of the bubble as measured from 
the lower surface to the plane of contact with the lon.s, all measured 
through the plane glass window by means of a mieroscope., equations 
(8) and (9) will give T and 6 for the liquid in the box. 

This method camrot be regarded as accurate for the determination 
of both the surface tension and the angle of contact. It is difficult to 
measure accurately because of the uncertainty in locating the point 
of contact of the vertical tangent to the drop. 

The method may be regarded as suitable for the measurement of 
the angle of contact when the surface tension is known. 


(8) Rayleigh’s Method 

This method depends on a measurement of the wave-length of 
ripples formed on the surface of the liquid whose surface tension is 
to be determined. 

The velocity, v, of a harmonic disturbance on the surface of any liquid 
is given by* 


e wave 


^ , 27rT 


..(10) 


when X is the length of the wave, T the surface tension, p the density 
of the liquid, that is 


g + 


x). 


...( 11 ) 


The surface tension is therefore seen to increase the effective value 

4^2 

of g. For long waves the term ---- . T can be neglected, and the velocity 

}~- 

of propagation is 


is 1^.. 

V 27r 


For. waves of less than 1-5 cm. wave-length, the value of the term 
involving T becomes mpre important, and when X is sufficiently small 
the velocity becomes more nearly equal to 




Xp ’ 


i.e. the first term in equation (10) becomes negligible in comparison 
with the second when X becomes very small. 

* 8ec Poyntmg andThoinsoa’s Ffojpem'es o/ Jfa«er. 
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Equation (10) shows that when 7. = 0, v ~ oo, and when X = oo, 
V — 00 , between these values of X there is a minimum value of v, 
corresponding to a value of X, which is obtained when 


X 2rzJ! 

in Xp 
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For water X^ = 1-7 cm. from equation (11), for T — 75, p = 1, 
g — 981, and hence 

23 cm. per sec. 

Waves having a smaller wave-length than this critical value which 
corresponds to the minimum velocity are called ripples, and the more 
important term is the one involving T. 

The liquid is placed in a large flat dish, such as a photographic 
developing dish. As in the case of all experiments for the measurement 
of surface tension, the dish and everything that comes into contact 
with the liquid must be thoroughly clean. Ripples are produced in the 
liquid by means of a dipper attached to a prOng of a tuning-fork which 
is electrically maintained. The dipper may conveniently consist of a 
thin sheet of aluminium and penetrates the liquid at one end of the 
dish (fig. 75). 

A stroboscopic method is used in order to see the ripples and measure 
then wave-length. A second tmaing-fork of the same frequencv as 
first is T— x7. - 
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aluminmm plates j one attaoh.ed to each prong, ari’aiiged so that when 
the prongs are wide apart the surface of the liquid can be seen through 
the slit between the plates. For the remainder of the cycle the plates 
conceal the surface. In this way, hy looking between the prongs of 
the second fork a short glimpse of the rippled surface is obtained once 
per cycle. As the ripples have the same frequency as the fork, they 
appear stationary and their wave-length can be measured. 

A long sequence of ripples should be measured and the number of 
waves in it should be counted. The wave-length, X, can then be 
deduced. One way of doing this is to set a pair of dividers so that they 
contain an integral number of waves. 

When performing this experiment with water, the measurement will 
be found to be somewhat complicated due to shadows cast by the water, 
and the exact setting of the dividers over the surface for the stretch of 
waves will not be as easy as in the case of a more opaque liquid. 
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A method which has been found to give satisfactory results is to 
suspend an incandescent bulb about 2 m, above the surface of the 
water. This casts a series of shadows on the bottom of the white 
porcelain dish. The dividers are arranged also to cast a shadow and 
adjusted so that the two ends of the dividers’ shadow coincides with 
the corresponding parts of the first and last of the waves. 

Now, if n is the frequency of the fork, 

or T = 0(2»=x«_s,). 

A suitable experiment to illustrate this method is to find the variation 
of surface tension of a* salt solution with concentration.* 

Use first of all pure water. Make sure that the aluminium plate is 
clean, and that ifo soft wax, by which it is fastened to the tuning-fork, 
adheres to it, and so contaminates the water. 

Measure the value of X and calculate T, n being known. 

A suitable frequency for the two tuning-forks is about 60. 

* Dorsey showed that T„ == T -f l-63» for sodium chloride solution, where n is the 
number of gramme equivalents per litre. , 
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Then repeat the experiment with a sodium chloride solution having 
■I, 1, 1|, to 5 gm. molecules per litre, and plot a graph showing the 
increase in the value of T with concentration of the solution. 

A more convenient way of applying the stroboscopic method is to 
use a neon lamp controlled by the vibrations of the tuning-fork 
and to make the measurements in the light of the lamp. 

(9) Jaeger’s Method 

This method is especially to be recommended as a comparative one. 
It is suitable, for example, for the purpose of studying the variation of 
surface tension with concentration of a solution of common salt in water. 



In order to understand the principle of the method consider fig. 77. 
This illustrates an apparatus designed to blow bubbles of air through 
a circular orifice at C, which is placed below the liquid under investiga- 
tion. If we consider the air bubbles to be blown until they become 
hemispheres with a diameter equal to that of the exit of the tube and 
then to break away, the excess pressure within the bubble is p, where 



where E. is the radius of the orifice and the factor 2 occurs here instead 
of 4 in the case of soap bubbles because there is only one liquid-air 
surface in the present case. ^ ^ ^ ^ ^ ^ ^ ^ ^ 

The actual case is not so simple as this, because before the bubble 
leaves the tube a neck is formed in it and the formula becomes 

... V-: 2T' 
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Some numerical factor must be introduced into the simple formula 
to take account of the departure from the simple case. For a com- 
parative measui'ement, all that is necessary is to measure the excess 
pressure. 

The apparatus consists of three parts — ^the part providing a pressure 
head, the manometer, and the tube containing the orifice. 

In the figure the latter is shown continuous with the manometer, 
but it is convenient to make this part detachable from the manometer 
and to make the connexion with rubber tubing at the bend A. The 
student should take a piece of glass quill tubing and draw it out to 
form the orifice. He should then examine it to see that it is in the 
form of a fine circular capillary and should reject the result of Ms jfirst 
attempts if they are unsuitable. The diameter of the capillary is not 
required for the measurements, but it should be carefully measured in 



several places across the orifice in order to verify that the orifice is 
circular. The travelling microscope may be used for this purpose if 
the orifice is not too small, but in the case when it is very fine, a 
microscope carrying a small scale in the eyepiece should be used. 

An orifice of 0-2 to 0-5 mm. diameter is satisfactory for the present 
purpose. 

In order to produce the excess pressure two bottles may be used as 
showm. Drops of water from one are introduced into the other at the 
rate of one at intervals of a few seconds. The air is trapped in the 
lower bottle and in this way the pressure gradually rises to force out 
a bubble at the orifice C. TMs ensures a regularly recurring process, 
and with the manometeb connected, as in the figure, the level of the 
liquid gradually rises to a maximum and then falls as the bubble leaves 
the orifice. Alternatively, the method indicated in fig. 78 may be used. 
The difference in height, H, of the water levels in the manometer must 
be carefully measured by means of a travelling microscope, set so that 
the horizontal part of the cross-wire of the eyepiece is at the extreme 
level reached by the liquid. The difference of the readings for the two 
limbs repeated a number of times gives the value of H, 
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Tile manometer liquid may be water or a light oil. 

The orifice 0 must be placed at a fijsed, measured depth. To ensure 
this, and to measure the depth accurately, a fine mark should be 
scratched on the glass tubing around C. Its distance from C must be 
carefully measured with the microscope and the tube placed so that 
the mark hes exactly in the surface. If or denotes the density of the 
liquid in the manometer and p that of the liquid under investigation 
the excess pressure in the bubble is 

p = (crH — ph)g, 

where ft, is the depth of the orifice. 

Thus T = ft (cH - pft)gr,* 

where ft is a constant which is not required for a comparative deter- 
mination. 

In the experiment for the study of the variation of surface tension 
with concentration, the first measurement should be made with pure 
water with the glass surfaces very clean. The value of T in this case 
can be regarded as known and its value obtained at the temperature 
of the liquid from a book of tables. In this way ft is determined and 
the value of T for different concentrations can be calculated from 
the formula. 

The density of the solution is required in each case, and should be 
obtained by means of a specific gravity bottle. Another interestmg 
experiment is to find the variation of surface tension with temperature. 
This requires the liquid round the orifice to be kept a different constant 
temperature and the above observations made in each case. 

(10) The Method of Sentis 

A capillary tube is drawn out to about 0-5 mm. bore, as in Jaeger’s 
method. It is immersed in the liquid under investigation, and then 
withdrawn and clamped vertically. Some of the liquid will emerge at 
the lower end and form a drop, as shown in fig. 79 (1), so that the 
distance from A, the meniscus in the tube, to B, the lowest point of 
the drop, is ft^ cm., and MN is 2r. 

If now the lower end of the tube is surrounded by a vessel, C, con- 
taining the liquid, the column will fall in general, but the meniscus 
may be brought to the original level by raising C until the free surface of 
the liquid in the beaker is ftg cm. below the meniscus, fig. 79 (2). 

* If we put p — k — the uncertainty introduced by this process is dealt 

with by Ferguson {Phil. Mag., No. 28, 1914, pp. 128 et seq.), who deduces an expression 
, for T without making this assumption and arrives at the result; 



where 


2T{,\ 
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From a knowledge of r, and p, the density of the liquid T 

may be calculated from the fomiula ' ’ ' ’ 

To establish this formula we assume that the portion of tlio dron 
shoTOi m section as MONB, is hemispherical. This approximation is 
a safe one when the radius of the capillary tube is small, and r small 
compared with 

Consider the forces acting below the horizontal piano of maximiim 
area shown in section as MJST. 



The length OB — r, and hence the column from Mivr 

also acts downwards S le hemisphere g-TTr^yp 

of 

T27cr _ ffp (/ij _ 7 ^^ __ ^2 ^ 

To make a determination of T for a ^u V 

about 2S cm. long is drawn out to a r^ts“f atot 
end, and is almost entirely submersed in +bA r ^ 

fills the greater part of theLre. It S slowlv 

vertically. By means of a tra ^ withdrawn, and is clamped 

is measured L MN J 2r 

small gte beaher is raised under the tubT^ffl tt\>“lTtht 
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beaker just touches the drop. The reading of the luicroiiiefer screw, 
which raises the platform carrying the beaker, is noted. The beaker is 
then further raised until the meniscus, as viewed by the fixed micro- 
scope, again acquires its original level. The micrometer screw reading 
is again noted. The difference between these two readings is equal to 
(hx ~ ^2)’ 

p is determined in the usual manner, whence T may be calculated 
from the formula deduced above. 

If the form of adjustable table with micrometer or vernier attach- 
ment is not available, some simple convenient method may be devised 
for the measurement of — ^ 2 )* ^or example, two microscopes may 
be used. With the first the value of MN is observed, and then the 
point, B, is viewed and its image brought into coincidence with the 
cross-hairs; the second microscope is adjusted until, viewing the tube 
conveniently at right angles to the first, the image of the meniscus is 
in coincidence with the cross-hairs in the eyepiece. 

The beaker, 0, is then introduced and adjusted until the meniscus 
is again as before, producing an image in coincidence with the cross- 
hairs of the second stationary microscope. A pin is adjusted to coinci- 
dence with the free surface of the liquid in the beaker which is then 
removed. The first microscope is then moved a distance which is 
measured on the vernier scale attachment, until an image of the point 
of the pin is in coincidence with the cross-hairs, the vertical distance 
moved by the microscope is — ^ 2 )- 

Care is, of course, taken that the capillary tube does not move 
during the experiment. 

(11) Anderson and Bowen’s Method 

A method to determine the value of the surface tension of a liquid, 
and the angle of contact with glass was described in the Philosophical 
Magazine, April 1916. Another method not so readily adaptable to 
general laboratory use appears in the same magazine, February 1916. 

A small rectangular sheet of thin cover glass is cleaned (by standing 
it in concentrated sulphuric acid and potassium bichromate, as de- 
scribed previously) and dipped into the liquid whose surface tension 
is to be measured. It is withdrawn and clamped vertically. The liquid 
takes up the form shown in the diagram, fig. 80.* 

The drop has two curvatures, making the equivalent of a cylindrical 
lens, concave at the upper half and convex below, the centres being 
at 0 and 0^. * 

The upper limit of the drop may be at 0 or any point, N, above. 

If A is the focal point of the concave leils, OA the axis, the focal 

* It was established by the original experiment that for water, glycerine, olive oil, and 
turpentine, the angle of contact is aero, and hence the form nf on ^ ■> 
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length, B the focal point of the convex lens, and O^B the axis ol tln^ 
lens of focal length, /g, 

00^ = h cm., 

'/'i = the radius of curvature of the concave surfaces (assuuuMi 
symmetrical and equal), 

j *2 = the radius of curvature of the convex surfaces, 

(jt, = the refractive index of the liquid, 
p = the density of the liquid, 

Pi =: the pressure in the liquid at 0, 

Pg = the pressure in the liquid at 0^ 
ri = atmospheric pressure, 

T = surface tension of the liquid. 



We have, as the lens is a thin one, using the lens formula 


1 )-' 


...(13) 


1 

h" 

...(M) 

Since the pressure inside a cylindrical surface of radius R is greater 




T 

than the pressure outside by p = — , we have 


...(ir>) 

...(IG) 


Now 

also 


- Pi-n-A 

■^1 ■ 

, T " ■ . 

Pg=n+-1 
»-2 

P2~;Px~g9h 

Pg — Pi == T -f by (15) and (16) above. 


SUill’AGE TENSION 


131 


Hence 

But by (13) and (14) above 
1 1 




■ 2 A ([X -T)’ Ta 2/2 (tx - i')’ 
T 




g?h 


...(17) 


2({x -1)^ 

T ^ 2grpfe ({Z - 1) /Ja 

(/i H-Za) 

If one side only of the glass sheet is wet, using the same notation 
gph i^i. - 1 ) / 1/2 


we have 


T = ' 


(/x +/2) 


...(18) 


The apparatus used to obtain T is a collimator illuminated by a 
sodium flame, and adjusted to give a parallel beam. The light passes 
through the cover glass and the liquid lens, and is viewed by a low- 
power microscope provided with a vertical traverse, and a traverse 
pamll&l to the axis of the jnicroseope. 

The usual type of travelling microscope will need a little modification 
to make this latter condition possible. 

If a paraEel beam of light be sent from the collimator from left to 
right, and normal to the plate, a virtual image of the horizontal slit 
will be formed at A by the upper half of the liquid lens. The distance 
OA may be measured by using the low-power microscope, arranged 
with its axis parallel to the direction of the incident beam. The micro - 
scoixe is first focused on the image at A, and then moved backwards 
a measured distance until the glass plate is in focus. The distance 
moved being = OA = /i. In the same way OB and/g may be measured 
by noting the difference in reading of the microscope when the glass 
sheet is focused and then when the image of the slit is coincident with 
the cross-hairs. 

It will be found most satisfactory to use one side of the cover glass 
only, i.e. dry the other side before making the observation, and allow 
the incident beam to fall on the dry side. 

As the incident beam is parallel, it wlU be found, of course, that the 
observing microscope must be moved in a vertical direction to enable a 
, focus of first A and then B to be made. This distance, h, is noted. 

The refractive index and the density may be obtained from tables, 
or by one of the many methods available. 

Thus, having measured flyfii and h, knowing (x and p, T may be 
calculated for the liquid used. 

Measure in — zi. ■ ■ 
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The Tariation of the Surface Tensioa of a Liamd with Temperature 

The variation of surface tension with temperature may be obtained 
bj’^ Jaeger’s method, which enables a good comparison oi the relative 
values of the surface tension at different temperatures to be made. 

The details of the experiment are as described on p. 125, The 
bubbles in this case are formed in the liquid at different steady 
temperatures, and H is determined for each. 

A large beaker is filled wdth the liquid, say water, and heated to 
about 90° C., and then allowed to cool, the value of T being obtained 
every 10° G. The liquid is well stirred before each observation and, if a 
large volume is taken, will remam sensibly at the same temperature 
tiu’oughout the observation. 

A curve is plotted, showing the decrease of T with temperature. 



Fig. 81 
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Fig. 82 


Capillary Tube Method 

The decrease of the value of the surface tension may also be investi- 
gated by a capillary tube method. Either form of apparatus shown 
in fig. 81 or fig. 82 may be employed. One form of apparatus is filled 
with the liquid and immersed in a water bath whose temperature can 
be regulated either by a thermostat or by manipulation of a Bunsen 
burner and a stirrer. The bath is raised to boiling-point and allowed 
to cool, so that at aboTit 90-95° 0. the whole of the apparatus and 
contents are at the temperature of the bath. The difference in level 
between the two surfaces, A and B, is measured as quickly as possible 
with a travelling microscope. This process is repeated at different 
temperatures, say, every 10° G,, and from a knowledge of this difference 
in level, h, and the radius of the tube as measured by the method given 
on p. 24, the value of T at each temperature may be calculated and 
a graph representing this relation plotted. 
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The value of the density (p) is obtained, for each temperature, 
experimentally, or from tables, and is used in the evaluation of T by 
the above methods. 

It is essential to ensure that all the apparatus, glass tubes etc., are 
thoroughly cleaned in this as in all experiments on surface tension. 



CHAPTBE. VI 

VISCOSITY 

When adjacent layers of a fliiid move with a relative velocity, forces, 
known as viscous forces, are brought into play tending to reduce this 
relative movement. 

If we consider a fluid whose upper layer is moving with a velocity v 
in a fixed direction, the state of affairs shown in fig. 83 will be reached, 
where intermediate layers between the upper layer AB, which has a 
velocity v, and the lower layer OB, which is at rest, have a velocity 
shown by the arrows. 



The force, F, acting on any area in a plane at right angles to the 
diagram, and parallel to EF, is proportional to the area A, and to 

the velocity gradient % 
a 

Thus F oc A X (vel. gradient). 

Taking the normal to EF, in the plane of the diagram, as the y axis, 
•we have 

where v) is a constant for the liquid and is called the coefficient of 
viscosity. 

In the case of a liquid flowing down a tube, the axial stream is 
moving with a definite velocity and the layer in contact with the wall 
of the tube is at rest and, provided that the pressure difference which 
is causing the flow is not too great, the result is the regular type of 
motion already considered. 

If the pressure exceeds a certain limit, the liquid no longer proceeds 
in this stream-line flow. The result in this case is called turbulent motion. 
We will assume, in the experiments that follow, that the pressure 

■■ ISA ■■ 
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applied is below this critical pressure, and that the motion is therefore 
regular. 

The Determination of the Coefficient of Viscosity for a Lignid by Obser- 
vation of the Flow of the Liquid through a Tube 
The value of the coefficient of viscosity of a liquid, such as water, 
may be obtained by measuring the quantity passing per second through 
a txibe of uniform radius, when a definite pressure difference exists 
between the ends of the tube. 

Consider an axial cylinder of liquid of radius r as shown in fig. 84, 
within the tube whose radius is R and length 1. Let P be the steady 
pressure difference at the extreme ends of the tube. 



The force driving the cylinder of liquid is and this is opposed 
by the viscous forces over the curved surface of the cylinder which 

have the value, determined by equation (1) , of . 2-n:rl~. In the steady 

dr 

state of flow these forces are equal and opposite or 


dv 

dr 


’ 2?'o' 


...( 2 ) 


Integrating, we obtain 


p^2 

: ^ a constant. 

4iTQ 


Since v ~ 0 when r = R, the constant is 


PRa 
4Zn • 


and 




(R2 - 


...(3) 


If we consider a thin cylindrical shell of thickness dr (fig. 84) we see 
that the volume passing through it is 


2Trr . dr .v 
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Hence, the total volume of liquid passing through the tube per 
second, Q, is 

-prH: 

(B^r-f^)dr 

2/7]Jo 

tcR^P / j V 

0, Q = ...w 


A suitable form of apparatus to use in an experimental dcteriniuatu'ui 
of r, by this method is seen in fig. 85. The liquid, say water, is eoiitaiued 
in a large bottle, B, standing a suitable distance above the level of the 
table. The water flows from this reservoir to the union, X, thence 
through a capillary tube of known length to the union, Y, and so on, 
via a length of india-rubber tubing to a graduated jar, J, wliero the 
thermometer, C, measures the temperature of the emerging water. 



Prom the miions, X and Y, two lengths of india-rubber tube make 
connexion to the manometer M. The difference in the levels between 
E and P, h, gives the value of the pressure difference between the ends 
of the experimental tube, K, in cm. of water. 

A pinch-cock, L, enables the flow of the liquid to he regulated. 

In order to maintain a constant difference of pressure between the 
two ends, X and Y, whilst the water is flowing, the bottle E is closed 
by means of a tight-fitting india-rubber cork through which a glass 
tube passes, to a point well below the surface of the water. This end 
being open to the atmosphere allows the entrance of air bubbles as 
water flows through the tube. The lower end of the tube remains at 
atmospheric pressure, and so, until the whole of the water above this 
point has passed through the tube, the manometer will register a 
constant difference of level. 

The flow should be so arranged that the emergent water issues as 
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a slow trickle or succession of drops, so that the kinetic energy of the 
fluid is small. 

When the flow is regulated and a steady flow takes place in the 
tube the end is inserted into J, as seen in the diagram, and the time 
is taken in seconds while a measured volume (say 500 c.c.) passes 
through K. In this way Q is obtained for a measured pressure difference, 
h, shown by the manometer. 

Several values of Q corresponding to different values of h are ob- 
tained. This variation in h is brought about either by raising the bottle 
or by adjusting the level of the end of the tube, B, by sliding it 
through the cork. The graph of Q against h should be linear. For large 
values of A the departure from the straight line in the graph indicates 
turbulent motion in the tube. For intermediate values some departure 
from the linear relation will be brought about by the cause discussed 
in the note below. 


From the linear part of the graph obtain the value of Except 


as in the note below P may be taken as proportional to A or P = gp/i. 

The value of the length of the horizontal tube, I, is measured directly 
to the nearest mm. R is obtained by weighing a measured length of 
mercury thread. 

Care must be taken to maintain the temperature of the liquid at 
a constant level during the series of experiments, as the value of yj, 

and consequently ~, decreases with an increase of temperature (e.g. 


for water y] in. c.g.s. units is 0-00179 at 0°C., 0-0080 at 30“ 0., and 
0-0065 at 50° C.). 

Y) is calculated from the formula 




A Note, on a Gorrection for the Velocity of Efflux 
Suppose that liquid flows through a tube, BC (fig. 86), the velocity 
being at B and at C. Let the potential be at B and at C. 

Suppose that the cross-section of the tube is Aj at B and Ag at C. 
Suppose that in a certain time interval the flow of water carries a short 
length dxi of the column past B so that the mass entering the tube 
between B and C is pAjClx^, where p denotes the density of the liquid. 
The liquid is assumed to be incompressible, so that an equal mass flows 
out past C, and this is denoted by pAgdaig* where dccg is the length of 
the column flowing past C in the same time. 

Thus Afflxi — A^Xg. ...(5) 
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the left exerts a force PjAi on the liquid in the tube and in the move- 
ment does work of amount The energy of the liquid entering 

at B is 

the first term denoting the Idnetio energy and the second term the 
potential energy. 

Similarly, the liquid in tho tube exerts a force PgAg on the liquid 
outside C and the energy of the liquid leaving 0 is 



In the case of steady flow the conditions in the region BG remain 
unaltered, so that the energy of the liquid there is not changed. 

Hence PiAjdaq + IpAidoj^Vj^ + pAjdaiiVi 

= PaA^darg + IpAadrCa^^a*^ + 
and cancelling out the common factor A^dx^ = A^dx^, 

Pi + IpV + pVi = Pa 4- + pVa- ...(6) 

In other words, the expression (P 4 4 pV) remains constant. 

This theorem of hydrodynamics is known as Bernoulli’s theorem. 

Suppose that it is applied to the case illustrated in fig. 87. At the 
wide upper surface, B, it will be supposed that the velocity of the liquid 
is small enough to he neglected, while at the end, D, the liquid will be 
supposed to flow out with velocity, v. The potential in this case is 
due to gravity and the level at B will be supposed to be the zero level 
of this potential. The potential at D will thus be gh, according to 
the diagram where D is at a depth L below the zero level. 

Thus, if the atmospEeric pressure is denoted by tt, this will also be 
the pressme just iuside the liquid at the upper surface. Let the pressure 
in the liquid at 0 hep. Then, according to Bernoulli’s theorem applied 
to the liquid at B and C, 

7t q- grpL. 

Thus the pressure at C is 

P = It 4- grpL — |p?j2. 
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The pressure at the end of the tube, D, is atmospheric and is thus t:, 
so that the fall of pressure along the tube, CB, is 
p — -nr — grpL — 

This is only equal to the pressure head, grpL, if the velocity of efflux, 
is small. 

From equation (3), p. 135, it appears that the velocity is not uniform 
across the whole surface of the orifice. Let u denote the average velocity 
over the surface. This means that the total volume flow per sec., Q, 

is where E denotes the radius of the orifice, or u ~ 

tcE® 




If we suppose that the velocity, u, is that to be applied in using 
BernouUi’s theorem, where the velocity is assumed to be uniform all 
across the orifice, then 

T 1 Q^P 

= . 

It is better to leave the precise definition of u open and to write 
where h is a numerical factor which can be determined 


experimentally . 
Thus 


^ 1 

^ 2 7.2R4- 


If the horizontal capillary tube be of length I, the application of 

P 

formula (4), p. 136, in which the pressure gradient --- is replaced by 

(P ^TC) . 

— — , gives 


^ = gpL 

8 




...( 7 ) 


S -rjl \ 
itR%p 
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If various values of L are taken and the corresponding values of Q 
observed, a grapb can be drawn of — against Q. The graph obtained 
^2 

should be linear with a slope from which Ic can bo obtained, 



and with an intercept, , on the axis of from wliich v) may be 

ttRVp Q 

found. 

The variation in the value of L may be obtained easily by a device 
such as is illustrated in fig. 88, or by the method given on p. 130. 



The vessel, V, is provided with rubber corks, A and C. The capillary 
tube passes through the latter and a wider quill tube passes through 
the former. The height of B above the cork can be varied in order to 
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vary L. Water is slowly run into the vessel from a tap, so that the 
water may be kept up to the height of the end B of the tube down 
which it overflows. 

With the arrangement of apparatus, illustrated in fig. 85, no correc- 
tion is required. 

In this case the diflference of pressure read from the manometer gives 
the pressure head responsible for the viscous flow. 

An alternative apparatus for the determination of y] is seen in fig. 89. 
The horizontal capillary, DE, is fixed in a cork which closes the lower 
end of the tube, CF, which has constrictions at A and B, on which 
are scratches on the glass. The whole vessel is filled with the liquid 
and the ground-glass stopper, S, placed m the neck above A. The 
volume between the scratches is calibrated, so that its capacity, V, is. 
known. The stopper, S, is removed, and the time, t cm., is taken for 
this volume to flow through the tube, i.e. when the level reaches A a 
stop-clock is started, and when the level reaches B the clock is stopped. 

p, the pressure, is taken as due to the average height, h, of the 
liquid above the capillary tube level, i.e. p—g^h. The other terms are 
measured as for the first form of apparatus described. 



Flow through a Vertical Tube 

The variations of the coefl&cient of viscosity of water wdth tempera- 
ture may be investigated by means of the apparatus shown in fig. 90. 
AB is a copper cylindrical vessel into which the capillarv tube. CD, 
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Water is heated in a boiler to a temperature five or six degrees above 
that at which a determination is to be made, and is transferred to AB, 
the end, D, being closed by the rubber stopper shown. Tlie water is 
stirred and the temperature noted by the thermometer, T. It is not 
very diiFicnlt to arrange that the water cools slowly and regularly 
about the deshed temperature. The water is then allowed to flow into 
a graduated vessel and the time tahen for a measured amount to pass. 
This process may be repeated, using water at various tera])eratures. 

Care must be taken that the temperature throughout the flow is 
constant, otherwise unreliable results will be obtained. 

The radius and the length of the tube may be measured as before. 

The theory of this experiment differs somewhat from that in which 
the capillary tube is maintained in the horizontal position because 
the force of gravity now affects the flow. 

Consider a central column of liquid in the capillary tube of radius, 
r, the full radius of the tube being R. 

This column is under forces of magnitude izrH^g and downwards, 
the former due to gravity and the latter due to pressure, p being the 
pressure difference between the ends of the column and I its length. 

In the case of steady flow these forces arc counterbalanced by the 
upward viscous force. Since the velocity, v, diminishes with, r, the 
magnitude of the force on the outer cylindrical surfa ce of the column is 

dv „ , 

7] - - 2Tvrl. 

dr 

Thus the equation for steady flow is 

== l^gr -hpr; 
dr 

on integrating and remembering that v vanishes when r = R, 
w (R2 - 

47)2 

The volume flowing from the tube per sec, is 

= ...(8) 

Jo OTJt 

The upper surface, AB, is wide in comparison with the surface at 
the orifice C, so that the velocity there may be regarded as zero. As 
in the case of the hofizontal tube (p. 136), let u denote the average 

velocity at C and as before write u =; — 

,' * ■ 7tR2,p 

Let h denote the difference in level between AB and G, so that on 
applying Bernoulli’s theorem we have 

= 7t' 4- f pm 3 ~ grpA, 

where rt' is the pressure in the liquid at C. 
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In the formula for Q 

P = 7C' — - TTj 

since tc is the atmospheric pressure and thus the pressure at D. 

Thus Zpgr Hpgr — 

where H = ^ 4- ^ denotes the vertical distance between the upper level 
of the liquid and the lower end of the tube. 

Thus the formula for Q is 

When the efflux is small enough the second term in the bracket may 
■be neglected and the simple formula Q ~ results. 

OTf}? 

This is especially useful for the comparison of viscosities. 

Two marks are made on the vessel at the level of AB and at a lower 
level. One of the liquids to be compared is pomred in to a height a 
little above the higher mark, and the time is taken for the liquid to 
run out between the two marked levels. The observation is repeated 
for the second liquid. If the quantities for the two liquids are distin- 
guished by the suffixes 1 and 2, it follows that 

and = ...( 10 ) 

■>12 ^ 2 P 2 

The method may also be used for the determmation of the variation 
of y] with temperatiu’e by maintaining a liquid at various temperatures 
and observing the times of flow. 

Finally, we can determine yj by this method, as in the case of the 
flow through a horizontal tube by determining the efflux per second 
for various total heights H. These heights may be varied by adding 
more liquid, thus raising the level AB or by varying the length of the 

H 

capillary tube emerging from the vessel. By plotting — against Q a 

Q 

linear graph should he obtained and both yj and ^ determined as before. 
Another way of carrying out this experiment is by means of an 
apparatus consisting of a siphon of glass tube connected to a length 
of capillary tube by means of a short length of rubber tubing. A pin, 
P, bent twice at right angles, is attached to the tube by means of two 
rubber bands. 

The liquid is placed in a beaker and the point of the pin is adjusted 
to coincide with the surface. The liquid is sucked over and the time 
taken for a knowm volume to pass over is obtained. 
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The volume is found by weighing the Hquid which is collected in 
a measured time. The tube is lowered continuously in such a way that 
the pin is always in contact with the liquid surface. 

The relation developed on p. 136 connects the factors involved, viz.; 

^ 8' I ' n’ 

where Q is the volume passing per second. The pressure, P, has the 
value .gpH, as can be seen from the figure, if it is remembered that tiio 



column of liquid in the capillary tube is supported by the upthrust 
of the surrounding liquid, leaving the column of ppH to provide the 
pressure necessary to overcome the viscous forces. The correction term, 
depending on Q is neglected, but this can be taken into account, if 

necessary, by plotting 5 against Q as before. 

Q ' 

To find the variation of the viscosity of water with temperature, it is 
first boiled for a few minutes in the beaker. The process described above 
is then repeated at several temperatures as the liquid cools down to room 
temperature. The beaker may then be surrormded by powdered ice and 
the values of t) may he obtained when the temperature approaches 0” C. 

In all eases the mean temperature should not change by more than 
0*6“^ C. during the observations. 

During the observations the liquid should pass for two or three 
minutes; H should be of the order of 60 cm. and I about 15 cm. 
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This method may also be used to compare viscosities, or to find the 
variations with the concentration of solution. 

Determination o! the Viscosity of a Liquid by the Go«axiaI Cylinder 
Method 

The value of the coefficient of viscosity for a liquid such as glycerine 
may be obtained, using the apparatus shown diagrammatically in 
fig. 92. The liquid, e.g. glycerine, is placed in the cylinder, AB, which 
may be rotated by hand or by a small motor. A belt driven by either 
means passes over the pulley, P, and the rotation is imparted to the 



cylinder by the crown bevel wheels, W. The revolutions may be 
counted by the revolution counter, B-. Hence, if a number of revolutions 
n, be timed, the angular velocity, o>, may be calculated. 

Immersed in the glycerine is a second solid cylinder, CD, which is 
suspended on a phosphor-bronze suspension, which carries a mirror, 
M, and which is maintained central by the pivot, .,3- Due to the viscous 
forces in the liquid, the inner cylinder will experience a couple, 0, 
wliich turns it through an angle, 6, such that the torsional restoring 
couple just balances the turning moment due to the liquid. 

If i: is the restoring couple per unit angular twist in the supporting 
wire, and 0 be the constant deflection, in radians, we have 'cd ~ the 
restoring couple due to the torsion of the wire. 

To obtain a value for the couple due to the viscous forces, we will 
first consider the — 
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Let fig. 93 represent a section normal to the axis oi these cylinders, 
of radius and R 2 , as shomi. 

Take any thin cylindrical ring in the liquid having points, A and B, 
on the same radius. If the liquid rotated as a whole, tliere 
would be no relative motion. Thus, for no relative motion, when 
A moves to A', B moves to 0. If to is the constant angular 
velocity, AO = r, and BO = r -h Sr, AA' = r to; BC = (r -f- Sr) to. Now, 
in the actual case, the outer cylinder moves with an angular velocity, 
Q say, and the layer in contact with the inner cylinder is at rest, 
i.e. the liquid does not have this constant angular velocity, Actually, 



the particle at B moves with some larger angular velocity (co 8<o) 
and moves to B' where BB' = (to -}- Sto) (r + Sr), thus having an 
excess over the ‘no-relative motion velocity’ equal to (to -f- Sto) (r -j- Sr) 

— to {r -f Sr), i.e. — Sto (r + Sr), i.e. the velocity gradient is —^--1 

Sr 

or since Sr is negligible in comparison with r, the velocity gradient 

^ = r . ^ in the limit. 
dr dr ‘ 

Thus, considering the forces on the cylindrical shell, if I is the length 
of the inner cylinder from the surface of the liquid to the low'er extremity, 
the area of the cylindrical shell is (27rr)t and therefore from (1), 

- F = v,(2rf)* 

dr 

where F is force due to the viscosity over the curved surface of such 
an imaginary shell. The moment of this about the common axis is 

G = Fr = 2Tcr2ZY)r — , 
dr 


substituting the value for 
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Integrating, we have j ^ ‘ 


2 tcZtjCO : 


-^ + B, 

2r2 


147 


..(H) 


where B is a constant. 


3 = 0, 

) = O, 


B = - 


Now when r = Rj, 

r = R2, 03 = 0, 2IV 

i = _±], 

2 Lb,* e,»J’ 

47rZ7jORj^R2^ 

Rg^ — Rj^ 

But C=T0, 


. c = - 


..(12) 


, t(R22 -Ri2) ^ ■ ... 

whence , = 6. ...(13) 

In the actual case taken (12) must be modified to include the couple 
due to the viscous effect on the under surface of the inner cylinder. 
If this effect were truly due to the parallel circular plates, we might 
readily deduce an expression for it. But the stream-lines in the liquid 
will not be composed of two such regular patterns. The effect at the 
end of the cylinder, CD will be a gradual transition from the one to 
the other. Some end correction is therefore needed. Let us assume 
that the couple exerted on the cylinder, CD, due to the under surface 
and the lower portion of the curved surface, and also the effect due to 
the support, S, which rests on AB, for an angular velocity, Ci, is Kfl, 
then the total couple will be 

4TnirRi2^^ 

(R^^-Ri^) 

where V is the length of the curved surface of the imier cylinder, 
measured from the liquid surface to the lower limit of the regular 
stream-line between the cylinders; the second term deals with the rest 
of the curved surface and the lower surface, as stated. 

If now we have the space between the cylinders filled to a level, such 
as Li, we have, if is the corresponding length and 0^ the deflection, 


L R/ + Ri* ^ 


] • 


...(14) 


For a second case, where the length of the cjdinder immersed is Zg' 
corresponding to a level, Lg, in the figure, if is the deflection, 




47cZ2'r)Rj^R2® 

■R„2 - rTs" 


+ k\. 


...(15) 
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K may therefore be eliminated from (14) and (15) and, if the angular 
velocity, D, is the same for both, determinations, we have by subtraction 


T { 0 , - y : 




,..( 10 ) 


The length to be measured is therefore the difference between the two 
levels, Li and Lg. 

Thus, by maintaining the speed of rotation constant, and observing 
the steady deflection corresponding to two levels of the liquid sur faces, 
knowing LiLg = Zj' — and the dimensions of the cylinders, v), may 
be calculated in terms of t, which itself may be evaluated by observa- 
tion of the twist of the wire, when the Kquid is not in the cylinders, 
and loads are applied at G, as indicated in the diagram. 

Eor liquids whose viscosity is fairly large, the torsion control will 
not be sufficient. In this ease the restoring couple is increased by 
adding masses, m, m, thereby increasing the restoring couple by mgD, 
where I) is the diameter of the wheel G. 

In many cases it is advantageous to eliminate the torsional restoring 
couple entirely. This may obviously be done by adding masses, w, m, 
of such magnitude that the inner cylinder is brought to its rest position, 
as observed by the reflected beam from the mirror, M, on the scale, 
which was previously used to measure and 0,^,. 

In that case, if masses of total value, are supported on the wheel, 

G, Cl = Mjg— , and for the second case with the liquid at level, 

C'2> ^2 “ ^2^' 


Then equation (16) simplifies to 




47CYiRigRag 
Ra^ - R^a 


(h' ^3 )• 


This latter method of working will be foimd most satisfactory for 
glycerine and similar liquids, whilst the former method, using the 
torsion of the fibre, will be satisfactory in the case of less viscous 
substances, such as water. 


Betermination oi the yiscosity of a Transparent Viscous Liquid by 
Stokes’s Method 

This method is,based on the application of Stokes’s law to the fall 
of spheres through the liquid. A glass jar is filled with the liquid, say 
castor ofi. or glycerine, whose temperature may be obtained by means 
of a thermometer placed in it. A 30° G. thermometer reading to 0-l°C. 
is advisable, and the liquid should be maintained at constant tem- 
perature. 
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Steel ball-bearings are measured with a screw gauge and placed in 
a small amount of the liquid in a watch-glass. The ball-bearings are 
transferred to the glass jar, and after dropping a few centimetres 
their terminal velocity is obtained by timing a measured fall. 
To avoid errors due to parallax, paper collars are sHpped round 
the glass jar, and the upper edges of these collars are used as points of 
reference for the determination. Two or three balls of each size avail- 
able are used, and are allowed to drop through the liquid in rapid 
sequence to ensure identical temperature conditions. 

According to Stokes’s law, the spheres move with a terminal velocity 
Vo, which is given by 

F = 6TCY)V0r, 

where F is the viscous force acting on the sphere of radius r cm. 

In the steady state F is equal to the downward force, 

4 

i.e. 6nrjVor = -rzr^ (p — 8) 

2 r® 

i.e. Vo^-^~(p — 8)gr, 

9 7} 

where p is the density of the steel ball (7-72 gm./c.e.), and 8 is the 
density of the liquid (castor oil, 0*96 gm./c.c.; glycerine T26 gm./c.e.). 

If many sizes of ball-bearings are available, plot against and 
calculate tj. 

The velocity of fall is influenced by the proximity of the walls of 
the containing vessel. The spheres should therefore be dropped 
centrally in the vessel. A relation between v the observed terminal 
velocity in a vessel of radius R, and Vq, the velocity in a vessel of 
infinite radius has been given, viz,, 

)■ 

This is called the Ladenbuig correction, and may be tested by allow- 
ing spheres to fall down glass tubes of different radii placed in the 
containing vessel. 


vo^v^: 


1 + 2-4: 


R 


Viscosity of a Lictuid (Oscillating Disk Method) 

The viscosity of a liquid may be determined by timing the period of 
oscillation of a flat circular disk in air, and finding the logarithmic 
decrement in the liquid and in air. 

0. E. Meyer has shown that with such a disk, the coefficient of 
viscosity for a liquid, n, is 


16F 


TcpT (r^ i 
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■where .1 is the moment of inertia of the disk and attachments about 
the axis of suspension, 
p the density of the liquid, 

T the time of a complete swing in air, 
r the radius of the disk, 
d the thickness of the disk, 

X the logarithmic decrement in the liquid, 

Xq the logarithmic decrement in air. 

The development of the above formula is beyond the scope of this 
book, and may be found in Poggendorf Annalen, No. 113, p, 55. 

Without any discussion of the development of the result, we will 
use it as an empirical formula which agrees with determinations by 
other methods. It is an excellent method whereby to study the 
determination of the logarithmic decrement of an oscillating system. 


LogaritlimiG Decremmt 

Consider a body suspended to oscillate about a vertical axis through 
its centre of gravity. If I is the moment of inertia of the body about 
the axis of suspension, F the restoring force per unit angular displace- 
ment, we have the equation of motion, 

16 -f Fe = 0. 

If now a frictional resistance acts on the body so that K is the 
resulting opposing couple per unit angular velocity, the above equation 
becomes 

Ie+K6+F0 = O, ...(18) 

This equation can be -written in the form. 

6 + ifc6 4- n20 = 0, 


where 





F 

I' 


It should be contrasted with the equation for simple harmonic 
motion (p, 47). 

The solution of this equation can be obtained by substituting 
0 == 0oe™h In order that the equation may be satisfied m must take 
such values that 


* + fern 4“ 0, 


while 00 can have any value independent of t 
Thus there are two possible values for w, viz.: 


m 


~h A: — 4w2 


Let these be denoted by and Wg. 

Since the value of 0o is not detemined, it follows that both 



VISCOSITY 


151 


and satisfy the equation whatever the values of 0^ and 0^, 
provided they are independent of 1 

The solution of the equation must contain two adjustable constants 
because it is of the second degree, and it thus follows that the solution is 
e= 02e"'2^ 

Our knowledge of the character of the motion of a body in a viscous 
medium helps in the choice of the solution applicable in the present case. 

It is observed that the motion is like simple harmonic motion in 
that it has a constant periodicity, but it is unlike it in that the amplitude 
falls off with time. 

The displacement graph is similar to that of fig. 94. 



We notice that the values of m are real if and the motion 

cannot in that case be oscillatory for the value of 6 then varies exponen- 
tially with the time. In the case in which we are interested 
and the quantity under the square root is imaginary. The powers of 
the exponentials thus contain imaginaries, and in that way sine and 
cosine terms occur in the solution and represent an oscillatory motion. 

The expression for Q contains a common factor and terms which 

p ■- 

- — t and cos . 


introduce sin. 


sm / and cos w 

Thus the solution can be expressed in the form 

0 = sillin' 




i + B cos 


which may be written in the form 

0 = Qe-kti^ gin 


•) 


...( 19 ) 


k^ 

It is to be noted that the solution still contains two constants, C and 
oc, and at this stage the student can assure himself tlrat it satisfies the 
equation by direct substitution. 

This solution describes quantitatively the features of the motion for 
which experiment has prepared us. 

The period is T ^ j ^ j n 


k^ 
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and the amplitude falls off exponentially in accordance with the 

factor 

J.3 . , . 

In practice is usually much greater than so that the period is not 

. . . 2-k 

generally much changed from the undamped case, in which it is — . 

The curve of fig. 94 is the graph of 0 against t. It is convenient to 
choose the origin so that it lies either at or A, when the solution 
becomes ; 

0 = gqbJ n'^ — or 0 = ^ ... (20) 

Instead of making use of the constant h directly, another known as 
the logarithmic decrement (log. dec.) is employed, To illustrate this, 
take the case with the orighi at and, remembering the value of the 
period T, write 

0 =: cos ~. 

The initial amplitude at t — 0 is BjCj. Half a period later, with 
T 

t — the displacement is BgCg = on the negative side of the 

axis, A period later, ^ = T, the displacement is B3O3 = and 

so on. It is clear that 

^1^1 _ ^2^2 _ „ g/cT/4 

B2C2 B3C3 

The logarithm of this ratio is denoted by X. It is called the logarith- 
JfcT 

mic decrement and is equal to — 

4 

It is to be noted that the logarithm is taken to the base of Naperian 
logarithms, so that 

x = 2-303 log„|!^^ 

The damping is described by means of X and not by means of J;. 
It is often inconvenient to measure the extreme displacements at both 
sides of the zero, but the log. dec. can readily be determined from 
observations of BiCi, B3C3, B5C5, etc. 

It is evident that 

« 1 ba 


^2x. 


In general, if observations are made of a maximum displacement and 
ol another, n periods later on the same side, i.e, of the first and 
(2n + l)th maximum displacements, the logarithm of the ratio of the 
displacements is 2wX. 
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If the amplitudes of these displacements be denoted by 
“2» + i respectively, 

X = — log , 

2w a2n+l 

X may be obtained accurately jfrom this formula for the effect of 
errors in the observations of and is reduced by taking large 
values of w. 

The displacements, are measured from the zero position of the 
pointer or spot of light which traces out the oscillations of the vibrating 
system. It is, however, possible to determine X without observing the 
zero position. 

Let the successive amplitudes be denoted by «2, “a, etc. a^, 1x3, etc,, 
are on one side of the zero; a.^, etc., on the other side. The full 
extent of the successive swings from one side to the other will be 
denoted by pj, Pg, etc. 

Thus Pi = «! + a^, 

P2 — «2 + “a, and so on. 

X can be expressed in terms of Pj, Pg, etc., so that the observations 
to be made are of the full swings and the zero position is not required. 

We have 

^ = ii, 

d" “3 P2 


Similarly, 



Thus 

?«+i 

or X = - log ...( 21 ) 

n p„^i 

This formula can be used to determine X accurately. 

To illustrate the observations necessary, take the case in which % — 5 . 
The first full swing is observed, i.e. the extent of ixj and 03. The second 
full swing is in the opposite direction and has and ocj as its limits. 
The final swing of the series is (ag + a^). Thus, observations are made 
on the first and fifth swings, the first being in one direction, the second 
in the opposite direction, and so on. The disadvantage of this method 
is that in making visual observations it is necessary to take records on 
two sides of the scale. 

In order to make use of the method of determining X by means of 
full swings the following procedure may be adopted. 

As the first observation is made, start a stop -clock and complete 
the observation at both ends of the first full swing. Thus Pj is deter- 
mined. Allow the oscillations to proceed Until +1- 
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lias been reduced to one-half or one-quarter of the original, and when 
making the first of the two readings to determine the last saving, 
stop the clock and complete the determination of |3„+i. Thus in the 
time that elapses between the stopping and starting of the clock, n 
half-periods have elapsed. The period of vibration, T, being known 

n — where t is the time recorded on the clock. 

T 

Another way of making the determination of X by the full swing 
metliod is to obtain a number of successive values of the full swings, 
then to wait until the amplitude has died down and to read an equal 
number of successive values. The time interval must be taken between 
the first reading of the first sequence and the first reading of the second 
sequence. In order to illustrate this method it will be supposed that 
ten values of ^ are obtained in each sequence. 4 

Thus the first set of values are Pu Pg, ■ . ■ Pio- If number of 
half- vibrations which occurs between the hegirming of each sequence 
is n, this number can be found from the time interval, t, from the 

relation w = — . 

The second set of values are • • • Pn+io- 

The formula derived for A shows that 


Thus 

and 


^n+l Pm+2 P«+10 

= !^1 + Pa + • • • + Pio 

Pm+1 Pn-i-2 ~f“ • • • "H Pn+lO 

X = i log Pi + P 2 + • • • + PiQ ^ 

^ Pm+ 1 + P«+2 + • • • + Pn+10 



The method has the advantage that, in effect, the average of a 
number of swings is used and the use of formula (22) ensures that each 
reading is used once only. 


Experimental Arrangements 

A suitable form of^apparatus with which to make a determination 
of -Q for a liquid is seen in fig. 95, 

The flat disk is suspended horizontally by a phosphor-bronze sus- 
pension which is attached to a rod rigidly fastened to the centre of the 
disk. This rod carries a cross-hax whose ends have a screw thread, along 
which two masses may be screwed to balance the disk horizontally. 

A small concave mirror is fastened to the rigid support. 

The time of oscillation of this system is first obtained in air. This 
observation is carried out by the usual lamp and scale arrangement. 
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A beam of light from a lamp is directed on to the mirror, and is brought 
to a focus by the latter on a scale about a metre away. As the spot of 
light passes its rest position on the scale, during its osciiiation, a 
stop-watch is started and stopped after fifty complete swings, hence T, 
the time for one swhig (i.e. the interval between the successive instants 
when the spot of light passes the zero mark in the same direction). 

Determination of I, The value of I may be obtained from the method 
of oscillation described on p. 48, If x is the restoring couple per unit 



angular displacement due to the suspension, we have, in air, where the 
logarithmic decrement is small, 

T = ...(23) 

A small ring of thick copper wire is now placed symmetrically on 
the disk and T', the time of a complete swing, is obtained from a 
determination of the time of fifty swings, for the loaded disk. 

We have 

T = ..-( 24 ) 

where I' is the moment of inertia of the copper wire ring about the 
axis of suspension. 

If a is the radius of the ring of wire, and if the centre is on the axis 
of suspension, I' = ma^, where m is the mass of*the wire ring. 
Squaring (24) and (23) and dividing, we have 


_ i + r _ . , r 

T2 I >“1 


- 1 + 


ma^ * 

~T' 


Hence 


T's _ ipa' 


r, d, and p may bo readily found bv the uaua.! nrtAf.lirsrio 
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The logarithmic decrement is now found for the disk oscillating in 
air. Use is made of the method embodied in equation (22) above. 

The disk is sliielded from draught in an empty glass dish, as in the 
figure. A straight vertical wire is placed in front of the lamp and its 
image is focused on the scale by the mirror. 

The disk is given a displacement and the oscillations are observed 
by means of the image. As it passes the position of rest a stop-clock 
is started. The first turning-point of the image is read off, on the right, 
say, then one turning-point on the left and so on, tabulating eight or 
ten readings on each side, as below. The disk is then allowed to per- 
form oscillations until the amplitude has decreased to half or quarter 
(depending on the time) of the original amplitude. At this stage the 
reading at the turning of the image on the right is observed, and the 
stop -clock stopped. The next reading to the left is taken, and so on 
for eight or ten on each side. 

The time being t seconds between the starting of the clock and the 
first observation of the second set of swings, T being the periodic time 

t 2t 

of the system in air, there have been - complete swings or half 

periods, hence n is obtained, as shown. The above process is repeated 
in the liquid whose coefificient of viscosity is to be determined. 

Thus, in the table opposite, which gives the observations for the 
disk in air and paraffin oil, we have, if T = 3-07 sec., n, the number of 
the half-swing at the commencement of the second set of observations in 


./ 615 \ 

air = 2 ( ) = 

\ 307 / 


: 400 , 


i.e. for air 



-(0-4770) 


= 0-002752. 

In the same way the value of the logarithmic decrement in paraffin 
may be calculated, 

^ 2-3026 ■ 361-5 

n being obtained as above from the time interval measured in this 
case from the beginning of the first set of observations to the beginning 
of the second set, ® 

Thus, by the methods given, we have a value for I, p, T, r, d, X, and 
Xo; hence substituting in equation (17) 73 may be calculated.' 

Repeat the experiment, using water and paraffin oil, and calculate 
the value ot vj for each. 
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Air Paraffin On. 


Scale Reading 

Amplitude 


Seale Reading 

i Amplitude 

Left 

Right 

P 


Left 

Right 

1 P 

24 

45-0 

42-6 


5-1 

47-2 

; 42-1 

2-5 

45-0 

42-5 


6-0 

46-6 

40-6 

2-8 

44-8 

42-0 


6-5 

46-0 

1 39-5 

3-0 

44-5 

41-5 


7-2 

45-2 

38-0 

3-1 

44-3 

41-2 


7-8 

44-5 

36-7 

3-3 

44-2 

40-9 


8-5 

43-8 

35-3 

3-3 

44-0 

40-7 


9-1 

43-2 

34-1 

3-6 

43-8 

40-2 


9-7 

42-6 

32-9 

3-7 

43-7 

40-0 


10-2 

42-0 

31-8 

4-0 

43-6 

39-6 


11-0 

41-5 

30-6 


Total 411-2 



Total 361-6 

Time Interval = 

615 seconds 


Time Interval = 

123 seconds 

16-5 

30-4 

13-9 


20-7 

31-3 

10-6 

16-6 

30-4 

13-9 


20-9 

31-2 

10-3 

16-5 

30-4 

13-9 


21-0 

31-0 

10-0 

16-5 

30-4 

13-9 


21-2 

30-9 

9-7 

16-55 

30-3 

13-7 


21-4 

30-7 

9-3 

16-6 

30-2 

13-6 


21-5 

30-6 

9-1 

16-7 

30-2 

13-5 


21-6 

30-5 

8-9 

16-7 

30-2 

13-5 


21-8 

30-2 

8-4 

16-6 

30-2 

13-6 


22-0 

30-1 

8-1 

16-6 

30-2 

! 

13-6 


22-5 

30-0 

7-5 

Total 137-1 


Total 91-9 


Viscosity o£ Air 

Consider two parallel circular plates, one suspended by a fibre, and 
the other rotating at a constant speed. If the space between the plates 
be filled with any gas a velocity gradient will be set up in the layers 
of the gas parallel to the rotating plate. The layer in contact with the 
rotating disk will move with the latter. Due to the viscosity of the 
gas, the adjacent layer will also acquire a velocity comparable with 
the former. Thus throughout the space, the air strata will be set in 
motion, just as in the case of a liquid flowing through a tube. The 
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layer of the gas in contact with the suspended plate will therefore 
experience a force tending to rotate it in the same direction as the 
constantly rotating parallel plate. Due to the force, a couple will act 
on the plate, which will therefore turn through a definite angle of such 
a magnitude that the restoring couple due to the torsion in the sus- 
pension Just balances the displacing couple of the viscous drag. 

It can be shown that each stratum of air moves as though it were 
a solid, i.e. it moves as a whole. 

To obtain an expression for the deflection of the suspended plate in 
terms of •/], the coefficient of viscosity of the gas, etc., let us assume 
that the edge effect is negligible, i.e. the gas between the plates behaves 
as though the plates were of infinite dimensions, an assumption which 
is Justified by using a guard ring round the suspended plate. 

Let d be the distance between the disks, 

CO the angular velocity of rotation of the moving plate, 

R the radius of the suspended plate. 


A C 


F 


Jll 

— I — rf 


Consider a stratum shown in fig. 96 by the horizontal broken line, 
between EF, rotating, and CD, which is suspended. The parts, AB, in 
the diagram represent a guard ring to eliminate the end effect, CD 
being of radius R. 

In the stratum considered take a point, B, on a circle of radius 
r cm, about the axis of rotation. 

Points Q and R are the projections of P on CD and EE. The velocity 
of R is T . o>; the velocity of Q is zero. The velocity slope is therefore 

tor, . 

d' 

'SSI e have seen that by the definition of viscosity 

F = A, A. 

' dr ' d 

In the stratum considered, let a second circle of radius, r -j- Sr, be 
drawn; between the two circles there is an annular ring of width, Sr. 
The area of the ring is 27tr . Sr. The viscous force acting on such a 
narrow ring is, from the equation above, equal to E, where 


E = 2;.rSr^". 

d 
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Tile turning moment about the axis is 

Fr == . Sr. 

a 

Sucli a moment acts on the suspended disk on the projection of this area. 

The total couple is the sum of such couples taken over the entire 
area. Let this couple be 0, then 

^ oTjOJ , 2irTj(0 TTY]R^C0 

Jo d d ‘k %d 



Let the suspended plate be turned through an angle, e, due to this 
couple. The equilibrating couple due to the torsion of the suspension is 
xQ, where t is the restoring couple per unit angular displacement. 
This gives 


7t7)R'*to 


...(27) 


A suitable form of apparatus is essentially of the form shown 
diagrammatically in fig. 96, A brass plate is rigidly connected to a 
shaft which may be rotated by means of a belt drive on a pulley, which 
is on the shaft, A small counting indicator serves to record the revolu- 
tions of the disk, which is steadily turned by hand or by a small motor. 

At a distance, which may be adjusted, above the plate is a mica 
disk, suspended by a phosphor-bronze suspension, and arranged inside 
a guard ring of brass. The suspension carries a small mirror which 
serves to measure the deflection by the usual method of lamp and scale; 
the whole is enclosed in a brass case which serves as a shield. A 
preliminary experiment wiU give an indication of the most suitable 
speed with which to rotate the plate, for any given distance, d, between 
the plates. 

The zero of the spot of light having been determined, the lower 
plate is rotated until a full-scale deflection is obtained. The speed of 
rotation is maintained constant. When this is steady, the counting 
gear, having been read, is thrown into action, and a stop-watch started. 
Maintainiucf thpi t~~ -j-— - 
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(at least several minutes) the value of the deflection is noted. The 
counter is then thrown out of action and the stop-watch stopped. In 
this way the number of revolutions n, in a known time t, is obtained, 

, 27cn 

hence to = — — 

As R occiurs in the fourth power, several values of the diameter are 
obtained, as accurately as possible, and the mean value calculated. 

d is measured by means of a cathetometer. From the value of the 
steady deflection and a knowledge of the distance between the mirror 
and the scale, d may be calculated in radians. 6 is half the value of 
the angle subtended at the mirror by the length of scale moved over 
by the spot of light, and tan 26 may be obtained, knowing the linear 
deflection and the distance between the mirror and the scale. 

Thus, from this experiment ail the terms in equation (27) are known 
except T and v], • 

To obtain t the suspended plate is turned from its equilibrium 
position, and the simple harmonic oscillations set up are timed. If T 
is the mean value of the periodic time for, say, fifty complete vibrations, 
we have (p. 49) 



where I is the moment of inertia of the mica plate about the axis 
of suspension. 

If now the mica plate is loaded by placing on it, symmetrically with 
regard to the suspension, a circle of brass wire of radius a cm. and 
mass m gm,, the moment of inertia has been increased to T, where 
I' — I + ma^. 

The time of oscillation, T', of the loaded plate is next determined 
by timing fifty oscillations, then 



Squaring (28) and (29) and subtracting, we have 
T'-2 - T2 = 

T 

^ ' 

~ qi'2 

Thus, by equation (27) 

^ 2d 4:-n^ina^ t 
~ (T'2 - T2j ^ 

_ 4:ma^td 0 

“ R4 fx'2 _ T2) “• 
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Having obtained the defieetion in degrees, 9 ° say, we have 


sp that 


180’ 

45R^ (T'2 - T2)'w‘ 


The Determination ol the Viscosity of a Cras by the Mow through a 
Oaphlary Tube 

A simple method for determining the viscosity of a gas which may 
be described as ‘The Constant Volume Method’, has been described by 
Prof. A. Anderson {Phil. Mag., Dec. 1921, pp. 1022-3). The apparatu.s 



is illustrated in ‘fig. 98. It consists of a bulb, V, from which a tube, 
DO, projects downwards and is comiected by rubber tubing to a glass 
tube, AB. These tubes contain mercury up to certain levels marked 
at A and 0. . 

dust below the bulb a capillary tube leads from the tube, DO, as 
shown at D, This capillary tube is provided with a piece of rubber 
tubing which may be closed by a pinch-cock. 

The whole apparatus is mounted on a stand and is of about the 
same size as the constant volume air thermomet^. 

The arm, AB, is mounted on a carriage which is readily adjusted by 
means of a rack and pinion regulated by the turn-screw, C, 

The volume of the gas within Y, down to some mark, 0, and 
extending to the end of the capillary tube is determined. The pinch- 
cock is then opened to the air ahd the mercury brought well below O 
bj’- properly adjusting AB. The pinch-coek is then closed, and the air 
compressed by raising AB until the mercury stands at O 
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4 few minutes’ interval is allowed to elapse so that the temperature 
of the gas which may have been disturbed in this compression, once 
more attains the temperature of the room. The difference in level of 
the mercury in the two tubes is observed. The pinch-cock is opened 
for a definite accurately measured time and then closed. During this 
interval the level of AB is continually adjusted, so that the mercury 
always stands at 0, and the gas consequently maintains a constant 
volume. At the end of the time the difference in level ol the mercury 
is again noted. From the observations made, viz. from a knovdedge 
of the volume, V, of the gas, the two pressure differences, and 
respectively, the time interval, t seconds, and the barometi’ic pressure, 

P, the viscosity is determined from the formula: 

where R = radius of capillary tube and I — its length. 

The above formula may be obtained from an extension of the result 
obtained for the flow of a liquid through a capillary tube. 

Suppose, in the first case, that the gas enters the capillary at a 
pressure Pj, and leaves at a pressure Pg. Let Vj and Vg be the volume 
entering and leaving per second; then PiVi=P 2 V 2 . The volume of 
gas passing any point in the tube per second depends on the pressure 
at the point. The velocity is consequently variable along the axis of 
the tube, and therefore the method of the liquid flow cannot be applied 
to the full length of the tube. 

Consider a small element, Sa: of the tube. Let p be the mean pressure 
in the element and 8p the difference in pressure at the ends. 

Equation (4), p. 136, for the liquid flow, is 

I a -fj 

If is the volume of gas passing through the element, the above 

formula may be applied, and since in this case - (since the 

I Sx 

pressure decreases with increase in x), in the limit 

dp n 

dx 8 7) * 

iSlow, PjVi = P 2 V '2 == since the mass of gas passing any point 

'P 'V ^ ' 

is constant, = —LA; therefore 
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Integrating over the length, of the tube 


p^Vi \Ux = • 
Jo 


PiVi=- 


8 TQ jpt 

le-/]' 


...( 30 ) 


If V is the volume available to enter the tube at a pressure Pj, we 
may write = Pi * 

We may apply Boyle’s law to the instantaneous values of P and V 
at entry, 

i.e. PiV = constant, 


^ dt dt 


- 0, i.e. 


^dt dt' 


whence from (30) 


{P,2 


■Ml. 

16 


. ?L - _ V^?.i 
dt ’ 


...(31) 


I 10 •/] 

(IP 

where — ^ is the rate of change of pressure at the end of entry, and V 
dt 

the fixed volume. 

Pg in the experiment is the constant atmospheric pressure at the end 
of the capillary, and P^ has values, say, andpg beginning and 

ending of the period of observation of t seconds duration. Rewriting 
(31), we have 


18v)iV 2P,L 


it 


,„g ft _ log ( ft±S\l 

2P, 1 ^J>,-P, 


which becomes, on waiting Pg == P == atmospheric pressure, 
/ttRA Pt 




(Pi--py 
lPi-i-P)’(P2 ~ P) 


The term may be calculated and is a constant of the apparatus. 


The Constant Pressure Method 

The determination of p may be made with constant pressure dif- 
ference between the ends bv o-i-- ^ 
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columns in the two tubes at a fixed difference, Tlie point, 0, would 
he chosen at the commencement near the bottom of the tube, and the 
time taken for a volume corresponding to a length of tube between 
the original and final positions of 0 measured. If ^ is the total constant 
pressure inside V, we have 

(p^ - , 30 )^ 

lovjZ^ 

in winch all terms except vj are known. 

The difficulty in this modification lies in keeping the mercury levels 
a fixed distance apart as the gas is driven out. 

This method can be easily applied to the determination of the 
viscosity of a gas, such as oxygen or hydrogen, generated by electrolysis. 

From 



Fig. 99 


The gas is led from the voltameter through a drying vessel, A, and 
along a tube connected to an oil manometer, and finally to the atmo- 
sphere through a capillary tube of length 1. It is advisable to insert 
a thermometer at a convenient point to measure the temperature of 
the gas just before it enters the capillary tube. All joints must bo 
air-tight, and this point requires careful attention. After a short time 
the manometer will become steady and the gas generated by electro- 
lysis then flows down the tube; the flow per second can be obtained 
from the current passing through the voltameter and from the electro- 
chemical equivalent of the gas. The conditions are those required for 
the application of t^ie constant pressure formula in which the atmo- 
spheric pressure is P and the pressure p is that deduced from the 
manometer added to the atmospheric pressure. 

A Simple Exercise on the Constant Pressure Method 
A simple application of the constant pressure formula can be 
obtained by joining a piece of quill tubing to a capillary tube and 
mounting the combination vertically in a stand. 
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A pellet of mercury a few mi llim etres long is iiitrodiiced into the 
quill tubing. When the end, B, of the capillary is opened to the 
atmosphere the jpellet falls and soon acquires a constant velocity. If 
the length of the pellet is h, the pressure below it is (Pq + ggli), where 
Pq denotes the atmospheric pressure. Thus, the gas below it is forced 



Fro. 100 (a) 


through the tube with a constant pressure at each end. 
formula thus applies and the efflux of gas per second is 




(Po4-gP^)^-~Po^ 
167]Z {Po -\- g9h) 


If terms containing M are neglected this becomes 



The above 


This approximation is justified when h is of the order of magnitude 
of a few millimetres. 


By observing the rate of fall of the pellet and from a knowledge of 
the eross-seetion of the tube the rate at which the gas enters the tube 
and consequently, in the steadir +1,/:. ’ 
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determined. Two marks at a measured distance apart should be made 
on the tube and the time, taken for the pellet to fall between them. 
If the distance between the marks is I and the radius of the quill 
tubing is u, 


III this experiment no account is taken of the effect of the surface 
tension of the mercury on the pressure on the gas below it. This is 
tionsidered in the next experiment. 

Eankiiie’s Method for the Determination of Viscosity of Grases 
This method was first described by Prof. A. 0. Rankine in 1910,* 
and has since been summarized in the Journal of Scientific Instruments, 
Vol. I (1924), p. 105, to which account the student is referred. 


C 



D 


Fig. 100(6) 

When the necessary tubes have been carefully cleaned and thoroughly 
dried, the apparatus may be made by taking a length of quill tubing 
of from 3 to 3-5 mm. bore. This is bent as in the figure, and joined 
by rubber tubes R, R', to a capillary tube of from 0-1 to 0-2 mm. 
diameter and 50 cm. long. The whole arrangement is then mounted 
on a hoard, so that it may be moved about with ease. 

Scratches A and B are made on the quiU tubing so tliat the volume 
above A is the same as that below B. 

A pellet of clean mercury (about 5 cm. long) is introduced into the 
tube AB before R is fitted in position. The board is held vertically, 
* Proc. Roy. Soc. A 83, 265, 1910. 
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descend in AB. This pushes the air in 
several desconte il mad^telmiS’b^f ^ ^ the mean time of 
instant the upper surface of the pellet is at^tl erya rom the 

instant the loL surface is at tht lX “"rlTBr Thti re ° 
by inverting the board several times ' 

sc™cT“'‘ move without acceleration as it passes the upper 

As has just been shown, the formula for this case is 


where a is the volume of gas passing through the tube in t seconds 
p IS the extra pressure due to the pellet 
I is the length of the capillary tube, 

R is the radius of the capillary tube' 

71 is the viscosity of the gas in the tube 

the two ends of the peUet 

must he corrected for. The value of p is „ot „here « is the mass of 
the peUet, and A the mean eross-section of the tube, but in (32) above 


surface tension effect. Tim v^L o“ r:ZLT" ^“t'f 
may be found by altering ». This is readily^: by u2g dfeTnt 
lengths of pellet in the fall tube. The value of is plotted against 

this ^yes a straight line, indicating the constancy of r, whose value is 
found from the intercept on the axis of mg ^ ^ 

Now if u. is the volume between the scratches A and B, as determined 
by experiment, v = 

p’ 

where p is the density of mercury. Therefore we*have 


.(?-). 


from which ■/] may be calculated. 
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Wlien it is desired to find rj for gases other than air, another method 
is used to allow for the surface tension effect. 

The mean time obtained for observations on several descents is 
obtained for a pellet about 2 cm. long. Let this be denoted by 

The pellet is then divided into two parts by gentle tapping of the 
tube. The parts should be approximately equal and should be separated 
as little as possible. The effect of this division will be to double the 
effect of surface tension. 

The formula shows that the product pt remains the same, so that, 
if ifg denotes the time of descent for the divided pellet, we have 




This enables s to be found, but another procedure can be adopted. 
Suppose there were no effect of surface tension and the time of descent 
were Iq. 

The above two quantities would then be equal to ^ ig. 


The formula would then be 






This assumes that the volume swept out by the single and divided 

pellet is the same, viz. — . It is for this reason that the two parts of the 
P 

pellet should have the least possible separation. 

The value of #0 in terms of and 

f hh 


- 1 ,) 


The value for t is obtained for the gas and then repeated for air in 
the tube. Eor the two experiments the conditions are ail the same, 
except the contained gas, and since tq is proportional to t, we may 
calculate v) for the gas by assuming the value for air in the comparison. 


CHAPTEB VII 

THERMOIVIETRY ANT> THERMAL EXPANSION 

The Comparison of a Thermometer by means of a Standard 
It is recommended that each student before beginning his experiments 
on heat should choose a thermometer, test its accuracy, and use it 
when required throughout his experiments. The method of comparison 
is to immerse it together with a standard thermometer in a bath and 
observe temperatures over a suitable range simultaneously by both 
in'^trurnents. 

It is convenient for the following experiments to have two ther- 
mometers, one reading from 0°C. to 35° C. and the other from 0°C. 
to 100° G. Both should be cahbrated in this way. 

A large water or oil bath should be carefully heated over a Bunsen 
flame and constantly stirred. The thermometers should be placed in 
the liquid so that the mercury thread shows just above its surface, 
and with their bulbs close together. 

A record of temperatures at intervals of 6° should be taken over 
the range, and a curve drawn with temperature corrections as ordinates 
and with readings from the thermometer to be calibrated as abscissae. 

By means of this curve the readings of the thermometer in later 
experiments can be reduced to that of the standard. 

A better method of heating the liquid is to place it in a bath standing 
in a box lined with cotton wool and to supply the heat by passing an 
electric current through a resistance coil immersed in the liquid. If 
the current is drawn from storage cells, and a variable resistance 
included in the circuit, it is possible to adjust the current so that the 
bath is maintained for a long time at a constant temperature. The 
most convenient form of stirrer is a small propeller driven by a small 
electric motor. 

The Calibration of a Mercury Thermometer 

It is impossible in practice to obtain a perfectly uniform bore in the 
stem of a mercury thermometer, so that it is not sufficient in an accurate 
instrument to divide the interval between the* fixed points into a 
number of parts of equal lengths. The makers of thermometers usually 
attempt to make some correction for this lack of unifonmity by adjust- 
ing the distance between consecutive divisions to suit the bore of the 
stem at the various points. But, in spite of this, unless the thermometer 
is exceptionally carefully constructed, errors remain and a calibration 
has to be made if accurate observations are required. 

In a given thermometer, as a rule, the divisions will be unequally 
■ '1«o' "■ 
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spaced at different parts of the tube, and the bore will vary from point 
to point. 

The first step is to divide the tube into segments consisting of five 
to ten degrees each, and over each to find the average distance between 
each division. We assume for the sake of definiteness that we are 
considering intervals of ten divisions. Measure each of these, beginning 
at 0°, by means of a micrometer microscope, and deduce the average 
length per degree for each of the ten intervals up to 100°. We are 
assuming that the thermometer is divided into degrees centigrade from 
0° to 100°. 

When this has been done a thread of mercury is broken off" from the 
main column of length equal to that of about 10° on the thermometer 
scale. 

This thread may be obtained by connecting a small jet, made by 
drawing a glass tube to a narrow bore, to a gas-pipe, and lighting the 
gas at the narrow end, adjusting the supply to produce a flame about 
half a centimetre long. If this flame be applied cautiously at the point 
of the thread where it is desired to sever it, the thread will divide. 
During the application of heat the thermometer must be rotated to 
avoid fracture due to unequal heating. 

The thread is moved by gently jerking the thermometer until one 
end is at 0° and the other near 10°, and its length measured. 

The thread is then moved so that one end lies at 10° and the other 
near 20°, and so on up to 100°. 

If it is difScult to get the detached thread down to zero, owing to 
the projection of mercury from the bulb past the zero mark, the bulb 
should be cooled by wrapping it in wool and moistening with ether. 
This will clear the tube and allow the thread to be moved down without 
its rejoining the main mass of mercury. 

Denote the ten lengths of the thread by Zg, Zg, etc. 

Let these be reduced to their equivalents in degrees. This is readily 
done since the average width of one degree is known in the different 
parts of the scale. Denote these equivalent lengths by Zj, Zg, Zg, etc., 
and the mean of these by Z. 

If the tube had a uniform bore of the same length as that of the 
actual instrument between 0° and 100°, the readings would be Z, 2Z, 3Z, 
etc., instead of Z^, Zj -f Zg, Z^ + Zg -}- Zg, etc. 

Let the values ad&ed respectively to Z^, Zg, Zg, etc., to make them 
equal to Z, be S^, Sg, Sg, etc. 

Then * Z = Z^ 

’ Z = Zg -j~ ® 2 > ®tc. 

The corrections to be applied near 10°, 20°, 30°, etc., are therelbre: 

Z — ■ Zj^, 2Z — Zj Zg, 3Z — Zj — Zg — Zg, etc., 

Sn Si-fSg, + + 


or 
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The correct temperatiu’e corresponding to is {t-^ -j- Sj), and corre- 
sponding to the point -j- t^) it is -f Sj + B^), and so on. 

We have assumed up to the present that the fixed points at 0° and 
100° are correct. 

A table is drawn up as shown below. The correction to be applied 
near 10° is — 0*023, for the thermometer column is too long at this point, 
near 20° the correction to be applied is (—0*023 + 0*032) or +0*009. 
The correction would have been +0*032 had the point near 10° been 
correct, but since that was not the case both errors come in. We 
correct similarly for other points by adding errors algebraically, and 
recording in the last colunan the amount to be added to the ther- 
mometer reading to obtain the correct temperature. 

Note that in the example given the thread was not very near to the 
mean length of 10°. It is convenient to arrange this as closely as 
possible to 10°. Strictly, the error —0*023 ought to be applied to the 
recorded temperature of 10*231, but the error will probably not vary 
very rapidly in the neighbourhood of any given point. Hence we take 
the corrections in the last column as applied at 10°, 20°, etc. 

Mean length of thread, as deduced from column 4, 10*208. 


Region of 
tube 

Mean 
length per 
scale 
division 

Length of 
mercury 
thread 

Equivalent 
of thread 
in degrees 

Difference 
from mean 

Correction 
to apply 
to upper 
reading 

0 °- 10 ° 

0*2385 

2*442 

10*231 

Si —0*023 

- 0*023 

10 °- 20 ° 

0*2389 

2*431 

10*176 

Sa +0*032 

+ 0*009 

20°- 30° 

0*2391 

2*449 

10*243 

Sg —0*035 

- 0*026 

30°- 40° 

0*2389 

2*435 

10*193 

84 +0*015 

- 0*011 

40°~ 50° 

0*2398 

2*438 

10*167 

Sg +0*041 

+ 0*030 

50°-- 60° 

0*2350 

2*426 

10*323 

Sg —0*115 

- 0*085 

60°- 70°; 

0*2355 

2*404 

10*208 

S 7 0*000 

— 0*085 

70°- 80° ; 

0*2353 

2*393 

10*170 

Sg +0*038 

-0*047 

80°- 90° ! 

0*2347 

2*392 

10*192 

Sg +0*016 

-0*031 

90°-100° i 

0*2367 

2*408 

10*173 

Sio +0*035 

- 1 - 0*004 


Draw a curve with thermometer readings as abscissae and the 
corrections to be applied to obtain the corrected leadings as ordinates. 
The curve should pass tlurough the oj-axis at 0° and 100°, since these 
points have been assumed to be correct. ■» 

If, however, the fixed points are incorrectly placed, the errors must 
be found in the usual manner with ice and steam. 

Suppose that the zero correction is Sq, while that at 100° is Sioq. 
The upper fixed point must be corrected for pressure, latitude, and 
height above sea-level. 
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The barometer must also be corrected, owing to the fact that it 
is probably not read at the temperature at which the instrument was 
standardized. 

This last correction may be made by the followmg formula: 

If Iiq denotes the height at 0°, and that read at f, 

For Inbitude X and at a height d feet above sea-level, the length of 
the column wiiich produces the standard pressure at 0° and at sea-level 
ill the standard latitude of 45° is: 

L = (760 + 1-94562 cos 2X + 0-000046466d) mm. 

Under this pressure, L, the boiling-point is 100° at the height and 
latitude of the place of observation. 

Thus, Aq is equivalent to ~ atm. or ~ x 760 mm. under normal 
Lf Ij 

conditions. From this and the following table the correction to the 
boiling-pohit may be made. 


Maximum vapour pressure 

j Corresponding temperatures 

720 mm. 

98-493° 0. . 

725 

1 98-686 

730 

98-877 

735 

99-067 

740 

^ 99-255 

745 

99-443 

750 

99-630 

755 J 

99-815 

760 I 

100-000 

765 ■ ■ 'i 

100-184 

770 i 

100-366 

.775 

100-548 

780 

100-728 


The zero on the scale actually records the reading —Sq, and the 
100° records (100 — SjoJ. 

Thus a correction.is required for this. 

Plot on the curve the two points (0, 0), (100, Sjoo — Sq), and join them 

by a straight hne. The ordinate of this line at x° is (S^n — Sn) • -~ 

100 o; 

since each degree, even if correct as regards bore, would register only 

100 - — ^100 'h 8 8 

^ we must add to it an amount, - on account 

of the errors at the fixed points. 



173 


THBEMOMETEY AND THEBMAL EXPANSION 

To a;° we must add x ■ - 

100 

Thus, if we draw on the same graph on which the first set of results 
was plotted this second curve, the difference between the two ordinates 
taken algebraically will give the true reading corrected for errors due 
to bore and fixed points. 

Redraw a new curve, showing as abscissae temperatures as recorded 
by the thermometer and as ordinates the difference of the ordinates 
of the two curves, and the resulting curve will give the amount to 
be added to any recorded temperature to give the true temperature. 

Throughout the taking of measurements the temperature of the 
detached thread should remain constant, and in order to be sure that 
this condition holds, place another thermometer close by and observe 
whether it varies or not. Do not handle the thermometer under 
examination more than is necessary, and only do so by holding it at 
the tip away from the bulb. 

Hewton’s Law of Cooling 

The object of this experiment is to verify Newton’s Law of Cooling, 
which states that the rate at which a body cools is proportional to the 
difference of temperature between itself and the enclosure in which it 
is placed. The constant of proportionality depends on the surface 
exposed and the thermal capacity of the exposed body, and the law 
is true for small differences of temperature only. 

The conditions under which this law apphes* approximately must be 
considered. The body must be supported in the air in a place in which 
there are no draughts. The heat of the body produces local convection 
which is chiefly responsible for the loss of heat. In addition, there is a 
small loss due to radiation and conduction. The apparatus to be 
described is designed to comply with the conditions and to ensure a 
definite temperature of the sucroundings. 

The apparatus required is a small metal thimble, into which water 
at about 80° C. can be placed, provided with a cork through which a 
thermometer passes for noting the temperature of the liquid. 

The enclosure consists of two calorimeters, one inside the other, and 
containing vrater in the space between, to provide an enclosure at 
nearly constant temperature. A thermometer placed in this water, 
which should be stirred occasionally, gives the temperature during the 
experiment. 

Observe the temperature recorded by and Tg (fig. lOl), at intervals 
of half a minute during the initial stage of the fall, and, as the rate 
decreases, the interval between observations may be increased. The 
record of Tg should not vary very much. 

* The conditions described are not exactly those originally stated in association 
with this law. 
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Tabulate the results thus: 


Time (mins.) 

Eecord of Tj: 

Kecord of T„ 

0-0 

72-6° C. 

12-2“ C. 

0-5 

71-3°C. 

12*2° C. 

1-0 

70*1°C. 

12-2° C. 

1-5 

69-0° C. 

12-2°C. 

2-0 

67-8° C. 

, 12-2° C. 

2-6 

66*7“ C. 

12-2° G. 

3-0 

65-6° C. 

. 12'2°C. 

3-5 

64*5° C. 

12-2° C. 

4-0 

63-5° C. 

12-3° C. 

4*5 . 

62-5° C. 

12-3°C. 


■y:,, _ ■■ 



Draw a curve showing the relation between the temperature and 
the corresponding time. 

Make the temperatures the ordinates and times the abscissae. 



The rate of fall of temperature may be obtained from this curve by 
measuring the tangent of the angle of inchnation of the tangent to the 

curve to the axis of t This measures the value of at the various 

dt 

points of the curve. 

According to 'Newton’s law these values should be proportional to 
the differences between T^ and Tg. If Tg does not vary very much its 
mean value may be regarded as the mean temperature of the enclosure. 

If Tg varies too much to permit this approximation, draw a curve 
showing the relation between Tg and the time on the diagram which 
shows the relation between Tj and the time. 
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Then at each time we can determine the value of (Tj — Tg) and the 

correspondmg value of from the same graph. 
dt 

Make another table containing two columns, one for values of 

dT 

(Tj — Tg) and the other for the corresponding values 

Draw a curve with the values of (T^ — Tg) as ordinates, and those of 
dT 

as abscissae, when, if these two quantities are proportional, the 
result should be a straight line. 

The Use of the Weight Thermometer 
The weight thermometer consists of a glass bulb, B, drawn out at 
the upper end into a capillary stem, A. 



B 


]?ia. 102 

A convenient size is obtained by making B about one and a half to 
two inches long, and between a quarter and half an inch wide. It forms 
a good exercise to make the apparatus from a piece of glass tubing. 
If this is done, care must be taken to get rid of any blob of glass likely 
to accumulate at the bottom of B, otherwise in the subsequent heating 
B will be very hkely to crack. 

The apparatus measures the expansion of any liquid placed in B 
relative to glass. In order to deduce the real expansion it is necessary 
to know that of B. 

The coefficient of expansion of mercury has been found with great 
accuracy, and may be taken as 0-0001818. * 

We may therefore use mercury to find the expansion of B, and then 
use B to determine the expansion of other liquids. W§ shall consider 
the determination of the expansion of water, 

(1) Determination of the Expansion of the Weight Thermometer 

Carefully weigh the apparatus. 

Surround B bj?’ wire gauze and warm carefully in order to drive out 
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air. Pkce the end A under clean mercury contained in a dish and 
allow B to cool so that a little mercury enters. Then, when sujEficient 
has entered, boil the mercury so that the space above it may become 
full of mercury vapour. Once more place A below the mercury, when 
B w'ill fill as the vapour condenses on cooling. 

It is best to carry out the process gradually, heating and cooling B 
several times, and allowing a little mercury to enter at a time. 

Warm up the mercury first to prevent the bulb from cracking when 
it enters. 

Allow B to cool gradually, and finally surround it with ice, keeping 
A immersed all the time. 

Bring up a small, weighed, empty dish, and remove the mercury at 
A, replacing it by the empty dish. Remove the ice and allow B to 
acquire the teniperature of the room. Mercury will, of course, flow 
over into the dish. As soon as the flow ceases, weigh the bulb, B, 
and the dish. Let the total weight of mercury within B at 0° be 
denoted by Wq. 

Immerse B and as much as possible of the stem in boiling water, 
and catch the mercury that flows out in the little dish. 

After the bulb has remained in the water for a quarter of an hour, 
to allow it to assume the temperature of the boiling water, remove it, 
dry and carefuUy weigh it. Suppose that w is the amount that has 
flowed out. As a cheek reweigh the dish and again determine w. 

Let po denote the density of mercury at 0°C. and pj that at tem- 
perature T. 

If Vo denote the volume of the apparatus at 0° and V^ that at T, 
while ^ denotes the coefficient of expansion of glass. 


But 


L 

Vo 

Vo 


== 1 + pT. 

Po ’ ^ Pi 
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or 
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The ratio 

Wo 


- is small, and since |3 is also small we may often 


neglect the first term on the right and nse simply 

w 1 

a — P == ^ . — • 

Wft — M? T 


(2) The Coefficient of Expansion of Water 

The value of this coefficient varies considerably throughout the range 
0°C. to 100° C. In this experiment the average value between two tem- 
peratures, say, 20° C. and 60° C. will be determined. If both tempera- 
tures are above that of the room the experimental difficulties are not 
so great. We assume this to be the case though the method is quite 
general, and exactly the same precautions have to be taken as in (1) 
if water flows out on moving B from the lower temperature enclosure 
to the balance. Carefully fiU the weight thermometer with water that 
has been recently boiled to get rid of contained air, and place it 
completely immersed in water at temperature Remove it, dry, 
and weigh. 

Place the thermometer in water at and repeat. 

Use the formula given above to deduce a for water, making use of 
the value of p previously determined. 


Determination of the Density of Water at Various Temperatoes by 
means of a Glass Sinker 

In this experiment a solid is weighed while totally immersed in water 
at different temperatures, so that by the principle of Archimedes the 
weights of the fluid displaced by the soHd corresponding to the various 
temperatures are known. 

Let Vo denote the volume of the solid at 0°C. and a the coefficient 
of expansion of the solid, so that at temperatiue t°, the volume is 
Vo (1 + a^). If pf is the density of the water at temperatm’e, i, the 
loss of weight due to immersion is Vq (1 -{- ai)p(. This value is observed 
by the balance; let it be W(. 


Then 


Vo (!+««)■ 


In order to carry out the experiment, a long wire is attached to the 
scale-pan of a balance and passed through a hole in the base of the 
balance to support the sohd, which hangs in the watet. Since during 
some part of the experiment the water will be at a temperature con- 
siderably above that of the immediate surroundings of the balance, 
it is necessary to use a wire about 40 cm. long, so that convection 
curi'ents may not disturb the equilibrium of the balance. 

The wire should have a diameter not greater than mm., so that 
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smface tension may not cause any appreciable effect where it enters 
the water. In practice thin copper wire is often employed, though it 
is preferable to use a short length of platinum wire, specially treated 
to diminish surface tension effect for immersion in the water. 

A stirrer is necessary to keep the temperature of the liquid uniform, 
and as soon as the wlhrls, due to stirring, have died away, the balance 
is made and the temperature taken by a thermometer immersed in the 
water with its bulb as near as possible to the solid. 

It is preferable to heat up the water to the highest desirable tem- 
perature and allow it to cool down. In this case the weights in the 
scale-pan will require to be continually diminished. The weights should 
he adjusted before an observation so that the solid appears a little 
too heavy. After a short interval the scale pointer will cross the 
zero position, and at this instant the temperature of the water should 
be observed. 

In this way a series can be obtained very conveniently for tempera- 
tures above that of the atmosphere. 

The solid is first weighed in air so that the values, Wj, corresponding 
to different temperatures may be obtained by subtraction. 

As a sinker it is usual to employ a glass bulb containing lead shot, 
and a may then be taken as 0*0000232. 

When it is not possible to reduce the temperature right down to 
zero it may be taken down to some convenient low temperature, 

By finding the weight, of the submerged vessel at this temperature, 

the volume, may be deduced by the help of the density table 
appearing on p. 179, taken from Kohhausch’s Physical Mmsurmicnts, 

since 


The densities at the other temperatures may then be deduced by 
the formula 


Vi, {1 -}- a (f — ^o)} 


In the laboratory it is convenient to begin at a temperature of about 
80°, and make observations about every 10° C. 

A curve should be drawn exhibiting the relation between temperature 
and density. 

Alternatively, the experiment may be made in order to determine 
the coefficient pf expansion of water for varying intervals of temperature 
from the formula: po =: (1 4 - pi). 


Ilhe Constant PressiHe Aft Thermometer 

In this form of thermometer temperature is defined by means of 
the equation V, = V.(l + a«); 



I 

.'ll 
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DENSITY OF WATER BETWEEN 0° AND 20° C. PER C.C. 


Tomp. 

Density 

Temp, 

Density 

0° 

0-99988 

11° 

0-99965 

1° 

0-99993 

12° 

0-99955 

2° 

0-99997 

13° 

0-99943 

3° 

0-99999 

14° 

0-99930 

4° 

1-00000 

15° 

0-99915 

5° 

0-99999 

16° 

1 0-99900 

6° 

0-99997 

^ IT 

! 0-99884 

7° 

0-99993 

18° 

0-99866 

8° 

0-99988 

19° 

0-99847 

9° 1 

10° ! 

! 

0-99982 

0-99974 

20° 

0-99827 


t denotes the temperature, and Vq the volumes occupied of a certain 
mass of gas at two temperatures, the former at f and the latter at a 
convenient fixed point: the zero of the scale. 

By choosing the melting-point of ice as t — 0°, and the boiling-point 
of water as ^ = 100°, mider standard conditions we can find the 
value of a. 

We may therefore say that the equation is assumed, and that t is 
defined by it, 

It is assumed that the pressure remains constant throughout. 

The diagram shows a simple form of constant pressure thermometer. 

The mercury reservoir is adjusted so that the mercury stands at the 
same level in the two tubes, CD and EF. When this is the case the 
pressure is equal to that of the atmosphere in both tubes. 

Suppose it is desired to determine a certain temperature with this 
instrument, say the melting-point of wax. First surround the bulb 
completely with powdered ice and turn the three-way tap, T, so that 
B and CD are open to the room, and adjust G so that the mercury 
stands at the zero division on the graduated scale of CD, 

Wait for about ten minutes to allow the bulb to cool exactly to 
0°G., and turn the tap so that B and CD are connects to each other 
but cut off from the atmosphere. In this way the zero on the scale is 
made to correspond to 0°G. 

Now immerse the bulb in boiling water, and lower G until the 
mercury stands at the same level in the two tubes, and observe the 
scale reading. 
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Read the barometric height, and deduce the boiling-point of the 
water. 

Surround the bulb with warm water and adjust its temperature to 
the melting-point of the wax. To do this, put a small piece of the wax 
in a small test tube and immerse it m the water. Heat the water until 
the w'ax melts, and then let it cool a few degrees, and then warm up 



very slowly, keeping the water stirred until the wax begins to melt 
again and then take the reading of the thermometer. Of course G must 
be adjusted so that the level of the mercury is the same in both tubes. 

From the observations made we can deduce the melting-point of 
the wax. Note the temperature also by means of an ordinary mercurial 
thermometer. 

Theoretical Considerations 

The fundamental equation of gas thermometry, whatever may be 
the form of thermometer, is simply: 

Total mass of gas in the instrument -- constant. 

In practice it is not possible to maintain all the gas at the same 
temperature; some of it is necessarily remote from the point of applica- 
tion of the body examined. These remote regions are described by the 
term ‘dead space’. 
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In our apparatus the dead space extends from H to the level of the 
mercury m C. 

We shall suppose that the scale readings are in c.c.s, heginning at 
the zero and extending downwards. 

Let the reading corresponding to the case when boiling water 
surrounds B be denoted by Zf,, and let be the reading when the 
wax is melting. 

Let the volume from the top of the bulb at the point where it is 
immersed to the zero of the scale be denoted by v, with a suffix to 
indicate the temperature at which it is measured. 

The temperature of the dead space, which has a total volume {v -f- z), 
wdi vary from one end to the other; but we shall make our calculations 
by assuming that this temperature is uniform throughout and equal 
to that measured, by placing a thermometer in a position approximately 
midway between the two ends of this space. 

We shall denote this by the letter t, and when the bulb temperature 
is t we shall write for the corresponding temperature of the dead 


space. 

Let the volume of the bulb together with that part of the tube 
which is immersed be Vq at the temperature zero, let p denote the 
coefficient of cubical expansion for glass, and Pq the density of air 
at zero. 

The mass of gas in terms of the quantities measured when the bulb 
is at 0®C. is 

VoPo + Pro- 

The temperature of the dead space is, of course, not necessarily at 
0°, it has some value tq. 

This may be expressed in the form: 


Po 



(1 +Pt o)1 
{I + «To)/ ■ 



When the bulb is at a temperature, t, let denote the reading on 
the scale. This denotes the volume between the zero of the scale and 
the mark Xf at the temperature at which the apparatus was graduated. 
This is often done at about 16° C., and the laboratory temperature is 
usually in this neighbourhood. We shaE not introduce any great error 
into our calculations if we regard this as measuring the true volume of 
this part of the apparatus under the conditions of the experiment. 

The temperature of the dead space is now and the total volume 
is therefore 


The mass of gas in the dead space is 


^0 ( 1 + pTf) Po ■ gfPo 
1 -f- fiCT* 1 -f- 
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Hence tlie total mass is measured by 

Vn£ _+ m 9o , «0 (1 + Po 

/ 1 + at ' 1 

If the expressions (!) and (2) be equated, since they denote the same 
quantitj", it vill be found that: 


...( 2 ) 


(1 + 




iL^ + 

1 + ai V( 


^/L 

Vo y 


-f |3 to 1 -f pTf' 


;)}■■■ 


(3) 


. + aT0 1 + aT, 

The second term in the square bracket may be written 

^0 ( « - ^) ('Tf - -fp) 

Vo(l+«To)(H-aT,)’ 

where we have neglected the product ap in the numerator. 

In practice the difference between t* and is not very large, and 

the construction of the apparatus provides that ~ is small. 

We may thus neglect this term in comparison with the first term in 
the bracket without introducing any great error. The student is 
recommended to find an approximate value of the two terms, so that he 
may better appreciate the effect of this neglect of the second term. 

We then have 


Xf — Vp (a p) i 


1 + ar^ 


...(4) 


1 + 

If we apply this to the case when the bulb is surrounded by boiling 
water, of which the temperature is b, corrected, of course, for any 
variation of the barometric height from normal, we have from (4) 

1 + ax;, 


^6 = Vo (a — p) 6 


Hence from (4) and (5) 
aJi _ 


1 +a6 

1 + axi 1 ab t 
1 -f- a^o 1 -f- b 
1 . 


- + 6 
a. a 

- 4- Tj, - + i 


...( 5 ) 


...( 6 ) 


The value of - may be taken as 273* 1. 

and Tj may be observed on a mercury thermometer, although this 
is introducing into the experiment the mercury scale. 

Equation (6) is a linear equation in t, which is thus determined from 
the reading on the scale of the air thermometer. 

This enables us to deduce the temperature of the melting wax. 
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The Constant Voilime Air Thermometer 

The diagram illustrates a common form of the apparatus. 

The bulb, B, is connected by a capillary tube to rubber tubing, DE, 
and to the glass tube, EF. 

EF slides against a scale, SS, by means of which the height between 
the mercury levels in the tubes, CD and EF, can be read. 

EF can be clamped in any desired position, so. that the level of the 
mercury in the tube CD stands always at a definite mark, C. 



In this case the temperature is defined by assuming the relation: 

%>t = (1 + or i 

Pi denotes the pressure within B at a temperature i, and that at 
a standard zero position — ^the temperature of melting ice, while the 
volume of gas remains constant. 

The pressures are measured by adding the atmospheric pressure to 
that due to the mercury column of length, h. 

In practice, the part of the apparatus contafeiing the air expands 
with rise of temperature, and there is the dead space, HC, to be allowed 
for as in the last experiment. ». 

Let Vo denote the volume of the bulb and immersed portion of the 
apparatus, Wo that of the dead space at 0“. 

Suppose that the dead space remains at temperature tq during 
the experiment when B is surrounded with ice, and when it is 
.surrounded by steam. 
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We shall show how a may be determined experimentally. 

K po denotes the density of air under normal conditions, and p that 
at pressure, p, and temperature, 

Po ^ 

'76’ 


P = ; 


1 -f" 

The mass of gas contained in the thermometer is 


^Po V rM? „ 

76 ■ " 76 ‘ " (1 + ocTo) 

expressed in terms of the conditions prevailing when B is at the 
temperature of melting ice. 

Similarly, the mass of gas expressed in terms of the conditions 
prevailing when B is at temperature, f,ia 

Vo (L±B_lMo -f ^olL+_P^*) 

■76(l+ai) 76{l-faT,) ‘ 

Hence, on equating (7) and (8): 


(V) 


( 8 ) 


^^0 "^0 +• 


^0 (1 + 

(i + aT, 




V ^ A. ^ 


...(9) 


P0=P!^, 


...(11) 


Again, on account of the smallness of the ratio -- we have as an 
approximation , V o 

I + R /im 

-m 

When the bulb is at the temperature, b, of boiling water, 

l±lt 

^ 1 -f- a6 

We may assume the value 0*0000232 for ^ and thus calculate a from 
(11) by observing the pressures when the bulb is surrounded by melting 
ice and by steam respectively. 

Equation (10) then enables us to deduce the temperature corre- 
sponding to any pressure, 

Take a mercury thermometer and immerse it close to the bulb, 
observing its readings and the corresponding pressures. From the latter 
deduce the temperatures from (10) and draw up a table recording these 
in one column opposite to the records of the mercury thermometer in 
a second column, ' 

Draw a graph with air temperatures as ordinates and morotiry 
temperatures ^s abscissae, exhibiting the deviations between the two 
temperature scales. 

In order to calculate the value of ~ if this is necessary, first adjust 

■ ■ Vq 

the mercury to the mark C, immersing B in water that has come to 
the room temperature. 
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Read off the pressure, P, to which the air is now subjected. 

Carefully raise BF so that the mercury approaches the bend at H, 
and so fills nearly all the dead space. Let the pressure within the bulb 
be now Pg. Then, since the conditions are isothermal and the whole 
volume, ^ 0 , has been very nearly filled with mercury in the second case, 
PgVo = Pi (Vq -{- Vq). 

• ^ = ^2 ~ Pi 

■■ Vo Pi ■ 

We may read the ■ temperatures Tq and by means of a mercury 
thermometer placed close to the dead space and obtain a closer 
approximation to the value of a. 



In the second form of apparatus (fig. 105), into which the first may 
be readily converted, the volume of the dead space is made negligible. 

In order to measure the difference of level between C and F, two 
tubes, WW, connected by a rubber tube containing water are adjusted 
so that the level on the left is the same as that at C, and consequently 
this is the same on the right at O'. 

The distance, C'F, is readily observed on SS. 




CHAPTER VIII 


CALORIMETRY 

The Specific Heat of a Solid by the Method of Mixture 
The student will be familiar with the principle of the method of 
mixture. The main-obiect in this description is to give an account of 
the method of making a correction for the error arising from exchanges 
of heat with the surroundings. 

If W is the water equivalent of the calorimeter and contents, m the 
mass of the solid, and s its specific heat, and if is the initial tempera- 
ture of the calorimeter, the final temperature, and T that of the solid ^ 
initially, then if there has been no loss of heat we have 

ms (T - y == W (ia - y . 

In practice there is a loss or gain of heat from or to the calorimeter, t, 
which should be added on the right-hand side of this equation, since all 
the heat from the solid has not been retained in the calorimeter. 

We may make the correction by the consideration that the final 
temperature, would have been + Ai, where M is an interval of 
temperature which must be small if the experiment is to be successful. 

Hence the corrected equation is 

tns (T — — W (^2 + M — tj). 

At wiU be small if during half the experiment the calorimeter gain’s 
heat, and m the other half loses heat. This can be arranged by adjusting 
the initial temperature so that the room temperature is approximately ‘ 
a mean between it and the final temperature. 

A preliminary experiment is made to find out roughly the tempera- 
tures that will be attained during the experiment. 

The same amounts of the materials are used in a second case, but 
the calorimeter is cooled down by adding small pieces of ice or wanned 
up, as may be necessary, so that and may lie at nearly equal 
temperature intervals below and above the temperature of the room. 

The temperature of the calorimeter is noted immediately before 
immersing the hot body, and then at quarter- or half-minute intervals 
until the maximurn temperature is attained, the observations being 
continued beyond this point at definite intervals. 

These results should be plotted on a graph (fig, 107). 

The curve obtained will be similar to ABC. Had there been no - 
losses or gains, the curve would have been similar to ADE, the final 
temperature remaining constant at the level DE. 

Regnault’s method of making the correction is actually to make the 

correction of the ordinates aud dTfl.w +.K a miTTTo A ■mr 
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For this purpose we require to know the rate of cooling at any 
particular temperature. 

■ Find the rate at one temperature, e.g. at the mean temperature over 

the range EG, and plot against 0 on a curve. In doing this it is 
at 

assumed that the relation is linear in accordance with Newton’s law. 



At the temperature of the room vanishes; for if the calorimeter 
at 

and surroundings were at the same temperature then there would be 
no loss or gain. 

We therefore have two points on the graph, and by joining these by 

a straight line we can determine at any value of 6 (fig. 106). 
at 

Divide ABC into sections very nearly straight, as AE, EQ, etc. Note 

do 

the mean temperature over AR and jBrom the graph for ~ note the rate 
dd 

— for this temperature. Multiply this by the time, ON, and add the 

result to the ordinate, NR, thus obtaining NR^. Let this correction 
be SSj. 



In the same way find the amoimt S fig, lost during the interval, NM. 
Add the sum (SOj + to MQ and so obtain MQ^. Continue this 
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The curve obtained in the experiment should attain this horizontal 
branch very nearly, and the ordinate is the quantity + Afg. 

Another way of making the correction for the interchange of heat 
vdth the surromidings without actually drawing the corrected graph 
is as follows. 

Suppose that a calorimeter containing a liquid has been mounted 
in an enclosure in conditions in which Newton’s law holds and that 
a hot body is ready to be immersed. 



Fia. 108 

The temperature of the calorimeter and contents should be recorded 
for a few minutes before immersion and the graph of temperature 
against time drawn. This will resemble MA in fig. 108. The time of 
immersion of the body should be noted at frequent intervals during 
the rise along AB to the maximum. This change may occur rapidly 
and it is advisable to record the temperature at quarter- or half- minute 
intervals. Beyond B the fall of temperature is slower and a reading 
every minute will suffice. 

The luie PQRS at the level of the temperature of the surroundings 
should be drawn. 

The pohit A corresponding to the point of immersion of the solid 
can be found by noting the time at which the body entered the liquid. 
Draw perpendiculars from A, from the point of maximum temperature, 
B, and from spme convenient point, C, on the descending part of tlie 
curve on to PQRS. 

According to Newton’s law the rate of loss of heat from the calori- 
meter is given by the formula 
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If W is the water equiva,lent of the calorimeter and its contents 

^=W-- 
dt dt 

dd 

Thus 

or ^ = 

The constant k depends on the water equivalent, on the area of the 
surface of the calorimeter and on the nature of the surface, all of 
which remain unaltered during the experiment. 

Thus the temperature change due to the operation of Newton’s law 
ia k {6 — 6(^) dt. 

In an extent such as AB, the total change due to this cause is 
JfcJ(6 — 6q) dt. This will be described as A6 to denote that it is only 
part of the change of temperature in this extent, the other change 
being due to the hot body. A0 is conveniently represented on the 
graph for ^ddt taken between the limits AB is equal to the area 
AQBVU, while ^d^dt between the same limits is PRVU. Thus the 
difference of the two quantities is (QBR — APQ). This is the area 
between the curve AQB and the line of the surroimding temperature, 
the part APQ being subtracted if it lies below this line. 

If the graph be drawn on squared paper this area can be measured 
in terms of unit squares with sides 1 second and 1 degree. We cannot 
determine AS until k is found. 

This can be found from the extent BC, for in this case the loss is 
k X BCSR, In tliis region the only temperature loss, A6\ occurs 
according to Nevdon’s law, so that Ad' is equal to the temperature 
difference between B and C in this extent. We can write A0'=0jj— flc, 

™ A 6 Area between AB and hne of ©n 

Thus — = — - — — 

0JJ Area between BC and line of Gq 

There is some difiSculty in locating the exact position of the maxi- 
mum, B, but this will lead only to a small error if care is taken. It 
must also be remembered that the correction AO must be small if the 
conditions are to be favourable to accurate work in calorimetry. It 
should not exceed |°C., and if the calculation leads to a value of 1°0, 
or more the result is not likely to be rehable, and the experiment 
should be repeated paying attention to the conditions described at the 
beginning of this chapter. 

Specific Heat of a Liquid by the Method of Cooling 

The rate of loss of heat of a body depends only on the temperature 
of the body and that of its surroundings, on the area, and on the 
nature of the surface exposed. 
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If tile difference of temperature between the body and its surround- 
ings is not large, tbe rate of emission of heat is proportional to the 
temperature difference. This is Newton’s Law of Cooling, and it is 
assumed that the conditions in this experiment are such that this law 
is applicable. It can be shown, however, that the same method and 
the same final formula can be used in the more general case in which 
the rate of emission of heat is some regular function of the temperature 
of the body. 

Suppose a mass of liquid, is enclosed within a calorimeter of 
mass mj, and let S^ and denote the specific heats respectively. The 
thermal capacity of the system is (MiSj + If the temperature 

falls from to in seconds, the average rate of loss of heat is 

(MjSi + MiSj) 

In the case of the second liquid under the same conditions, let Wg 
denote the number of seconds required for a fall of temperature from 

to and the loss of heat per second is 

We have by Newton’s law: 

(M,S: + miS,) = (M,S, + 

«1 »2 

(^2^2 + miSj ... 

" WgMi Ml ' ^ 

The apparatus for carrying out the determination consists of a small 
calorimeter fitted with a rubber stopper through which a thermometer 
may pass (fig. 109). A calorimeter of aluminium of about an inch 
diameter and tliree inches high serves the purpose very well. The 
calorimeter should be supported by threads, or should stand on a 
non-conductor within a double-walled enclosure, the thermometer 
passing through a cork in the lid of the enclosui’e. 

In order to secure a uniform temperature, the space between the 
walls of the enclosure may be partly filled with water. In this case 
care must be taken that the inner box does not float, or it may happen 
that it will touch the calorimeter and there will be loss of heat by 
conduction. ® 

The enclosure may consist of two calorimeters — an outer large one 
fitted with a lid, and an inner smaller one standing on blocks. 

First fill the aluminium calorimeter about two-thirds full of water, 
and warm it to a temperature of about 70° C. by immersing it in hot 
water. Place the apparatus in the position shown in the diagram, and 
take readings oi the thermometer at intervals of half or whole minutes 
down to a temperature below 30° G. 
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Note from time to time the temperature of the enclosure, which 
should hardly vary during the experiment. 

Some time must of necessity elapse between the observations on one 
liquid and those on another, and although it is not difficult to maintain 
a constant enclosure temperature throughout each set of observations, it 
often happens that the mean temperatures recorded by the thermo- 
meter, Tg, are appreciably different in the two cases. 



This difficulty may be avoided by using a second aluminium con- 
tainer similar to G, and suspending it by the side of G inside 0, The 
records of the temperatures of the two liquids are then made almost 
together, and the enclosm’e temperature is the same for each. 

Make up a table containing the liquid temperatures opposite the 
times of observation, and in a third column record the enclosure 
temperatures. 



Draw on the same graph as illustrated in fig. 110 the curves, one 
for each liquid, with the differences of temperature between liquid and 
enclosure as ordmates, and with the times for abscissae. 
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Let AB denote the curve for paraffin (say) and AqBo that for water. 

Draw the liorizontal lines, Tj;AA 0 and TgBBo to cut the curves at 
A, Aq and B, B,, as shown. 

Let t-y denote the temperature of the liquids above that of the 
enclosure in the first case, and the corresponding temperature in 
the second. 

Then in the time that elapses between the instant measured by TjA 
until that measured by TgB the paraffin cools down the interval 
(ij — tg)) and the water cools down the same amount during the interval 
between TjAo and TgBo. Denote the two periods of cooling by and 



Fig. Ill 


n^. In this ease the value of 83 is unity, and for aluminium the value 
of is 0*219. 

By weighing the liquids and calorimeters we obtain sufficient data 
to give the value of Sg for paraffin by means of the formula ( 1 ). 

Determination of the Specific Heat of a Solid by means of Joly’s Steam 5 
Calorimeter 

A metal jacket, J, enclosed in a casing of felt surrounds a platinum 
pan, P, suspended by means of a fine wire attached to one arm of a 
balance, whose base is shown at BB. 

The upper end of J is closed by a light metal disk, D, through a hole c 
in wffiich the wire passes. This disk is &ee to move, and when oscillations 
occur in P it finally settles down so that the wire passes through the 
hole without contact with the disk. Just above D, a small coil of wire 
carrying a heating current round the suspension prevents condensation 
on it and also on D. 
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In the first place, J is allowed to attain the temperature of the 
room, and the inlet and outlet pipes are then closed. 

The pan is balanced in the usual way, and in the meantime water is 
boiled in a container ready to supply J with steam by means of I. 

When a good supply is obtained 0 is opened and steam passed 
through I. When the steady state is attained it will be found that 
additional weights are required to counterpoise P on account of the 
condensation of steam on it. Suppose w gm. are condensed and let the 
initial temperature of P, which has been observed by a thermometer 
placed in T, be and that of steam 

Once more allow the apparatus to dry and weigh the solid S. When 
steam is agam passed into J with S in the pan, a greater amount of 
steam udli be condensed on account of S. Let this be W and suppose 
the initial temperature now is Tj. 

Previously the scale-pan condensed w gm. of steam and rose in 
temperature through the interval In the second case it rises 

from Ti to The amount of condensation per degree rise of tempera- 
ture is - — — -, hence the weight of steam condensed in the second 

1^2 ~ h) 

w 

case is x (h - T^). 

\h ~ 

Denote the mass of the solid by m and the specific heat by s. 

The mass of steam condensed by the solid is 

(#2 — tj) 

Hence we have the equation 

by means of which the value of s may be calculated from a knowledge 
of the value of L or, conversely, L may be determined if the specific 
heat of the solid is known. 

L denotes, as usual, the latent heat of steam. 

A correction to account for the differences in apjparent weights of 
the solid in air and steam has been neglected. The temperature of the 
solid is {supposed equal to that of the apparatus and surrounding air. 
An interval of certainly not less than twenty minutes is required to 
allow the solid to acquire this temperature. 

Bunsen’s lee Calorimeter 
Description and Preparation for Use 
A diagram of the apparatus is shown in fig. 112, The calorimeter 
is represented by ABCFED. It consists of a test tube, B, fitted into 
the glass jacket, A, %vhich is drawn out at its base into the tube, CFE, 
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This tube ends in a cup, E, closed by a cork, through which passes the 

nan-ow glass tube, D. ' . , t -n i 

A is filled partly with clean mercurj^ and partly with chstilled water 

eontaiiiiiig no air. 

The surromiding jacket, J, is a calorimeter closed with the cork or 
'wooden stopper, S, which supports the apparatus. 

In order to keep J and its contents at the freezing-point, it is placed 
in a larger vessel, standing on non-conducting blocks and packed round 

with a mixture of ice and snow or with flaked ice. 


D 



By cooling the imier surface of B sufficiently, a layer of ice may be 
formed round the outside, as indicated at I. 

On melting 1 gm. of ice the volume diminishes by 0*0907 c.c., so 
that if heat be added at B the amount may be determined by noting 
the change of volume as a result of the partial melting of I. The 
change of volume is observed by noting the movement of the end of 
the mercury column at D along the capillary tube. If this has been 
previously calibrated the change can be observed directly. 

In order to fill the apparatus, remove the capillary tube, D, and the 
stopper in E, and introduce into A sufficient distilled water to fill it 
to about half. Invert the apparatus with the open end of the test- 
tube downwards and carefully boil the water, continuing until A is 
about one-third full. 

While this is proceeding, boil some distilled water in a large beaker, 
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and towards the end of the evaporation of the water in A, place the 
end, E, well under the surface in the beaker. 

Cease boiling the ‘water in the calorimeter, and allow more to flo'w 
over from the ]>eaker. In this way the inside of the calorimeter and 
the tube, CEE, become filled. 

Clean mercury must now be passed in to lie below the water in A. 

Introduce it gi’adually from a pipette held under the surface of the 
water in E, allowing displaced water to overflow. Take care that no 
air bubbles are introduced with the mercury, particularly when it 
becomes necessary to tilt the apparatus to allow water to pass over 
the merciu-y in A towards the tube. Fill up with mercury to E, place 
the stopper in position, and by carefully adjusting it make the end of 
the thread coincide with any desired position along D, 

The apparatus should then be placed in a calorimeter containing 
water and ice to reduce the temperature as nearly as possible to 
zero. 

This will probably take an hour at least, and the progress of the 
fall may be tested by placing a thermometer in B. 

When the temperature is about 2°C. introduce cooled ether into B. 
The ether may be cooled by placing it in a cooled test-tube, and 
standing it in the calorimeter with the apparatus. 

Draw air through the ether and cause it to evaporate, continuing 
mitn a cap of ice surrounds B. 

The solidification -will cause D to move farther along the capillary, 
and enough ice should be formed to cause more expansion than is 
likely to be required in succeeding experiments -with the apparatus. 



Fig. 113 


The evaporation of the ether may be brought about by some such 
device as that indicated in fig, 113. 

Wlien sufficient ice has been formed the remaining etlier is evapor- 
ated, and a current of air further dra'vra through to remove all traces 
of it, 

Now place the apparatus within the jacket, J, and stand it in the 
vessel, K, paolcing it roimd as described above with ice and snow. 

Leave this standing for an hour or two until a steady state has 
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been reached, and the moYement in the capillary tube is only slight 
and steady. 

It is not possible to maintain the end of the mercury thread quite 
steady with this arrangement, so that the slight motion must be 
accounted for in determining results from observations. 

The capillary tube may be calibrated by the method described 
on p. 24. 


Calibration of the Apparatus 

By placing warm water within B of known mass and temperature, 
we may note the movement of D at various parts of the capillary tube 
for a known absorption of heat. 

In performing the experiment it will be sufficient to calibrate the 
tube for one particular region, and in using the instrument again a 
slight pressure on the stopper or a slight easing of it will drive the end 
of the thread into the calibrated strip. 

Heat ujo pure water to about 25° C., and transfer carefully to B. 
Allow the apparatus sufficient time to become steady, and note the 
displacement of the end of the mercury thread. Let tliis be I, and let 
the time be noted between the insertion of the water and the return 
to steady conditions. This will be denoted by t. 

In order to correct for the small creep of the thread, observe the 
rate of motion just before adding the warm water, and also just after 
the absorption of heat. 

All these measurements are to be made with a travelling microscope 
mounted conveniently opposite the capillary tube. 

If the rates of creep are respectively p and p', then the average rate 
may be taken as I (p + p') during the time t. 

Thus the displacement of the thread due to absorption of heat from 
the water is Z — | (p -j- p') t. We shall call this quantity L. 

If m is the mass of water added and 6 its initial temperature, then 
a’ motion of L units corresponds to the absorption of mQ calories. 

Detennination of the Specific Heat of a Substance 

Let M gm. of the substance be heated to a temperature O', and let s 
denote the specific heat. 

The substance when placed in B will transfer to the ice MO' s calories. 

If the mercury tlixead moves a distance, L', in the calibrated region, 

the heat absolution is . L' calories. 

'I* ^ . 


Thus 


MB's - 


mOL' 


or 


mO L' 

W ■ L ■ 
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The correction for creep must again be applied by observing the 
motion just before and just after the insertion of the mass. L' is the 
corrected length. 

When a solid is put into B, a pad of cotton ivool should be placed 
at the bottom of the tube to prevent breakage when it falls. In order 
to iacilitate removal it is a good plan to tie a light thread round it. 
This will introduce only a slight error. During the absorption of heat, 
and generally while the apparatus is in use, the end of the tube, B, 
should be stopped with a plug of cotton wool. 

In the case of determining the specific heat of a liquid the experiment 
is almost exactly a repetition of the calibration. 

In order to dry the tube after liquid has been put in, a roll of clean 
blotting paper may be used. 


The Determination of the Density of Ice 

In this experiment we require to know the volume per unit length 
of the capillary tube. We have assumed that this has been previously 
calibrated. It thus remains to determine the shrinkage due to absorp- 
tion of a definite quantity of heat. The experiment may be performed 
in conjunction with the calibration just described. 

Let L denote the latent heat of fusion of ice, and suppose warm 
water added to B imparts h calories. 


The amount of ice melted is - gm. 

L 


Let Sw denote the shrinkage as measured by the movement of the 
mercury thread. 

” b h 

Then “gm. of ice have become -- gm. of water at 0°C. 

Jj Ij 


Let (Iq denote the density of w’-ater at this temperature. 

1c 

The volume of water is c.e., and the volume of the ice is thus 



Hence the density of ice is 


L 


h 


+ 81) 


gm. per c.c. 


The Latent Heat o£ Fusion o£ lee 

It is assumed that the student is familiar with tlie principles of the 
determination of the latent heat of fusion and has carried out the 
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experiment without making calorimetric corrections. We are con- 
cerned in tlii.s description chiefly with an account of liow tiiis correction 
may be made. Care is taken, as in the determination ol speciflc heat, 
to adjust the initial and. final temperatui'es so that the room tempera- 
ture is the mean of the two. In addition, care must be taken that the 
calorimeter is not cooled down so low that the dew-point is reafihed, 
otherwise there will be a deposit of dew on the apparu/tus and a 
liberation of latent heat in consequence. 

Wo may make the correction for radiation as in the experiment on 
specific heat, but an alternative method will be described. 

Kote the temperature when the ice is placed in the calorimeter, and 
at intervals of half a minute imtil it is melted, and finally at intervals 
of one or two minutes, during which the calorimeter is absorbing heat 
from the surrouridiugs. 

Let the temperatures observed in this second period be 
T„ T„ T„ . . ., 

Then the change of temperature during these intervals will be 
Sd,^AU(T,+%)~to}, 

802 = A {|( Tg -f- T3) — 


80„ = A {HT„ + g 

by Newton’s Law of Cooling, where A is a constant depending on the 
calorimeter but not on its temperature, and is the temperature of 
the surroundings. 

Thus the total change of temperature A0 is given by 

A0 = A + T, + , . , + T„) - ni„ j . 

But A6 = — Ti, so that A can be calculated. 

In the first part of the experiment during the melting of the ice, 
let the observed temperatures be ig, . . . 

Then we have 

A/ = A ^ 

Thus, since the observed minimum temperature is the corrected 

minimum is + Af), 

In the above the 8 0s and Sie are to be treated algebraically, for 
some will be negative and some positive if the initial temperature is 
adjusted in the maimer described. 

Thus, if W is the water equivalent of the calorimeter and contents, 
and m the mass of ice melted, we have 

mL + = W {«! - -j- At)}. 
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Tlie Latent Heat of Yapomatioii. (Berthelofs Apparatus) 

One form of tliis apparatus is depicted in fig, 114. Its essential 
feature is the condenser spiral, C, with the receptacle below. This is 
immersed in water in a calorimeter and the calorimeter shielded by 
packing it round with a non-conductor and placing it in a convenient 
vessel, or, better still, by standing it on non-conducthig blocks in 
an empty larger calorimeter and enclosing within the larger vessel 
(see fig. 114). 

The condenser is dried and weighed. It is placed in the water and 
allowed to stand until the temperature becomes steady as recorded 



by the thermometer, the uniformity of temperature throughout the 
calorimeter being procured by means of a stirrer. 

A quantity of vapour is introduced into the condenser, and the 
spiral provides a large area of contact with a cold surface, so that 
liquefaction takes place and the liquid collects in the receptacle. The 
■water is constantly stu-red, and its temperature observed by means of 
the thermometer. >' 

When a suitable rise is obtained the supply of vapour is cut off and 
the thermometer watched until the maximum temperature is reached. 
In this interval, immediately after cutting off the supply, the end of the 
condenser outlet tube must be closed by a cork to avoid convection 
effects. 
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The condenser is removed, dried, and weighed, and the mass con- 
densed thus determined. Denote this by m, so that if L denotes the 
latent heat the supply of heat on condensation is toL calories. 

Let T\ denote the temperature of vaporization, and Tg the final 
temperature of the calorimeter and contents, while denotes the 
initial temperature of the calorimeter. 

Let 6’ denote the specific heat of tlie liquid, and W the water equiva- 
lent of the calorimeter, condenser, and remaining calorimeter contents. 
Then W (Tg •— T^) — mL -j- m (T^ — T^) a; so that L may be determined. 

One of the weak points of this form of apparatus is the m(.)de of 
introduction of the vapour. 

As the diagram shows, the liquid is vaporized over a small gas ring 
in the reservoir. It thus easily happens that the vapour gets super- 



heated, and, in addition, it is difficult to shield the calorimeter effec- 
tively from the heat of the flame. The screen, S, is introduced to 
reduce this effect. 


It is preferable to use an electrical method of heating, and this is 
done in the more re'cent forms of the apparatus. 

Kahlenherg’s heater is illustrated in fig. 115. The liquid is contained 
in the vacuum flask, H, and is heated by passing an electric current 
through the platinum wke, PP. 

For ordinary laboratory practice, a test-tube may take the place of 
H without introducing much difficulty in shielding the calorimeter. 

Correction for loss due to radiation in the calorimeter, G, must be 
made by one of the usual methods (p. 187). 
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The Heat of Solution of a Salt 

When a salt is dissolved by a liquid the solution is accompanied by 
an absorption or liberation of heat. The amount varies with the 
proportion of the salt to the solvent, i.e. with the resulting concentration, 
and with the amount of salt dissolved. 

The number of calories absorbed or liberated when 1 gm. of salt is 
dissolved in a certain amount of solvent is said to be the heat of solution 
for the particular concentration. 

The experiment described below is designed to measure this quantity. 

The apparatus necessary is illustrated in fig. 116, It consists of an 
outer protecting calorimeter of metal, C, whidi carries a cork through 
which the inner vessel, A, is supported. 



Fio. 116 


This vessel also carries a cork through which pass a thermometer, 
stirrer, and thin test tube, B, into which the salt may be placed. 

The vessel, A, and stirrer, S, are usually of glass, since many solutions 
attack copper. There is uncertainty about the specific heat of the 
glass, so that the water equivalent of the vessel. A, and its contents 
should be determined in a separate experiment. For many purposes, 
however, we may assume the specific heat of the glass to be 0-16, The 
XJiire solvent is placed inside A, and it should surround the lower part 
of the tube, B, which contains the salt. 

The apparatus is allowed to stand so that the salt maj/- acquire the 
temperature of the solvent. Half an hour should be allowed for this, 
and during this interval the salt maybe occasionally stirred by a clean, 
dry, glass rod. 

The weight of solvent is obtained in the usual way before the 
insertion of B. Let this be denoted by W. 

Suppose the water equivalent of A and its contents is w, and the 
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specific heat of the solution s. This quantity must be determined 
later by the method of cooling (p. 189), or by any other convenient 
experiment. 

It will be necessary, also, to make a correction by one of the methods 
previously described (p. 186). 

Let the initial temperature of the salt and solvent be denoted by 
and the final corrected temperature by tj, and suppose that the weight 
of the salt dissolved is g. The heat of solution being Q, we have 
gQ = {(W + q)s -f iv} (t ~ to), 
for (W -f S') is the weight of the solution. 

The value of Q will be positive for the liberation of heat, and negative 
for ab.sorption. 

In order to mix the salt and solvent, the glass rod used above for 
stirring should remain in the salt until just before mixing. At this 
instant observe the temperature, recorded on the thermometer, and 
push the rod through the bottom of the thin tube, B, 

This tube must, of course, be clean and dry, and the salt will then 
fall into the solvent and he dissolved. The rod should then be removed, 
and care taken not to carry with it any of the solvent. The solution is 
assisted by the stirrer, S, and observations of T taken every quarter- or 
half-minute in the initial stages, and later at longer intervals. 

A graph is drawn showing the variation of temperature with time 
from the instant of mixing, and this curve corrected, as explained above, 
or we may use the iion-graphical method. 

To find the Eatio of Specific Heats at Constant Pressure and Constant 
Volume for Air. (Clement and Desorme’s Experiment) 

Apparatus and Experimental Details 

A glass reservoir, provided with a tap, T, giving a wide opening 
to the air is connected to an oil manometer, G, and to a pump; an 
ordinary bicycle pump is convenient. A small excess pressure is applied 
to A, the difference between it and the atmospheric pressure being 
measured by the manometer (fig. 117). 

In the first stage of the experiment the temperature under these 
conditions is allowed to become steady. 

In the second the tap, T, is opened and closed suddenly by giving 
one half- turn. 

By this means the pressure falls to that of the atmosphere in so 
short an interv‘al that we may suppose there is no passage of heat to 
A during this expansion. 

The condition of the expansion is therefore adiabatic. 

Finally, the temperatm’e is allowed to return to that at the beginning 
of the experiment, during which process the pressure in A increases, 
though it does not recover its original value. 
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Theory 

Suppose that gas occupying the volume below the dotted line remains 
in the flask all the time. 

Denote its volume by Vq while that of the flask is V. 

Let the initial pressm’e be P{„ and let that immediately after the 
adiabatic expansion be B. 

Then BV’' = PoVo^ 

where y = ratio of specific heats, the value of which we require. 

The flask is open to the air so that B is the atmospheric pressure. 



. It is in order that we may ensure a fall of pressure from P^ to B 
during a short interval that the tap is wide. 

In the final stage let the pressure become P when the temperature 
has attained a steady value. 

We have now passed from volume, Vq, and pressure, P^, by an 
isothermal process to volume, V, and pressure, P. 

PV = PoVo. 

. PW»' = P/VoL 

Hence, by dividing this by BV^ and PoV^’', we have 
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Let the difference in heights of the manometer be initially, and 
]i finally. 

Then if pressures be measured in terms of heights of the liquid 
columns 


Po = B + ; 


P = B + 
h 


: approx., 


' -PT* 

by expansion in logarithmic series and neglecting higher powers of 

--- and than the first. 

Po Pq 

This is permissible since the values of h used are only a few centi- 
metres. A convenient value for /i,, is 5 cm. 

Hence r = ^ ® . 

/io " 

The result may also be obtained by another method. 


Po 

A 

L_ 


Ip 
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B 

Ui 

(X 

B 

F 

\ 

C 






VOLUME 
Fig. IIS 


In fig. 118 let AC denote any curve relating the pressure and volume 
of a gas. The elasticity is defined to be the ratio 


strain’ 

The stress will be measured by a slight change in pressure, and the 
strain by the corresponding slight change in volume per unit volume. 
Let us consider the volume, v, represented by BC. Let a change of 
pressure, Sp, denoted by FA, bring about the change in volume denoted 
by OF. We shall record this by ^v, but Sw = — OF on account of the 
diminution of volume on the addition of pressure. 

Cl? C!F 

Thus, the elasticity, E, is measured by AF -f- - - , for denotes the 

V V 

change of volume per unit volume; 
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E= 

Sv 

When we proceed to the limit and make the changes very small 


we have 


E = -« 


dv' 


The value of E depends on how the change is made, and we shall 
consider two cases, first the case of an isothermal, and then that of an 
adiabatic change. Let AC denote the adiabatic curve and AB the 
isothermal; the former is steeper than the latter. Let denote the 
adiabatic and Eg the isothermal elasticity. 

From the formula for E we have 

E = — V X slope of curve. 

Thus = ~ V X slope of adiabatic, 

and IEiq — ~v X slope of isothermal. 

If we start at A with a particular volume, », measured for each 
curve by PqA, we have 

_ slope of adiabatic 
Eg slope of isothermal 

The changes of pressure and volume m the experiment are small, 
so that the curves, AB and AC, are approximately straight, and the 
slopes can be measured by 

respectively. 


FC 


and 


EB 


Eg AE’ 

Now, AF is the change in pressure during the adiabatic part of the 
expansion, viz. Jiq, and AE is the change during the isothermal part. 
In our case the atmospheric pressure is that at the end of the adiabatic 
expansion, i.e. that at C, and since the point, B, on the curve represents 
the final state, CB denotes the pressure, h. 

Thus AE — Jiq — h. 

Tims ^ — g-- - . 

Eg Jiq — h 

For the adiabatic expansion we have 

p-yv = constant, 
logp + ylogw = 0 . 

Differentiating, we have 

2) dv 1} 


dp 

dv 


■.-Py. 

V 
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Iti our case f and v denote the values of the co-ordinates at A, and 

is the tangent of inclination of the curve AC to the axis of x, 
dv 

Similarly, for the isothermal case we have 
pv = constant, 

and 

dv V 

p and v are the co-ordinates of A, but the slope is now for AB. 

Thus the ratio of the slopes is y- 

• 5 ^=: -- ^0 

In carrjnng out the experiment make about six independent deter- 
minations, and increase the pressure cautiously so as not to expel oil 
from the manometer. 




CHAPTEE, IX 

VAPOUR DENSITY AND THERMAL CONDUCTIVITY 

Vapour Densily. (Victor Meyer’s Method) 

The vapour density of a substance can be found by measuring the 
volume of the vapour produced jfrom a small quantity of the solid or 
liquid whose weight is known. In Victor Meyer’s method this volume 
is found from the volume of air displaced by the vapour. 



The apparatus (fig. 119) consists of a vertical glass tube provided 
with a bulb at the lower end, A, and a side tube, ST. The side tube 
dips under water in a beaker and a rubber cork closes the upper end 
of the tube. 

As it is necessary, on introducing the vapour, to allow a small bottle, 
D, to fall the length of the tube, it is advisable to place *a little asbestos 
at the bottom of A to prevent breakage. 

The tube, A, is surrounded by a larger tube containing a liquid which 
boils at a higher temperature than the substance to be experimented on. 

In the case of the determination of the vapour density of ether, 
water may he iised in the bath. 
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The various parts of the inner tnbe should be kept at a constant 
teniperature during the experiment, and in order to maintain this 
condition the outer tube is screened from draughts by surrounding it 
with a cylinder of asbestos or cardboard which fits it above the bulb. 

Before beginning the experiment the inner tube must be quite dry. 
if necessary, it should be warmed over a Bunsen flame while a current 
uf air is blown through it. 

The apparatus is set up as shown in the diagram, and heating is 
kept up until no more bubbles come out from the side tube. 


T 



The substance is weighed and enclosed in the small bottle, D, and ^ 
suspended close to the upper end of the inner tube. When everything 
is quite steady the bottle is allowed to fall; vaporization takes place, 
and the cork of the bottle is blown out. Air passes over into the side 
tube and may be collected in the burette, B. It is better to collect it 
by the method illustrated in fig. 120, in which case the gas collected 
can be brought to atmospheric pressure by raising or lowering the 
burette. In the other case it is necessary to correct for the height of 
the water column, t;. m 

In order to cause no disturbance on introducing the substance to 
be vaporized, a piece of thread or thin wire should be passed through 
the cork and be held by a stop-cock, E, which pinches a piece of 
tubing, F. The bottle is allowed to fall by opening E, and then closing 
it immediatelje 

A better method is to use the apparatus shown at G. By turning the 
wire, H, through 180° the bottle will be caused to slip off the hook. 
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The cTir collected at B is over water at a temperatiirej T, and will 
be saturated with water vapour at this temperature. Let B be the 
saturation pressure at this temperature. If v is the measured volume 
of air, and II the total pressure, then the volume under normal 
conditions is given by 

' _ ; H - B 273 
^ • “ 76 ' 273 + T 

If w — weight of substance enclosed in D, the density of the vapour is 
w __w ^ 76 273 +T 

V ’ H - B * 273 ' ■ 

1 c.c. of hydrogen at 0° and 76 cm. pressure w'eighs 0-0000900 gin,, 
and its molecular weight is 2. 

Hence the molecular weight of the substance examined is 
2_^ 76 273 -bT 

O-OOOdO ' r ‘ h; - B ■ ‘"273" ■ 


At the conclusion of the experiment remove the stopper from the 
end of the iimer tube to prevent any sucking back of water from B 
into the bulb, A, as the apparatus cools. It is important to cause the 
bulb, A, to be heated by the steam from the bath, and it should be 
adjusted to prevent actual contact with the water in the bath, and to 
be out of reach of splashes when boiling takes place. 


Vapour Density. (Dumas’s Method) 

A large flask is cleaned and dried, and fitted with a cork provided 
with a bent piece of glass tubing drawn to a fine point so that it can 
be easily sealed by the application of a Bunsen flame (fig. 121). 

The flask is suspended from the arm of a balance and weighed. Let 
the observed weight be Wi, and let denote the weight of air displaced 
by the wall of the flask, while Wg denotes the weight of air displaced 
by the closed flask, so that Wg denotes the weight of air witlim 
it. This Avill be denoted by Hence if W denote the real weight of 
the flask 

Wi = W— Wj. ...(1) 

Now introduce a small quantity (5-10 c.c.) of the liquid to be 
vaporized into the flask. The actual quantity will depend on the size 
of the flask and wull be discovered by trial. The amount given is of 
the right order when a flask of capacity about a half litre is employed 
to find the vapour density of chloroform. This liquid is very suitable 
in the case of a laboratory exercise, since it has a high vapour density. 
The flask is placed within an enclosure, J, over a sand bath, with the 
tube, T, projecting through the lid. 

Heating is continued until the liquid is vaporized and no more issues 
■ ■ 14 ■■ ■ ' ■ ■ 
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from T. This may bo tested by placing a polished surface near the end 
of T. It v/ill become dimmed if vapour is still coming out. 

When the steady state is reached, T is sealed off. 

Let this happen at a temperature, t°, measured by means of a 
thermometer hanging close to A, within the enclosure, J, and let the 
volume of the vapour be V^, and the density p^. Allow the flask to 
cool, and weigh it. Break off the end of T under water. The flask will 
fill with water, the space occupied by the condensed vapour becoming 
negligible under the new conditions. 



Preserve the broken pieces from T, and after drying the outside 
of the tube reweigh the flask and water, noting the temperature of 
the water, tQ°, , 

Let Wg denote the weights in the scale-pan when the flask and 
vapour are weighed, and let denote the weight of the vapour. 

Then Wg = W -f- 

.\ Wg —^Wi — (Wg --- Wj) by equation (1) 

= 

Let denote the volume of the flask obtained from the weight of 
water it contains at 1^°, Then if (3 denote the coefficient of cubical 
expansion of the glass, which may be taken as 0-0000232, 

V, = V,,{l + p(i_g}, 

= pAc 
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If the barometric pressure be P, we can reduce to normal conditions 

by the formula 


(273 + 1) 
273 

- ^ 

273 


H\^ denotes the weight of air filling the flask at the temperature of 
the ail* within the balance. Let this het'° C. 

Tlieii if denote the density of air under these circumstances, 

= daVt, (1 +^(t' ~ h)} 

■p 97‘t 

dfj — 0*001293 gm. per c.c. 

Prom these two formulae, since — «)„ + Wg — Wj, we may now 
calculate p^. 

One of the difficulties of the experiment is to drive out all the air 
from the flask and replace it by vapour. It frequently happens that 
on attempting to fill the flask with wmter some air is left behind. More 
of the liquid is required for driving off the air in this case. 

If the volume of air left over is small, we may apply a correction. 
At the temperature of the water, let the volume of air be v. This may 
be determined by filling up the flask with water from a measuring flask. 

The total pressure to which the mixture of vapour and air is sub- 
jected is the sum of the partial pressures, P' and p' , of the vapour 
and air respectively. The weight of the vapour is now w ^' , obtained 
by subtracting the weight of air of volume, v, from determined 
as above 

< - p'Vt 

denotes as before the total volume of the flask, i.e. the volume 
of the water after the bubble of air has been replaced. 

We can find P' by remembering that the air of volume, v, and at 
atmosjpheric pressure occupied a volume, V^, under the partial pressure, 
_p,' , the temperatures being respectively and t°C. 

Thus 

vF _ Vtp' 

273’+ #0 273 

p' =:P -P'; 


P'V, 


-PV,- 


273 + t 
■ 273 + H ■ 


Fv, 
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273 l/pv„F^+^ A 

■ 27^ + i ■ 76 V 273 +*o' / 

,70 p ^ P 273 

■ • 27i^T 7-8 76 


■ 76 ■ ■ 273 + 


R-.^. rv.n {1 + - to)} 


'273.P r 
70 • L 


273 + t 


V 

3 4" ^o_ 


The term, small if the experiment is to be successful 

at all, so that it will only be necessary to change the value, w^, to the 
actual weight of vapour, w^' . 

It should also be remarked that the volume, v, is a mixture of air 
and water vapour, whereas it has been assumed to consist of air only. 
We shall not, however, further consider this correction, which is small 
and affects a term which must be already small. The discussion shows 
how the error affects our formula, and it would be sufficient to measure 
the volume of the bubble, multiply by the density, 0'001293 gm. per c.o., 
and subtract from w^. 

After a few attempts the bubble will usually be sufficiently small to 
be neglected altogether. 


Conductivity of a Copper Bar 

The apparatus consists of a bar of copper, CO (fig. 122), with two 
holes bored well into it to carry thermometers, T^ and Ta, mercury 
being placed in the holes to ensure good thermal contact. At the ends 
of the bar are two metal boxes, through one of which, A, is passed 
steam, and tlirougli the other, B, a steady stream of water from a 
constant pressure head. 

The shelves, LL, within B, serve to prevent any flow of water 
straight from inlet to outlet. The temperature of the water is taken 
just before it enters and leaves B by the thermometers, T 3 and T 4 . 
The apparatus is allowed to attain a steady state, when all the 
thermometers will record steady temperatures. 

It is usual to pack loosely round CC and the boxes some cotton 
wool, the whole being enclosed in a felt-lined wooden box, through 
which Tj and Tg pfoject. Tg and T^ are kept as close as pos.sible to the 
box, and it is a good plan to wrap the T-pieces loosely with wool. 

In this wtry the heat from A is transmitted by conduction to B, 
and the heat passing across in any time, t, is noted by collecting water 
as it leaves B and weighing it. If the mass collected is m the rate of 
transmission of heat is 

^ (T4 - Tg) 


t 
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T 3 and T 4 denote the initial and final temperatures of the -water. 
Since this quantity of heat is transmitted from to % — a distance, d, 

' " ■ A ■ ■ " . 

say, the amount is k . (Tj — Tg) . where A is the area of section of 
h a 

the bar, and h the conductivity. A is measured by finding the diameter 
of the bar if it is cylindrical, or by measuring its breadth and height 
if rectangular. 



We have, therefore; 

i (T, - Tj) . ^ = m 

In another form of ajiparatus the cold -water is passed through a 
metal spiral wound round the end instead of through the metal box. 
Good thermal contact is made between the spiral and bar, and the 
temperature of the water measured at entrance and exit as before. 

In the apparatus usually provided for this experiment two thermo- 
meters, Tj and Tg, are provided. These are not sufficient to make it 
certain that the condition of linear flow prevails, and it is essential 
that this should be the case. At least four thermometers should be 
placed along the bar and the conditions must be adjusted until linear 
flow- is takhig place. It will be necessary to provide more efficient 
lagging along the bar if this is not the case. A graph should be drawn 
showing the temperature against the distance along the bar. This gives 
a ready means of seemg whether the conditions are linear or not, and 
the temperature gradient should be calculated from the graph. 

Thermal Conductivity o! Rubber Tubing 

The apparatus required consists of a length of rubber tubing, B, 
a copper heater. A, for producing steam, a calorimeter, C, tbermometor, 
T, and a measuring glass, as illustrated in fig. 123. 

The method of procedure is as follows: 

A quantity of -water is introduced into the calorimeter, C, and 
weighed. 
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Steam is passed through B until a rise of temperature of the calori- 
meter and water of from 10° to 20° C. has occurred. The initial and 
final temperati.ires are noted and also the time of passage of the steam. 
Tlie tube i.s removed and the length that has been immersed is noted — I 
(say). Two pieces of cotton should be tied round the rubber at the 
points vdiere it enters and leaves the water. 

Let the initial temperatime bo T and the final T'. If there had been 
no loss of heat the final temperature would have boon some other value, 
T' -f AT, and it is necessary to make the correction AT. 




FtG. 123 


In order to do this, observe temperatui-es, at intervals of half a 
minute or some convenient period, begiiming at T and ending at T' , 
during the passage of the steam. 

These will be denoted by ij, 

If the temperature of the room be we have for the change of 
temperature diie to heat losses or gains, as the case may be, according 
to hiewton’s Law of Cooling 
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where SO denotes the change in any interval, the suffix denoting which 
interval. - 

Thus 

AT ~ SS6 = 0 "t— - — nt(^ + (t-i -j- ^2 + • • • + ^n-i) 

C is a constant dej)ending on the calorimeter and contents, and must 
be determined if Ai is to he calculated. 

When the final temperature, T', has been attained, cut off the supply 
of steam and allows the calorimeter to cool, obseiuing temperatures, 
1^25 • • * at equal mtervals. 

Then as before if U denotes the loss of temperature in each interval, 
we have: 

SSf = C _ („ _ 1) + (T, + T, + . . , + 

But SS^ = Ti — T,j, so that 0 can be calculated and may be employed 
in the above ease. 

The ranges of temperature in the two cases should be as nearly as 
possible the same. 

If M denotes the water equivalent of the calorimeter and contents 
the heat transmitted through the tubing is 
M(T+AT~T). 

We can connect this with the conductivity, k, in the following way. 

Let the outer and inner radii of the tubing be and r^, and consider 
a portion of unit length of the tube between radii, r and r -f- Sr, at 
which the temperature is t. 

The rate of change of temperature at the distance, r, is — The 

negative sign expresses the fact that the tempera^ture diminishes as 
r increases. 

Thus, if Q denotes the quantity of heat transmitted per second per 
unit length, i.e, across an area, 27cr, 
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where the integration is to be taken between the limits, and fg foi '/ , 
and between the inner and enter temperatures of the tubing for t. 

Let the steam temperature be t, the outer temperature is taken as 
the mean of T and T', 






But 


i = ^(T'+ AT-T), 

Ip 


where p ~ time of flow in seconds. 

2 


(Change being made to logarithms to base 10.) 

The yalue of may be determined by means of a screw gauge, and 
in order to find place a length of the tube of 5 to 10 cm. in water 
in a measuring glass and note the volume, v, displaced. 

Then if L denotes the length of tubing: 


V = ttL - r^^). 

All the quantities except are known, so that this value can be 
determined. 

Another way of determining the radii is to cut the tube clean, normal 
to its length and use it as a rubber stamp, pressing it lightly on a clean 
sheet of paper. 

The impress of the outer and inner circumferences will be distinct and 
the diameters may be measured by means of a travelling microscope. 


The Conductivity of Glass 

The conductivity of glass in the form of a tube may be found by 
the method described in the last experiment. A different arrangement 
of apparatus is required, but the theory is identical in both cases. 

Steam is passed through a jacket, J, round the tube, B. Within B 
a stream of watei-^is caused to flow from a supply which provides a 
constant head of pressure. 

Within B is a spiral made of cord or rubber so that as it progresses 
up the tube the water is caused to traverse it spirally. This is important 
as the temperature at any cross-section of B must be the same through- 
out the section. The rate of flow is adjusted to cause a difference of 
temperature of about 20° C. between the initial and final temperatures. 
The thermometers are enclosed in T-pieces as near as possible to the 
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ends of B, the T-pieces being covered with felt or cotton wool to 
jirevent loss of heat by radiation before the temperature is taken. 

In order to measure Q, water is collected on exit for a measured time. 

It is usual, as stated in the pre'dous experiment, to take the average 
temperature of the water which receives heat to be the arithmetic 
mean of its initial and final temperatures. This poitit is worthy of 
consideration. 



Let the temperature of the water at an element of length dx at a 
distance x from the colder end of the tube be T, The heat transmitted 
across this element per second is 

(t — T) dx 

(lif^ ^ r r- , 

ioge- 

in the notation of the previous experiment. 

Thus the total transfer of heat all along the tube is 

27 :kf(x — T)dx 
- 

loge~- 

The integral has the value (tZ — J^Td-aj), and in order to evaluate it, 
it is necessary to know the distribution of temperature in the water 
ail along the tube. By plotting a graph of T against x the integral 
within the bracket can be obtained from the area finder the graph 
between x — 0 and x ~ 1. If the distribution of temperature is linear 
in X, the value of the integral is J (T j + Tg) Z, where Tg and T j are the 
initial and final temperatures, as indicated in fig. 122, The experiment 
is made complicated if the temperature has to be measured at several 
points along the inside of the glass tube, but the distribution has been 
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carefully exaniincwi under the conditions usually prevailing in the 
laboratory and it has been found that it is linear to a degree of accuracy 
■which makes further complication of the apparatus unnecessary. It 
may theicfore be assumed for the purpose of illustration of this method 
of determining conductivity that the distribution is linear. 

V Conductivity of Cardboard by the Method of Lees and Chorlton 

The apparatus consists of a retort stand provided with a clamp 
(fig. 12o) and metal ring, AB, from which hangs a cylindrical slab of 
copper or brass, DE, of diameter about 12-5 cm. On this rests a hollow 
cylinder, C, of the same diameter, provided with inlet and outlet tubes, 
6 and H, through which steam ma.y be passed. 



I 

Eig. 125 


Towards the base' of G and into DE holes are bored so that the 
thermometers, and T 2 J may be inserted and the temperatures read. 

The two cyliMers are nickel-plated in order to produce a siuface of 
uniform emissive power. 

Suppose a thin slab of material of the same diameter as the cylinders 
is placed between them, and let the loss of heat from the edge of the 
slab be smafl enough to be neglected in the calculation. Then all the 
heat transmitted across the slab is lost frotn DE during the steady state. 
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Let A denote the area of cross-section of the siab and d its thickness. 
Let the thermal capacity of DE be denoted by W, and let the thermo- 
meters, 1\ and Tg, record temperatures, and T 2 in the steady state, 
while the temperature of the surrounding air is Tq. The heat trans- 
mitted through the slab per second is 


k. 




where k is its thermal conductivity. 
The heat lo.st per second from DE is 


where C is a constant. 


0.(T,~T,), 


Thus 


, T, - To , 
fc . -- -- . A = 

d 


C (T 2 ~ T,). 


■^We may readily use the apparatus to give comparative results. 

If two sheets be cut of the same diameter as DE, one of glass and 
the other of cardboard, about 1 mm. thick, and if they be inserted 
between the cylinders, we may observe two sets of temperatures, one 
for each. Let the letters without dashes be used to describe the 
experiment with glass while those with dashes correspond to cardboard. 

In the latter we have 

T ' — T ' 

-"-W. •A = C(T2' - To'). 


d' 

On dividing we have 

Ic T, 


- T„ 


Tx- 
T/ - 


■w I 


d and d' are measured by means of a screw gauge. 

In order to find To place the thermometer below a sheet of cardboard, 
FF, to protect it from direct heat from DE, but it should he placed 
directly below DE, so as to give the temperature of the air which rises 
upwards to DE. 

An absolute value may be found for Jc by determining the rate of 
fall of temperature of DE at the temperature, Tg. 

This may be found by removing C and allowing, a Bunsen flame to 
play on DE until Tg registers a temperature about 10° above that 
recorded during the steady state. 

Observe the temperature recorded by Tg as the slab cools to about 
10° below that recorded during the steady state. The observations 
should be made every half-minute, or more frequently if the change 
is rapid, and a graph drawn relating the time and temperature. 

From the graph determine the value of the rate of change at various 
temperatures. 
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Plot a sGcond graph with the rates, ™, as ordinates and the corre- 
sponding temperiitures, T, as abscissae (fig. 126). Prom this determine 
the particular rate for the temperature, Tg. Denote this by (f). 

Weigh the slab and determine its water equivalent, using for the 
specific heat of copper the value 0-094, or of brass the value 0-09. 
Dejiote this by W. 

Hence the loss of heat is expressed by W j have the 

equation h . - -- - — - A = W^ . ( ) » 

by means of which h is determined. 



Make a table of the observations during cooling as follows; 


Time (miii.) T'emp. (Tj) I Average temp. i Rate - 
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Comparison o! Conductivity of a Oood and Bad Conductor 

The conductivity of substances such as glass may be compared with 
that of copper by a method in which the condition of linear flow 
prevails. Since the conductivity of copper is a well-known quantity 
the method provides an accurate and direct determmation of the 
conductivities of these substances. 

The method consists in taking two equal solid cylinders of copper, 
half to one inch in diameter and about eight inches long. The material to 
be investigated is of the same diameter and, in the case of glass, may 
be one-tenth to one-fifth inch thick. It is placed between the two 
cylinders so that the three parts form a cylinder and good thermal 
contact can he obtained by a thin film of glycerine on the glass surfaces. 

One end of one of the copper rods is set into a chamber, through 
which steam is passed in order to maintain this end at a constant 
temperature. 

It is convenient to set the complete cylinder vertically and to 
measure the temperature at various points along the copper bars by 
thermo-electric means. All that is necessary is to solder constantan 
wires at six equally spaced points along the rods. The junctions will 
form the hot jimctions of copper-constantan couples and the constantan 
wires should be brought to a key through which they can be connected 
to a single constantan wire leading to the cold junction. The return 
copper wire should be soldered to the cold end of the cylinder, but in 
order to provide an electrical connexion across the non-conducting 
specimen between the two copper cylinders, these must be joined by 
a thin copper wire. The key may consist conveniently of a slab of 
parafiSn wax provided by a ring of holes containing mercury into which 
the constantan wires dip. The common connexion to the cold junction 
may be made through a hole at the centre of the ring, also containing 
mercury, which may be connected in turn to the other holes by a 
stirrup of wire. The galvanometer should be inserted in the copper 
lead between the copper cyhnder and the cold junction. The cylinder 
may be clamped in a vertical position and protected from lateral loss 
of heat bj’^ cotton wool or felt. A graph is plotted of the temperature 
against distance from one end. Actual temperatures are not required, 
but it is important to know the relation between the temperature and 
the galvanometer deflection. It will often berfound that a linear 
I’elation exists, but this should be examined in a subsidiary experiment. 

If this is the case, all that is required is to plot galvaiwmeter readings 
instead of temperatures. 

When the condition of linear flow is obtained the graph takes the 
form showui in fig. 127. 

The parts AB and CD of the graph result from observations of the 
galvanometer deflections. If they are linear and parallel no heat has 
been lost laterally, and the flow is linear in" the metal and the material 
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between tbe metal Gj’linders. Tbe fall of temperature through the 
material is required, and is the difference between the readings of 
temperature at B and C on the graph. It would, however, give an 
inaccurate result if this difference were measured directly from the 
graph. 

Measure carefully the thickness of the disk of the material and draw 
two lines vertically on the graph at this distance apart. It does not 
matter where they lie on the graph, they will cut the lines AB and CD 
produced, if necessary, to form a parallelogram with a diagonal equal 
to BC and the temperature difference may be read off. Very careful 
drawing on a graph dravm on a large scale is necessary to ensure even 
a fair degree of accuracy. 



The difference of temperature may also be obtained from the formula 
AT = EF -1- mA, 

where EF is denoted in fig. 127, m is the slope of the graph, and d is 
the thickness of the material. 

It is assumed that the conductivity, of the copper is known. 
Since the rate of cond.uction of heat is the same throughout, it follows 

that':'.''. 

- hg — h'g', 

where g is the temperature gradient in copper and g' that in the 
material, it being assumed that the area of cross-section is the same 
throughout. 


Thus 


9 
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and since -- contains the ratio of temperatures, it is sufficient to obtain 
the ratio of corresponding galvanometer deflections. 

o' — / y- -j- ???. I and g is obtained from the straight portions AB 

J 

or CD of the graph. 


Forbes’s Method o! Betemiinmg the Conductivity of a Metal Bar 
This experiment consists of two parts, in the first of which a metal 
bar is heated at one end until the steady state is reached. 

In the second part a bar of the same material and cross-section, but 
shorter, is allowed to cool under similar external conditions. 



In order to mamtain constant external conditions the experiment 
should be performed in a part of the laboratory sheltered from draughts. 

The bar (fig. 128) usually has one end curved and dipping into a 
convenient molten metal contained in a vessel on the other side of 
a screen, which protects the bar from direct radiation from the source 
of heat. 

The metal may conveniently be molten lead or solder. The bar is 
provided with a series of holes which lie regularly along its length into 
which thermometers fit. 

If these are small and contain mercury or the molten liquid, it is 
found that the process of conduction is not disturbed by their presence. 
The holes near the hot end should contain the molten liquid and the 
remainder mercury. , 

By observation of the temperatures at various distances along the 
bar measured from the screen, the temperature slope may be found. 
This is best done by plotting a curve (fig. 129) and calculating the slope, 

from the inclination of the tangents at various points. 
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A iniiction may be used alternatively to find the tanpera- 

. *U d^.r' “e juLaon B«vdy into the holee. For the 

{>“ 

'X ba°^-d to be suffiW long that its end ie at the 
external temperature, 6 ,. A convenient length is one metro and its 

the surface between B and the end. 



where /i! is the conductivity and A the area of section. 

This rate of flow is calculated from the second part of the experiment 
by determining the rate of cooling of the portion of the bar beyond B. 
The equation thus obtained serves to find k. 

The second bar may be conveniently 10 cm. long. It is heated to 
the temperature of the molten metal, but so that its surface is not 
damaged and remains similar to that of the first bar. To do this and 
at the same time to prevent sudden cooling of the molten mass, the rod 
is wrapped in several layers of paper and completely immersed. 

It is provided also ivith a hole to carry a thermometer and is sus- 
pended under the same conditions as prevailed round AB. Its tem- 
perature is observed at successive times so as to include in the range 

those values which prevailed along the bar. 

A curve is drawn showing the relation between the temperature, 0, 

and the time, for the short bar. 

This bar is similar to the long bar and cools under the same conditions, 
so that the rate of cooling for both is the same. From the curve we 

can deduce the rate of cooling, in the usual manner. 

We require for the purpose of the calculation the rate of cooling for 
points along the bar in the first part of the experiment. We must 
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(•orreiate tiu; values of x atid — , x denoting distances measured from 
at 

the soreen. 

This mtiy be done from the curves. 

Take a series of values of x from the curve illustrated in %. 129 
and observe the corresiDonding value of B. From the curve relating Q 

and t take the values for these particular values of 
We then have the corresponding values x and 

dt 

Plot these on a curve as illustrated in fig. 130. 


dQ 

This curve will cut the axis at a point, C, where — vanishes, or where 

dt 

the temperature of the bar is equal to that of the surrounding air. 

If 8 is the specific heat and p the density, the rate of loss of heat 
between two points separated by distance Sa; is 

A.dx^s 

dt 

The total loss per second between B and the end of the bar is thus 
rend dd ^ 

Aps -- dz 
dt 

s''" 

— Ap,s X shaded area of fig. 130, 

wliere O P on the graph measures the distance from the hot end up to B. 

This area may be found by the planimeter or calculated if carefully 
drawn on squared paper. 

/x7fl\ 

= Aps X S. 


Thus 

tS = shaded area and 
point B. 


denotes the temperature slope at the 
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Thn. 

We cap, tlius determine h, the values of p and s being given as 
coiistnnts of the apparatus or determined in the usual way. 

These values may be taken to be 8-93 gm, per c.c. and 0-094 respec- 
tively when the bar is of coiiper. 

The Detemination of the Conductivity of a Bar of Metal by Angstrom’s 

Method 

Til this method heat is supplied to a long bar by alternately heating 
and cooling it at one region in regular periods. 



In this w'ay the temperatures at points along the bar fluctuate 
periodically, and on account of surface radiation the temperature 
amplitudes diminish as the distance from the region of supply increases, 
while the maximum and minimum values occur at later times with the 
increasing distance. 

The bar must be chosen so that it is sufficiently long to allow us to 
neglect the effect of the terminal faces. The fluctuations should die 
away at a short distance from the cooler end, which thus has the same 
temperature as the air surrounding it. 

When the heating is continued Tong enough the periods develop 
themseives completely, in which ease the mean temperature at any 
point of the bar preserves some constant value. 

We first consider the theory of the experiment. 

Let us consider a bar, AB (fig, 131), with one end, A, exposed for 
a definite time, T^,, to a current of steam and for a succeeding time, Tg, 
exposed to a current of cold water. Suppose that this process is con- 
tinued regularly until the steady fluctuations throughout the bar are 
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developed. These fluctuations will have a complete period of (T^ -f Ta) 
which we may denote by T, and for the sake of convenieneo we shall 
write 

Let the conductivity of the bar h&h, p its density, s its specific heat, 
A its cross-section, P its perimeter, and 0 its temperature at a point, P, 
distant a: from a, convenient origin. We shall choose this to be at A. 

Consider a point, P', distant Sx from P, as in the diagram, and let 
its temperature be (6 -f 86). The heat flowing into the element, PP', of 
the bar across a plane at P drawn normally to its length is equal to 

7 — V * 

A . A per sec., 

Sx ^ ’ 

where the subscripts denote the points at which 0 is measured, i.e. the 
heat flow amomits to 

Sa; 

^ . A = F (say), 
ax 

in the limit when Sx is made infinitesimal. 

Thus this expression denotes the flow from left to right at the point, 
P, of the bar. Since 6 depends on x, in the general case this flow will 
also depend on x, i.e, F depends on x. 

Again consider the element PP'. We have calculated the flow, F, 
into it at P, and the flow out at P' will be 

F + ^ . Sa:. 
ax 


Hence the total flow of heat into PP 
__ 

(lx 
, d^B 


. 8x 


dx^ 


. A , 8x per sec. 


This heat is used up, partly in warming up the part of the bar 
concerned, and partly in losses from the surface. , 

If the temperature is changing at the rate, t denoting the time, 

the first part amounts to 

^ '■ do 

A . Sa? . p . 5 . , 

dt 

and the second to 

' A.P. a:e(0 ~ 0o)* 
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h denotes a constant for the surface and is the external tem- 
perature. 

Wc shall, however, suppose that & is measured in degrees above 
the surrounding temperature, so that we may mite the last expression 
^ .simply . 

h.v.sx.e. 

, therefore, arrive at the equation 


WC:, 




dt 


: -f- Apsdx 




m, 


...(2) 


h hV 

whore K = :l, ...(3) 

ps Aps 

Any function tvhich satisfies certain conditions can be expanded as 
a Fourier series. 

Students of physics should make themselves acquainted with the 
Fourier analysis and they may be referred to Carslaw’s w^ork on this 
subject. For the present purpose we need nothing more than the 
statement that the expansion is possible. 

Fourier’s series is the following: 


f{t) = Aq -f Ai cos pt + Ag cos 2 p^ + A 3 cos Bpt -f- . . . 1 


...(4) 


-+- sin pt -f sin 2pt + Bg sin Bpt -f- . 

Here f{t) is any function existing over some interval from t — a to 
t = b and satisfying certain conditions with regard to continuity, etc., 
which we need not enter into here. We merely mention that the series 
is apiplicable to the function we shall use in our experiment. 

With regard to the values of the A’s and B’s the rule is that: 


An 


An = 


1 r* 
j / («d du; 


27mu , 
cos , du; 


D 2 r%, \ . 2n-rcw , 

== /(M)sm,- — d% 

b — aji h — a 

n has the integral values, 1 , 2 , 3 , etc. 

The value of p in the above series is in this general ease — 

b — a 

When /(if) is periodic and has the complete period, T, w^c take the 
limits, a and h, at the ends of this period and write a — 0, 6 =;?= T, so 
that the aeries represents f{t) from « = 0 to « == T, and on account of 
its periodic character represents it also from T to 2T, etc. In this case: 
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A, = ^j7(«)*<. 

2p 

An — ~\ f{‘u). ms njmdti, 

TJ 0 
21® 

B„ = — 1 /(w) sin npu . dn. 

TJo 

The periodic function with, which we are concerned is that which 
expresses the fact that from t ~ 0 to i = Tj the temperature has some 
value, $ 1 , and Irom t = Tj to t == Tg it has the value ©g. Such a 
function can be represented by a Fourier series and we shall assume 
that the particular expression is (4), with coeiHeients calculated accord- 
ing to the rule. These, hoiYover, are not required for the experiment. 

It is shorter and more convenient for onr purpose to write (4) in 
the .form 

tto 4- sin (pt + yi) -1- tta sin {2pt + ya) + (5) 

Let us suppose that this is the expansion which expresses the tempera- 
ture at A. 

Now the temperature, 6^, at the point whose distance is from A is 
a fluctuating function, and so is that for any other point, a'g. 

We may therefore write for 0^ some such value as (5), viz. 

0^ = Co' + Cl' sin {2Jt + Si') + CV sin (2^1^ + 4 - ... (6) 

and for the point, 

02 = Co" + c," sin {pt 4- Sj") + Cg" sin {2pt -j- Bg") + . . .. (7) 

The ciuantities Co' G/ . . Sj' Sg' • • -j wdl differ from Go" Cj" , . 
Si" Sg" . . since they correspond to different values of x. 

We have to solve the equation (2), and we have a clue from the 
experimental observations of diminishing amplitudes and lagging 
maxima and minima. Moreover, the value of 0 is known at the point 
A where a’ is zero. This value is given by (o). 

The solution is, in fact 

0 = -f- sin {pt 4' 4" yi) 



4- sin {2pt 4-^y2) 4- etc. 

...(8) 

Where 


...(9) 


2Ka„p„ = — np j 



When X — 0 this expression reduces to that of equation (5), so that 
the solution satisfies the end condition. 

The reader may verify that the solution satisfies equation (2) by 
substitution. He will observe that the coefficients of the separate 
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sine and cosine terms and the terms independent of trigonometrical 
functions all. vanish if (9) holds. 

Ko-vv if we consider the two points, and at a distance, I, apart, 
In" equations (6), (7), and (9), we have 

C/ = 0/' = S/' - S/ == ^., 1 , 

for Si' = Pi®i + yi and Si" = y^. 

Hence ai? = log ^ and log 

But by the last of the conditions (9) 


T(8i'~Si")log~ 


and in the xsame way 


T(8,,'- 8„") log^-^;, 


In this formula we note that the constant, h, does not appear and 
we are not troubled mth the difficulties always associated with it. 
The conductivity, is given by Kps, so that if our experiment is 
performed carefully and as a consequence the quantities, G„ and S„, 
accurately known, we have to rely on the accuracy of the knowledge 
of the density and specific heat. Both these are accurately known. 
This is the reason of the importance of Angstrom’s method. The 
student is recommended to refer to a translation of the original paper 
in the Philosophical Magazine, series 4, Vol. XXV, p. 13G, 1863. 

From (11), wo observe that each coefficient, C«, gives rise to a value 
of K. As the carrying out of the experiment will show, the coefficient, 
Cl, gives the most reliable result, but the value corresponding to Cg 
should also be worked out. It remains to describe the experiment and 
to show how to find the Os and Ss. 

The bar, wkich may be of copper, iron, or brass, has one end, A, 
inserted in a chamber so arranged that steam and cold water may he 
passed in alternately as described above. The total period is to he 
measured and care exercised to reproduce the conditions exactly in 
each successive period. 

Steam from a conveniently large tin flask and water from the tap 
will set up thS right conditions. 

The steady temperature fluctuations will be the more easily attained 
if the bar is sheltered to avoid draughts in its neighbourhood and 
consequent troublesome convection effects. The temperature at a point 
on the bar should be observed by means of a thermo- junction placed 
in a small cavity in the bar. Two such cavities will be required and 
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should contain mercury. The thermo-junction must be calibrated in 
the usual way (see p. 287), 

When this is done read the temperature at convenient intervals by 
means of the galvanometer in the circuit and obtain as many readings 
as possible tlu’oughout two complete periods or more. Plot a curve 
for d against the time very carefully on squared paper, as illustrated 
in fig. 132. Suppose that this refers to the point, x^. Bepeat the 
process for a-g. 

We shall determine the necessary quantities from the graphs. 



In order to see how to use the graphs multiply the equation (6) by 
sin pt and integrate both sides over a complete period from any 

2tc 

arbitrary time, £ = to i -j- T, where, of course, T == ■ — 

V 

We thus have • 

rii + T . ch+'s r<i + !r 

1 0^ sin pt dt = 1 sinp£ dt -f- \ sin {pt^-\- S^') sin pt dt 

Jti Jti Jit 

rti + T 

+ Ca' j sin (2pt -f Sg') smp£ di -f etc. ...(12) 

In doing this it is well to remark that we are integi'ating the series 
on the right-hand side term by term, adding all the integrated terms 
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and equating to the integrated function on the left. This process is not 
always legitimate, but on account of the properties of the particular 
series we may apply it in the present case. 

On performing the integration the only term on the right-hand side 
which does not vanish is the second, and this has the value 

ITCi'cosS/. 

Denote the integral on the left by Ss. 

Then S, = iTCy cos S/. 

In the same way, if Sc denote the value of 
rtt + n 

1 Oj cos pt di, 

we iimi 

Sc = pcy sin sy 

We can determine 0/ and from these two equations, for 

tan S/ = I? ...(13) 

Mid 0.'2 = (S,! + S,=). ...{14) 

In the same way, if multiply the series by cos 22>i and sin 2pt 
and integrate, we find 

f<l + T 

Ssc = j cos 2pt dt ~ ITOg' sin Sg', 

and as before we can express Ga' hi terms of the quantities 

Sjc and Sgs, the meaning of the latter being, of course, 

f«i M 

01 sin dt = ITCg' cos Sg'- 

Jtt 


This suggests a graphical method of determining the necessary 
quantities. 

Measure as many ordinates of the curve (fig. 132) as is conveniently 
possible and muitipiy each by sin or sin 

T is the complete period of the periodic heating and t is the value 
of the time appropriate to each ordinate. 

.Plot a new curve with these new quantities as ordinates and times 
as abscissae and thus obtain fig. 133. 

Draw any ordinate for some arbitrary time, and construct 
C^D^ the ordinate at one complete period later. 
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Measure the area between these ordinates, the curve and time axis 
carefully with a planimeter. 

This gives S^. 

Go through the similar process to find Sc. 

Multiply by sin and cos 2pt to find Sac and Sg,... All this has 
to be repeated for the second point, and we then have all the 
data necessary to deduce k from formulae (10) and (11). 



Another way of making the calculation is to make two experiments 
with different periods, T' and T". If and a„'' are the values of a„ 
in these cases respectively we find from (9) the result; 


2a„a„'\/ ~ a„'2 ~ 


and a,/' are derived as before, and 



It is to be noted that we do not in this case require the values S. 
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The density and specific heafc may be taken from tables or be 
measured by any of the usual methods. 

In firawing the curves it is a good plan to have two complete periods 
shown to give a means of testing the aecuracj^ of the areas, and Sc. 


CURVE SHOWING THE VARIATIONS OF 0COS?S WITH THE 
TIME AT THE POINT SCi ’ 



Always test the end of the bar remote fi-om the heat supply to 
determine if it remains at the air temperature. It will suffice to place 
a thermometer close to this end. A longer bar must be used if the 

fluctuations continue right to the end. ; 

Angstrom used a square bar of side 2-375 cm., and the length, I, 
between the two points, and was 5 cm. 
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It iias been found, however, that a cylindrical bar of diameter from 
1 to 2 cm., and of length about 60 cm., will suffice, with such a range 
of temperature as described above. In the original experiment 
Angstrom heated his bar at the central region and, of course, had 
similar conditions on both sides. 



CHAPTER 5 


:\iiscf;llaneous expeebients in heat 

DeterHiiRatioii of the Eadiation Constant. (‘Phil. Mag.’* ser. 6, 1905* 

p.210) 

By Stefan’s Law tiie total radiation from a black body is proportional 
to the fourth power of the absolute temperature, or 
R==oT^ per sq. cm. per sec. 

It is the object of this experiment to determine cr. 

Apparaitis 

The diagram (fig. 135) illustrates the arrangement of apparatus 
which consists of a blackened hollow metal hemisphere, B, about ten 



inches in diameter, fitted into a wooden box, W, lined with tin. Thi.s 
fits on to a table, of which the top, DE, is shown, containing a small 
hole at S, which lies at the centre of the hemisphere. B is heated to 
a uniform termperature measured by the thermometers, Tj and Tg, by 
passing steam through the box above the hemisphere. The black 
surface of B is the radiator, and the heat is received by a small disk 
of silver plac^cd at S, and blacked on the upper surface to prevent 
reflection. It is better to fit the disk in a vulcanite frame rather than 
to allow it to touch the table directly. 

Emm the disk are led away two wires, one of constantan, and the 
other of silver, to a galvanometer and second junction. 

S is thus one of the jimctions of a thermo-electric couple, the other 
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is placed in a tube containing oil standing in a calorimeter , G, containing 
%vater or ice. 

The junctions to the galvanometer are kept in a canister, A, packed 
with cotton wool to prevent any electrical effect due to difference of 
temperature at these junctions. 

It may be further necessary to include a resistance in tlie circuit to 
keep the deflection on the scale if the galvanometer is too sensitive. 

A rise of temperature due to absorption by the disk is thus recorded 
on the galvanometer. 


Theory 

Let B-i — radiation absorbed by the silver disk per unit area per 
secondhand B that emitted. Let the temperature of the radiator he 
Ti, and of the disk T. 

If the whole enclosure, the disk included, had temperature Tj, there 
would be equilibrium, and the disk would both emit and absorb Bj 
in unit time. The energy absorbed would arise, of course, from. B. 
This same energy falls on the disk when at the low’^er temperature and 
is absorbed, but the energy emitted is now B. Thus the gain of energy 
per second = (Bj — .R) A, where A denotes the area of the disk. 

dT 

Let TO denote the mass of the disk, s its specific heat, and -- its rate 
of change of temperature. 

Then we have 


or 


dT B, -- B , ffA 

ms --- — — =— — - . A = — 
dt . J J 

_ Jms dT 



where J — Joule’s equivalent (4'2 x 10" ergs per calorie). 

All the quantities on the right are measured, and hence a is calculated. 


Experinmnial Details 

It is first necessary to ascertain the i*elation between the readings 
of the galvanometer scale and the difference in temperature between 
the two junctions. •» 

In order to make tliis comparison the disk is surrounded with cotton 
wool, and the cold radiator placed above it. _ 

The calorimeter, C, i.s then heated and the difference in temperature 
between it and the disk recorded on a graph against the readings of 
the deflection. 


We thus obtain; difference in temperature per scale division = 


m 
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By moasuring the temperature of C, we can then deduce from the 
galvanometer defiection the temperature of S from this graph. 

Second!}', ive require the rate of rise of the temperature of the disk 
when the radiator is put on. 



O DIVISIONS ON SCALE 


Fia. 136 

As soon as the temperature in the enclosure, B, has become steady, 
the box is placed over S, keeping the latter at the centre, and the 
galvanometer is read at equal intervals of time; these may conveniently 
be every five or ten seconds. 

The table shows a record of observations made every ten seconds. 


Time 

Scale div. 

Time 

Scale div. 

0 

227 

40 

190 

10 

218 

50 

1 181 

20 

208 1 

60 

; 173 

30 

199 ; 

70 

i 165 


These results are plotted on a graph. 



O A 

Scale divisions 
Fio. 137 


Draw a tangent to the curve and measure the value of as --- close to 
■ _ dt 

A as possible, .since errors soon arise by conduction from the silver disk. 
m and s are found in the usual way. It will be convenient to regard 
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these as constants of the apparatus, and to record them on the occasion 
of making the apparatus. It is inconvenient to make determinations 
at each experiment. 

Otherwise s may be measured by the method of mixture using a piece 
of silver identical with that in the apparatus. 

The Rise of Boiling-point oS Solutions 
The object of this experiment is to determine how the temperature 
at which a solution boils depends on the concentration, to determine 
the rise of the boiling-point above that of the solvent, and to compare 
experimental results with those given by the thermodynamic formula. 

If P denotes the osmotic pressure of a solution, M the molecular 
weight of a salt, and s, the number of grammes dissolved in 1 c.c., we 
have, in the case of dilute solutions, 

P^cRe 

s ~ '"M ’ 

where c depends on the degree of dissociation, B is the value of the gas 
constant per gm. molecule, and 0 is the temperature of the solution. 
Thus for any particular salt and solvent and for a temperature 0, 

P OC 5, 

A calculation based on the second law of thermodynamics shows 
that the rise of temperature of the boiling-point is given by the formula 



where P = osmotic pressure, 

L = latent heat of vaporization of the solvent, 
p = its density, and 

0 == temperature of boiling of the solvent. 

For the purpose of the calculation it may be assumed in the ease of 

water, that p = boiling-point. 

The standard osmotic pressure Pq is 22-4 X 10® dynes per gm. molecule 
per litre at 0° C. 

If 0 = B.P., the approximate value for P at temperature 0 is 
^ X 224 X 10® dynes. 

6 is in absolute units, and the value for any particular concentration 
may be deduced by simple proportion. • 

L, for w'ater at ordinary pressures, may be taken as 537 x 4-2 x 10'^ 
ergs, in which units it must be expressed in the equation. 

Suppose IV gm. of solute are dissolved in W gm. of solvent. 

W W 

The volume of the solvent is — c.c. or litres. 

p lOOOp 
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If (IciHJtL-s the molecular weigiit of tlie solute, we have gni. 

iuoi(*eu!e.-i in --- - litres, i.e. — ~ gm. molecules per litre. 
lOOOp MW 

Thus the ch>pre.s.sion according to the theory should be 
lO OOpu ; Ppfi _ IOOQw^qQ 

Im ’L? ~ ~ 

Verify this expre.ssion bj* taking several values of w. 

A modnru form of apparatus for canying out this experiment will 
he fleseribcfl. It, i.s re]m'sented diagrammatical] y in the fig. 138. 
A is a gla>s tube wJiieli holds the solvent from which proceed two 
tubes, ii and (\ ]>rovidcd with corks. 

The thermometer passe.s down B, and the bulb is immersed in the 
solution or pure .solvent in A. 

Weighed quantities of solute may be added through C. 

Through the cork, H, passes the metal tube of the condenser, F, 
which is cooled by passing in water by one of the tubes, T, and allowing 
it to flow out by the other. 

The small tube, G, carries garnets, which are placed at the bottom 
of x\, and which together with a short udre through the base of A, 
assist the begimiing of boiling and tend to prevent superheating. 
A stands on a cylinder of asbestos, D, which rests on a plate, E, of 
pipeclay, and the liquid is heated by two burners placed below E. 

The thermometer is set and its reading taken when the pure solvent 
is boiling, and the dilference noted when the solute is added and the 
solution boils. 

We have first to weigh the vessel, A, when detached from E, and 
not carrying the thermometer. Add a weighed amount of solute, w, 
to a convenient quantity of solvent. After solution, and after taking 
the boiling-point of the solution, E is agam removed and also the 
thermometer, and A is again weighed. 

Since w is known, we can obtain W, the weight of solvent. Care 
must be taken not to remove any of the liquid with removal of the 
tliormometer. The thermometer bulb must be placed in the solution. 
If it is above, it attains the temperature of the steam coming from 
the solution, and this is not at the temperature of the solution, but at 
the temperature of steam appropriate to the prevailing pressure. 

The Bechna 1171 Thermometer 

The magnitude of the change of temperature is not very great, and 
great care is necessary to measure it accurately. The most convenient 
form of thermometer for this purpose is one of the Beckmann type. 
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A couu,uon form of this thermometer is made of Jena glass, having 
an apparent oocffieient of expansion for mercury of magnitude 
It is illustrated in fig. 139. 



A special feature is the large bulb, B, containing a comparatively 
large ciutintity of mercury from which a fine capillary tebe extends, 
bent as shown at A, where the capillary is widened. 

The mercury in the bulb being of considerable volume gives a large 
additional volurne on expansion, and this causes a large movement in 
the fine capillary tube when the change of temperature round the bulb 
is only slight. 
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If, however, the quantity of mercury in the bulb were fixed, the 
raiijic of temperature for which the instrument could be used would 
be very sirialf unless the capillary were inconveniently long. 

Tlie thermometer is used to measure a small change in temperature 
above (..‘r below some particular temperature. Suppose that we require 
to measure a small change of temperature above Tq. 

It would be best to arrange so that the mercury extended 

I from the bulb up to the zero of the scale when at the tem- 

perature, T^. A slight increase in temperature would then 
’ I if drive the mercury along the capillary, which is marked in 
I hundredths of degrees at intervals of sufficient width to 
enable an experimenter to estimate to thousandths. 

Suppose now that it is required to read temperatures 
sliglitly above another temperature, T^, which is greater 
than Tq. If we could withdraw sufficient mercury from the 
bulb it would be possible to arrange that the mercury ex- 
tended up to the zero mark at the temperature, Tj, and 
slight iiiereases would drive the thread along the fine tube 
as before. 

Of course, the expansion per degree rise of temperature 
in the second case is not strictly the same as in the first, 
since the initial volumes are not equal in the two cases. 

In order to see how this affects the observations, let us 
suppose that the graduations on the stem are correct at 
Q® tQ°C., i.e. with mercury filling the bulb and extending to 
the zero mark, when the surrounding temperature is a 
rise of temperature of 1°C. would cause an expansion to 
B the first degree mark above the zero. 

Let the volume of mercury at under these conditions 
Fig. 139 be denoted by Vq, and let the coefficient of apparent 
expansion of the mercury in glass be a. 

Then the volume of the capillary per 1® is Vott. 

Now suppose that mercury Is drawn off until at temperature, t, 
the mercury fills the bulb and extends to zero. The volume drawn off 
isyoa(f — y. 

The remaining mercury had a volume at i,,® of 
Vo{l — a{^ — «o)}, 

and Oil further heating of one degree would expand by an amount 
Voa{I — a(i — io)}. 

Since the volume of the capillary per 1° is V(,a this expansion will 
be regi.stered as {i — ct{t — of a degree. 

The degrees on the scale are too large for the temperature t. 

A correction could be made by dividing the scale readings by 
(1 ~ a[t — io)}, and it would be sufficient to add to the observations 
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an amount a {t — fg) per degree registered on the scale to obtain the 
eorrected rise. 

As has been stated, a has the value 75 /ttj, so that if we suj)pose the 
thermometer correct at 90° C. and we record a rise just above 100° C. 
we should add to each degree an amount . 

= 0-0016°. 

This is an appreciable amount since we can record up to thousandths 
of a degree. 

The correction can be neglected when we are recording to hundredths 
of a degree. 

The widening of the capillary at A enables the change in the quantity 
of mercury in the bulb to be made. 

Suppose it is necessary to read a temperature between 100° and 
101 °C. The thermometer is placed into a bath at a temperature of 
about 102° to 103° C., and so that the mercury extends from the bulb 
up to the widened part when at this temperature. 

If a quick jerk is made the thread will break at the point where 
the capillary enters the wider part. 

When cooled to about 100° C., i.e. when held in steam, the tempera- 
ture of which may be determined by observing the atmospheric 
pressure, and referring to a book of tables, the top of the thread should 
sink to the lower end of the capillary. It will not lie exactly at zero, 
and the position occupied by the end at this known temperature is 
recorded. It may be necessary to vary the upper temperature when 
the thread is continuous before the end will sink conveniently towards 
the zero at the temperature of steam. 

When this condition has been attained the small rise of temperatiue 
is readily recorded. 

It is not necessary to bring the mercury thread exactly to zero 
before reading the small temperature change, and if the correction is to 
be applied it may be made by giving the value to t which corresponds 
to the temperature for which the apparatus is set, just as if it had been 
set at the zero. 

If it is more convenient to observe a diminution of temperature below 
a certain point, it is only necessary to bring the top of the mercury 
thread at this temperature to a point high up on the scale. A slight 
depression will cause the top of the column to sink, and the interval 
may be mea.sured as before. 

In such accurate temperature measurements it is necessary to make 
a correction for the emergent column. This is done by reference to 
Grutzmacher’s table taken from the Zeitschrift fur InstrumenteriJcunde 
(1896), p. 220. 

A reference to this table will show how important such a cor- 
rection is. 
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GRUTZ]VL4.CHER’S TABLE 


'IVmpei-ature 

interval 

Value of one 

1 scale division 
in degrees cent, 
with thread 
^ totally immersed 

With the thread 
all outside and 
at mean tempera- 
tures below 

CoiTesponding 
vahie in degrees 
cent, per scale 
division 

° 0 . 

°c. 

|- . °c. 

°C. ■ 

—35 to —30 

0-982 : 

0 

j 0-977 

0 to 5 

0-997 

' 15 

1 0-995 

45 to 50 ! 

1-011 

26 

i 1-015 

95 to 100 

1-021 

32 

1 1-032 

145 to 150 j 

i-027 

38 

1-045 

105 to 200 I 

1-028 

44 

1-053 

245 to 250 i 

1-024 

50 

1-055 


Tlie second column gives the correction due to the variation of 
mercury within the bulb, and it shows that the thermometer reads 
correctly at a temperature between 5° and 45°, for in this region lies 
the point where the value of one scale division is 1° C. 

The fourth column gives, in addition, the correction for the fact 
that part of the mercury is at a difierent temperature from that in 
the bulb. 

In order to make a correction, choose the part of the table which 
describes most nearly the condition of the experiment, e.g. at a tem- 
perature in the neighbourhood of 100° with a mean thread temperature 
about 30°, one degree recorded by the apparatus is approximately 
1*032°. 

Two thermometers -will be required, one adapted for use in the 
neighbourhood of 0°0. and the other adapted for use near 100° C. 

Molecular Weight by Depression of Freezing-point 

The thermodynamic formula for the depression of freezing-point is 



where L is the latent heat of fusion of the solvent, p its density, and 
0 is the temperature of fusion. 

P is the osmotic pressure. 

Let W denote the weight of solvent used, and let w gm. of solute 
be added of molecular weight, M. 

Let P„ denote the pressure for 1 gm, molecule per litre, i.e. 22-4 x 10® 
dynes /sq. cm. By using this value and p — 1, L = 80 x 4-2 x 10^ ergs, 
0 = 273 °K., calculate the corresponding depression. 
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In the present case the volume of solvent is litres, and the 

^ 1000 ? 

nuinl.)er of nin. molecules dissolved is 

M . 

The corresponding depression is T', where 

T' ^ ^ ^ 1000 

W ‘ M‘ Lp W' ’ L ‘ 


It will be the object of the experiment to calculate M. 

The vessel, D, with the stirrer, S, is weighed and a quantit}’- of the 
solvent introduced, and the vessel agahi weighed. 

This gives W. 

The thermometer is placed with its bulb in melting ice, and the top 
of the mercury thread adjusted so that it stands near the upper end 
of the scale. This temperature is 0°C. and small differences from this 
point may be read from the thermometer graduations. These may be 
corrected by Grutzmacher’s table. 



Fis. 140 


A weighed quantity of the solute is introduced into the solvent 
through the side tube, C, and solution brought about by help of the 
stirrer. 

The vessel is placed in an enclosure, E, and surrounded by a freezing 
mixture, F. 
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The thermoiueter, B, must be kept in ice until I) has cooled down 
to 0'% and then the ti'ansference must be quickly made to D. Otherwise 
the thread will rise beyond the scale, and mercury will flow into A. 

During solidification the mercury will stand at a definite mark if the 
solvent is pure, and the difference, T', can be measured. 

In order to set the thermometer ready for use in the experiment, it 
must be placed in water cooled to within a degree or two of the freezing- 
point. The thread of mercury which must he continuous from B to A 
is broken by a quick jerk at the top of A, when the temperature of 
the water is attained. 

In this way the thread will extend nearly to the top of the scale, 
when tlie bulb is at the temperature of melting ice. 

For the temperature at which the solution freezes the fall below the 
frcezing-j>omt of water is obtained by subtracting the second reading 
with the bulb in the solution from that with the bulb in ice. The degrees 
thus read will require correction on account of the emergent column. 

Ill order to make the correction, use Grutzmacher’s table, e.g. if a 
temperature difference recorded is 1-5°C. with an average room tem- 
perature 16° C., the degree as read on the scale is really only 0-995°, 
Thus the difference is 

1-5 X 0-995 = 1-492°. 

The thermometer reads to x^^°, so that we can estimate 
and it is therefore necessary to take accoimt of such an error as that 
arising above, viz. of 0-008° C, 

Determination of the Mechanical Equivalent of Heat by Friction Cones 

The apparatus consists of two vessels of gun-metal of the shape of 
truncated cones, one fitting within another. The inner cone contains 
water, and is held in position by a measured couple applied by means 
of a weight hanging over a pulley and coimected to a disk attached 
to the cone. 

The outer cone is rotated by means of a cord to a large wheel rotated 
by hand. 

It is possible by steady turning of the handle to cause the weight 
to hang almost steady, so that a steady couple is applied to the inner 
cone by friction, and its amount is measured by multiplying the force 
and the diameter of the wheel to which the cord is attached. 

A counting device is fixed to the outer cone so that the number of 
rotations is recorded. 

If n is the number of rotations, «; the weight in dynes applied to 
the disk, and a its arm, the work done is 
2Tcwtoaergs. 

The rise in temperature of the water is measured by means of a 
thermometer, so that if M represents the total water equivalent of the 
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cone and contained water, and if th© rise in temjierature is T, the heat 
developed is MT calories. 

If no heat is lost to the surroundings, the mechanical equivalent, J, 
or the number of ergs necessary to produce one calorie is given by 
... _ ^Tzniva 

A common form of apparatus in use in laboratories is shown in the 
figure; it was designed by Dr. G. F. C. Searle. 



An improved design is described in the Philosophical Magazine, 
Sept. 1920, by H. P. Waran. 

In order to prevent radiation losses it is a good plan to cause a rise 
in temperature of not more than 10° C., and to cool the water about 
5° below the room temperature initially. The two cones are mounted 
in a metal case lined with cork to dimmish conduction losses. 

The heat is conducted through the walls of the inner cone to the 
water, and it is necessary to stir the water during the experiment to 
assist the flow of heat throughout its extent. Tliis may be done by 
means of the thermometer. 

One of the features of Waran’s improvement is the automatic stirring 
of the liquid which consists of an oil with good conductivity and known 
specific heat. 

The Determination of Joule’s Equivalent of Heat by Callendar and 
Barnes’s Electrical Method 

The principle of the experiment is to supply electrical energy to a 
wire surrounded by water, and to measure the heat developed in the 
water by noting the rise of temperature. 
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If we express the electrical energy in ergs or joules, we ca,n thus 
deduce that required to generate one calorie. 

Inside the glass tube, H (fig. 142), is fixed a helix of nuinganin wire 
of resistance about 9 ohms. The ends of the v/ire are joined to the 
terminals, G and O'. , , u 

Water from the tank, B, enters H by a side inlet tube at one end 
and after flowing round the wire comes out from a similar outlet tube 
at the other. Tliermometers, which enter the ends of H as showm, 
penetrate the infiowmg and outflowing warter, and serve to record 



the temperatures of the water before and after it has received heat 
from the wire. 

The vertical tubes, AA, allow air bubbles which may flow in with 
w^ater, to escape. The level of B is variable for the tank is movable 
up and down its stand. 

The makers of the apparatus recommend that the rate of flow should 
lie between 55 c.c. and 65 c.c. per min,, or about 1 c.c. per sec. B should 
be adjusted to produce this rate. 

The tank consists of an inner and outer chamber. 

Through the tube, E, water enters the outer chamber fr-om the 
supply, and comes nut through M to enter H. 

The water flows over firom the outer chamber to the inner and 
escapes to the»drain by means of E. Thus water is supplied at a constant 
pressure to H, and the flow is made steady. The outflowing water may 
be collected in a measuring glass, or it may be collected in a weighed 
beaker and the mass per second flowing out deduced. 

The apparatus gives best results for a current of approximately 
2 amperes, so that a voltage of from 20 to 25 should be applied. To 
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obtain a steady source, ten or twelve accumulators should be used and 
connected through an adjustable resistance to C and O'. 

In tliis case, with the rate of flow indicated, a difference of tempera- 
ture of the ingoing and outgoing water of about 8° 0. is maintained. 

If possible, the mean temperature of the water should be that of 
the room, to avoid errors due to radiation. 

When it is not possible to arrange this exactly, it is necessary to 
apply a correction. Let the temperature of the room round the 
apparatus be and the mean temperature of the water at entrance 
and exit be 

Then the number of calories lost per second is 
m X 0'05, 

where m is the outflow per second, and we may make the correction 
by adding 0*05 {t — t^) to the difference of temperature recorded by 
T and T'. This correction has been obtained experimentally by the 
designer. 

Measure the resistance of the spiral by means of a Post Office box. 



Fig. 143 


Connect the resistance, R (fig. 143), in series with the supply of 
current and the ammeter, A, which has a range up to 3 amperes. 

If a voltmeter is available there is no need to measure the resistance 
of the helix, for the difference of potential between C and C' may 
be measured by connecting it through the key, K, in jiarallel as in 
the diagram. • 

Adjust the current to about 2 amperes, and if necessary make slight 
variations from this to adjust the temperatures so that heat losses are 
made as small as possible. 

Let m denote the rate of outflow per second, I the current in amperes, 
E the voltage supplied between C and C', and T the difference in 
temperature of the two thermometers, corrected if necessary according 
to the rule given above. 
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The suppl}^ of eiectrical energy is El joules per second, and the heat 
developed is ?hT calories per second. 

Thus, J, the heat equivalent, is given by 



JmT = EI 

^ El . , 

J = — loules 
mT 



10'^ ergs. 


If the resistance of the wire is measured, instead of El we must 
\rate PR. The accuracy to be expected is between i and i per cent. 

The following is an example of an experiment carried out in the 
laboratory, and indicates the order of the quantities: 


Temperature of room, 17-3‘^C. 

Temperature of water at inlet, 16-8°C. 

Temperature of water at exit, 25-35° C. ' 

Mean teruperature of water, 21*07° C. 

Temperature difference of water in the tw'o cases, 8-55° C. 
Radiation correction = 0-05 X (21*07 — 17*3) = 0*19° C. 
Corrected temperature difference, 8*74° 0. 

Volume of water flowmg out in two minutes, 115 c.e. 


115 

— — gni, per sec. 
120 *° ^ 


Current, 2 amperes. 


J = 


Resistance of wire, 8 
4 X 8*92 


115 

120 


ohms. 
4*260 joules. 


X 8*74 


An Expeiiment on the Exchange of Heat of a Body with the Enclosure 
The loss or gain of heat of a body to or from its surroundings is 
under certain conditions described quantitatively by ISTcvdon’s law. 
According to this law the rate of loss of heat from a body is proportional 
to the difference of temperature of the body and of the surroundings. 

One of the conditions which must be satisfied, if this law is to be 
applied, is that the difierence of temperature should be small. It is 
difficult to say defiflitely what is to be understood by a small difference 
in this case, but in practice it should certainly not exceed 20° C. 

The law is* often applied and appears to be fairly accurate if the 
enclosure consists of the walls and the various objects in the laboratory, 
all at some average temperature. Such conditions are, however, in- 
definite, and in any investigation in which the law is to be applied, 
a definite, constant-temperature enclosure should be provided, for 
example, by surrounding the space about a suspended calorimeter by 
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a large metal can which itself is maintained at a constant temperature. 
For laboratory exercises, the maintenance at constant temperature by 
elaborate means need not be undertaken since a metal can standing on 
the table of the laboratory will usually remain at an almost constant 
temperature. Nevertheless, this condition should be checked by sus- 
pending a thermometer so that its bulb is in contact with the can and 
by observing the readings from time to time. 

A most important condition is that there should be no general 
movement of the surrounding air such as results from draughts. The 
only movement of air should be that which results from the body itself. 
This is convection arising from the difference of temperature of the 
body and the surroundings. It is by this process that the loss of heat 
chiefly occurs although there wiU be some loss by the process of 
radiation, and to a very small extent by conduction. 

The total of these processes produces a loss of heat subject to 
Newton’s law. 

If the temperature difference is denoted by 8° and the heat of the 
body by Q calories, the law states that 

dt 

The constant K depends on the extent and character of the surface 
of the body. It will depend on the degree of polish of the surface, and 
in any experiment the whole surface should be uniform in this respect. 
If the surface is highly polished the loss wiU be small, and in order to 
get effects suitable for some tests the surface should not have too high 
a reflecting power. It is usually sufficient to clean the surface, such as 
that of a copper calorimeter, by careful rubbing with a duster. 

In special cases the surface is uniformly metal coated or varnished. 
More accurately, the law is according to the equation 

‘*-9=_Ke^ 

dt 

where n is an index differing from unity. 

In the first experiment on this law, suppose that a calorimeter 
contains water and that its total water equivalent includmg that of 
the water is W. 

Let it be suspended in a constant-temperature ^inclosure and let 0 
denote the temperature difference. Thus, if T denote the temperature 
of the calorimeter and T^, that of the enclosure, , 

T - To == e. 

Let the water be heated electrically by a coil of wire placed in it, 
and suppose that the potential difference between the ends of the wire 
is V, the current being A, measured in volts and amperes respectively. 

It must be supposed that the water equivalent of the whe is included 



252 ADVANCED PRACTICAL PHYSICS PGR STUDENTS 

in W, but this is as a rule small enough to be neglected in comparison 

t-vith that of the water and calorimeter. 

... VA . 

The rate of supply of energy to the heatmg coil is ^ - cal. per sec. 


Tims 

VA 

4-2 

11 

+ 

AlKi 

Q 

= WT, 

so that 

dQ 

di 

11 

11 

Thus 

dt 

4-2 

or 

WdO 

- -0 

k dt 

4-2k ■ 

For convenience, let 

X 

= ^-0, 
4-2K 


■ A ^ " b. 


so that the equation takes the form 
Wda; 

Kc 

The solution of this equation is 
where B is a constant. 

It is supposed that initially the calorimeter and the enclosure are 
at the same temperature, i.e. 0 = 0 when t = 0. 

VA 

Thus B = whence, giving x its value in terms of 0, 


4-2K’ 


VA 
' 4-2K 


(1 _ e-KbW), 


If at any time the electrical supply is cut oif, the equation describing 
the temperature change becomes 


dt 

or 0 = Ce“W. 

Suppose that th^ heat supply is cut off at a time, when the value 
of 0 is 0j, then 

0 = 0^e-K(i-U)/W 

These two equations in 0 form the basis of the calculations to be made 
in the experiment, ' 

Let the current be switched on at a time recorded as zero. Take 
readings of the temperature until it has risen about 15® C, The current 
must be adjusted so that the rise is at a convenient rate not too rapid 
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and not too slow for the time to be spent over the experiraejit. For 
this purpose jilace a quantity of water in a similar calorimeter and. 
connect the heating coil in series with a variable resistance, e.g. a 
carbon rheostat. Place the heating coil in the test caiorimeter and 



examine the rate of rise of temperature, adjusting the resistance to a 
convenient value. It is advisable to place an ammeter in the circuit 
in order to measure the current. When a suitable value lias been 
decided upon, reproduce the conditions in the circuit of the experiment. 

The curve resulting on a graph of 6 against t vdll resemble OAB 
(fig. 144). 



If the heating were to continue sufficiently long the temperature 
would rise to O', which according to the equation, when t is made very 
large, is 



After a rise of temperature of about 15° the point B is reached and the 
current switched off. The subsequent graph of 0 against t is BC. 
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A linear graph of this portion of the curve is obtained by plotting 
log against {t — since the equation for (5 in this region gives 


log 

K 


6 W * 


TJie slope of this line is 

w 

The former relation applied to the temperature 6^ gives 
p ^ VA A 

' 4-2K^^ 




The values of fill the quantities on the right-hand side of this equation 

K 

are knovm except li, for Y and A are obtained ficom meters and — 


is now found. 

Thus, K is determined and from this W is found. 

The value of W should also be determined directly from the calori- 
meter and contents. This gives a quantitative check on the law 
applied, and the linearity of the graph obtained is a check upon the 
validity of Newton’s law, i.e. upon the value of unity for the index, 

The conditions here are those usually prevailing in calorimetric 
experiments. The original statement of the conditions for the validity 
of Newton’s law^ included the presence of a draught. 



CHAPTEK XI 


REFLECTION OF LIGHT 

The Sextant 

The mstriimeiit consists of a graduated arc, SS (fig. 146), with two 
radial arms, A and G. 

A third arm, B, moves about an axis through one of its ends at 
right angles to the plane of SS. It is fitted vdth a clamp and tangent 
screw, so that it can be accurately adjusted, and carries a vernier at 
its end which moves over the scale of SS. 

K 



A plane mirror, Mj, is attached to B, lying with its surface in the 
du’eotion of B, and in a plane normal to that of the scale. The axis 
about which B turns lies in the surface of this mirror, which is called 
the index glass. 

The second mirror, Mg, fixed to the arm, C, fe called the horizon 
glass, and its plane must also be perpendicular to the scale. It consists 
of a plate of glass only one-half of which is silvered. ^ 

At T, on the arm, A, is fixed a telescope with its axis parallel to the 
plane of SS and passing through the centre of Mg. 

Suppose the movable arm is turned so that the mirrors are parallel, 
and T directed towards a distant object, on which it is focused. 

Only one image will be seen of the object, for the light jErom Mj and 
'■ mR 
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il, is hn.Migiit into the telescope in the same direction, .MaT. The rays 
In' the t-«-o reiieetions may not lie along the same line as those scon 
directly tlirough M.,, but since they are parallel there is only one image 
fonur-ii by the telescope (see %. 147), 

If the index glass be rotated through an angle, A, by turning tlie 
arm, K, then the rays reflected by it into the telescope no longer come 
from the same object as that which supplies the ray, QM 2 . Two super- 
fjosed images are seen in the telescope, and the angle between J?M| 
ai)!'! QIL is 2 A, since on turning a refleiitor through any angle a beam 
of light is rotated through double this angle. Thus every degree on 
the scale, 8 S, eoiTespoiids to a difference of direction of two degrees. 
The scale is marked to give directly the angle between the rays, PM^ 



Fig. 147 


and QMa, i.e. to measure the angle subtended at the instrument by 
two distant objects. 

In order to measure this angle one of the objects is observed directly 
through M 3 , while the other is made to produce a superposed image 
on that of the first by rotating Mj into the proper position. The angle 
through wdiich the index glass is turned from the parallel position is 
then one-half of the angle subtended. Before making any measure- 
ment the instrument must be tested to see that it satisfies the following 
conditions: 

(1) The plane of the index glass must be normal to the plane of 
the scale, 

( 2 ) the axis of the telescope must be parallel to the plane of tb.e 
scale, and 

(3) the index and horizon glasses should be parallel, and at the same 
time the vernier should read zero. 

It will not be iieee.ssary, as a rule, to adjust for the first of these, 
but in order to see that the instrument is satisfactory in this respect 
look at the image of the scale in Since passes through the 
centre of this scale the latter and its image will appear to intersect at 
the edge of the mirror and, if the adjustment is satisfactory, to lie in 
the same plane. 

Both Mj and Mg are attached to frames which can be turned through 
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small angles by means of screws. If necessary, Mj may be adjusted 
niitii tlie test is satisfied. 

The second condition is tested by observing two objects and causing 
them to coincide at the centre of the field of xdew. The axis of the 
telescope is a line joining the centre of the object glass to the centre of 
the ej^epiece, or to the centre of the field of view. Perpendicular to 
this axis lies one of the cross-wires. Tilt the instniinent until the 
images lie near the edge of the field, and note if they still coincide. 
Then tilt it so that they lie near the opposite edge. If coincidence 
persists the axis is correctly adjusted. If this is not the case the 
telescope can be adjusted by means of the screws. 

Observe an object through the telescope and make it also appear in 
the field of wiew by reflection in Mj. If it is possible to bring about 
coincidence, the two mirrors are parallel, and on account of the first 
adjustment this will mean that the third condition is partly satisfied. 
By means of the screw attached to Mg the two images can be made to 
coincide if they do not do so at first. 

When these conditions are satisfactorily arranged it will probably 
happen that the pointer does not read zero when a distant object is 
viewed. To correct for this it is only necessary to note the zero error 
and apply it in all the observations. Coloxired glasses are provided 
for diminishing the brightness of any object such as the sun. These 
can be made to intercept the light immediately before falling on the 
mirrors. 

Experiment 1 

Place two candles at as great a distance as is convenient, and measure 
the angle they subtend at the instrument. 

Also find the angle by measuring the distance to each candle and 
their distance apart. 



Let the candles be and Og, and let S denote the sex*tant. 

The distance.g to be measured are a, 6, and c, and if 5 == | {a -{- h --f c) 


‘ 2 V ^ (-s — «) 

Check the value.s of d obtained by the two means. 




6) (s ~ c) 
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EIxperiment 2 

Lot a troiu^li of mercury or a carefully levelled mirror be placed so 
tliat the image of a lamp can be seen directly, and also by reflection, 
and measure the angle subtended at the sextant by the object and its 
image by holding the plane of the instrument vertically, at as great 
a distance from the lamp as possible. 

The elevation of the lamp is half this angle. 

The diagram (fig. 149) illustrates that the angle, CBD, is measured 
since the instrument is of necessity above the surface, x4E. 

Actually, we require the angle, LALj, but since we use a distant 
lamp, the tw'o angles do not differ appreciably. 



Thus, the elevation may be measured by half the angle CBD. 

Measure the horizontal distance between L and A, and deduce the 
height of L above the floor. 

Cheek the result by actual measurement. 

Measurement of the Angles of Crystals by Wollaston’s Goniometer 

The goniometer is a convenient instrument for measuring accurately 
the angles between the faces of small crystals which are too small to 
be examined by means of a spectrometer. 

It consists of a scale, S, which may be rotated by the large milled 
head, B, and its position read off by means of a fixed vernier, V. 

The crystal is fixed by soft wax to a plate, P, carried by an adjustable 
support, D, which may he rotated by the smaller head, A. 

The edge of the crystal formed by the two faces between which it 
is desired to measure the angle is adjusted so that it lies parallel to the 
axis of the circle. 

This adjustment is first made approximately by eye. In order to 
make the adjustment accurately, view the upper corner of a distant 
window in both faces. On rotation the images will move in a vertical 
plane if the edge is parallel to the axis. This may be tested by noting 
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if each image moves in a direction parallel to the edge of the vindow 
as seen directly by the eye. 

Place the instrument so that the axis is parallel to a tail, distant 
i* window, and turn the screw-head, B, until the graduated circle comes 
against the stop. 

The eye i.s placed close to the crystal so that an image can be seen 
by reflection in one of the two faces. 

The axis is then rotated by the smaller screw-head, A, until the 
top of the window, as seen by reflection, appears to coincide with the 
bottom, as seen directly. 



When the adjustment has been made the angular position of the 
circle is noted. 

By means of B, the circle is now turned until the top of the window, 
as seen by reflection in the other face, coincides with the bottom, as 
seen directly. The second face now occupies a position parallel to the 
first, and if 0 is the angle between them, the circle has been rotated 
through its supplement. Tlfis angle (180 ~ 0) is read off from the 
circle and 6 deduced. 

It should be noted that the crystal must lie as close to the axis of 
the goniometer as possible, for the motion of the crystal from the first 
position with reflection in one face to the second position, with reflection 
in the adjacent face, consists both of translation and rotation, unless the 
crystal is on the axis. The amount of translation may be sufficient to 
cause an error in the angular measurement. 

If the window is a long way away the error is only small. 

The Determination of the Radii of Curvature of Spherical Mirrors 

(A) Concave Mirrors 

The most convenient method of determining the radius of curvature 
of a concave mirror is to place a pin-point in jEront of it and to locate 
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the posit iori isi which the image of the pin appears to coincide with 
the pin itself. The method of parallax is emploj'ed to ascertain when 
coincidence is attained. 

The ray.s from the point of the pin falling on the mirror are reflected 
back from the .surface along their original paths and must therefore 
.Htrikt^ it normal^; consequently, the pin-point lies at the centre of 
curvature of the .surface. 

.Another method consists in locating a serie.s of pairs of conjugate 
poiut.s for the surface and using the formula: 



A pin i.s set up as abject and another pin adjusted until the image 
of the first coincides with it. We can then measure a pair of values, 
u and V. 

Several pairs of values are obtained, and the above formula then 
gives r. Take the average of four or six observations. 

(B) Convex Mirrors 
Method 1 

In the case of a convex mirror the image is virtual, and it is not 
convenient to locate it by a pin placed in a particular possition since 
the image lies behind the mirror. 

C 


,c ■ 

Fia. 151 

A pin, P, is set up in front of the mirror, CC, and in between them 
is placed a plane mirror, M, so that the image of P in both can be 
observed. The mirror is adjusted until the two images coincide (fig. 151 ) . 

By the simple law of reflection in the plane mirror, M, we know that 
the image of P in M lies at the same distance from M as P does, but on 
the other sid 4 f of it. If the image be Q, we can calculate the distance, 
AQ, for 

AQ = MQ - MA = MP - MA. 

Then v = - AQ, adopting the usual sign convention, viz. directions 
measimed from A towards the object axe positive, and in the opposite 
direction they are negative. 
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Tims, using the fornmla (1) we can again deduce r bj" measuring 
AP and AM. 

Several pairs of values should be obtained, and they should give 
the same value of r. 

3IetIiod^ 

Another method is to set up a pin and form a real image of it by 
a convex lens. The image is located by placing a second pin, Q, so 
that there is no parallax between it and the image. Then place the 
convex surface between the lens and second pin, and move the surface 
until an image is formed coincident with the first pin, P. The rays 
after passing through the lens are directed to the point, Q, but strike 
the surface normally, and are therefore reflected back along their path. 
The radius of curvature of the convex surface is MQ (see fig. 152). 



Fia. 152 


Method 3. By means of a telescope^ metre rule, atid small millimetre scale 
The diagrams (figs. 153, 164, 155) show the arrangement of apparatus. 
S is a small scale placed horizontally in contact with the surface of a 
convex mirror, along a line dividing it into two equal parts. 



I’la. 153 


The scale, RR', is mounted at some convenient distance away, 
usually about 60 or 70 cm., and below its middle point is fixed a 
telescope, T, focused on the image of the scale, RR' , in the mirror. 

The apparent length of the image is read off by means-of SS' , which 
will be suificiently well focused to make this possible. 

The distance from the centre of the mirror, P, to the middle of RR' , 
is measured, say, d, and from these two measurements, together with 
the length of RR' , 21, it is possible to calculate the radius of curvature 
of the surface of the mirror. 
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Let rays from R and R' strike the minw at L and L', and be 
rejected dowTi the telescope at 0. Then LL' will denote the extent 
of the image; and the point, B, at which these two lines meet OP will 



be conjugate to 0 for reflection in the mirror. We may say that a point 
source at 0 will have a point image at B, so that if PB == x, we have 

X a r 

r denoting the numerical value of the radius of the mirror. 



But if we take LL' as approximately straight, smce the image is of 
small dimensions, and denoting LL' by 2c 
I d -{- X 


c X 


Hence 
so that 

or 


1 

X 

■? 

r 

r 



2dc 


I — 2c 



The result may be verified by means of a spherometer. 
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The Focal Lines formed hj a Concave 'Mirror 
When light diverges from a point and falls on a mirror, it is supposed 
in the elementary theory that after reflection the rays pass through a 
single point or apjaear to proceed from a point. This is approximately 
true if the dimensions of the mirror are small compared with the 
distance from the source. A closer approximation to the truth is that 
the rays after reflection pass through two lines or appear to come from 
two lines, situated in parallel planes and perpendicular to one another. 



These are the focal lines, and it will be shown how to calculate their 
positions theoretically, while it will be the object of experiment to 
verify the result obtained. 

We shall take the case of light falling obliquely on a concave mirror. 

If the point source lies on the axis of the mirror we have symmetry 
about this axis, and the two lines degenerate into a point or circle 
through which the rays pass. 

In the diagram, denotes the concave mirror, and C its centre 
of curvature. The complete circle of which the section, MM', forms 
a part is drawn for convenience. « 

P denotes the position of the point source of light, and the diameter 
is drawn through P. 

The extreme rays, PM and PM', are drawn and the reflected rays, 
MB, M'A, are drawn intersecting at Fj, and cutting off from the 
diameter the strip, AB. 
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The mirror is a part of a sphere, so that rays faliing on the mirror 
from P, wlietiier in the plane of the figure or not, will pass through 
,AB. AB is thus a focal line, and is denoted by Fg. 

If we imagine the figure to be rotated about the diameter, the rays, 
SI’ A and MB, will still intersect at a point, but now out of the plane 
of the diagram. For a small rotation the point of intersection would 
be on a line through Fj normal to the figure. 

Thus, a second focal line is through F^ perpendicular to the plane 
of the figure. 

Let the angle of incidence at the point M' of the mirror be i, and 
let PD = ?. 

Denote the distances of the focal lines from D by and pg, i.e. 
I.)F 1 = Pi5 and Dl.g == Pg- 
Let the radius of curvature, CD, be R. 

Ijtit the mirror subtend an angle, r, at 0, a at P, and ^ at F^. We 
shall regard its dimensions as small in comparison with E, p, and pj, 
so that these three angles will be small and may he measured by drawing 
perpendiculars from M on to the corresponding lines, and dividing this 
perpendicular by the distance from the point concerned, 

MM' cos i 

e.g. a = , 

P 

since the normal from M, on the line, PM' , makes an angle very nearly 
equal to i with MM', and MM' is small and is regarded as straight. 

In the same way 

MM' cos i 


while 


Pi 

(for cos i = cos {i + Bi) when Bi is small), 

MM' 

” R * 

From the triangles OMFj and POM' 

Z 0PM' + A. OM'P = Z OFjM + Z OMFi. 
a 4- == 2 (i + Si) + f}, 

or 2Si == a — P; 

and in the same way from triangles, CQM and PQM' , 


2MM' 

'R~~ ~ 


r.== a +:p,." 

This is the formula concerning the position of the first focal line. 
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III order to determine pgy we note that 

A PM'A == A PM'O + A CM'A, 
i.e. I . ppg sin — |pB sin i -j- IRpg sin i, 

which may be rewritten as 

2 cos f 1 1 

R P pg 


So long as i remains constant, Pj, and pg vary with p just as u and v 
vary together in the formula 

V u f 

When i is made zero we obtain the usual formula, 

i + i = 

p Pi R 

for both Pi and pg, so that the two lines coincide- 

To find Pi and pg experimentally, use a small hole in a screen, with 
a lamp behind as a source of light. 

Find R first by adjusting the mirror so that an image is formed on 
the screen at the side of the hole as in the experiment on concave 
mirrors. The distance from screen to mirror will then be R. 

Allow the light to fall on the mirror at angles of about 20°, 30°, and 
40°, and find the positions of the focal lines by means of a sheet or 
card or whitei, paper held in a clamp. 

Measure the distances from the mirror to these lines, thus obtaining 
Pi and pg. 

In order to find i, it is convenient to mount M on a stand carrjdng 
a pointer moving over a scale of degrees. 

Bead off the mark against the pointer when the image of the hole 
is thrown back near the object, and turn from this position to any 
required incidence. 

If no scale of this kind is provided, measure the distances, PFi and 
PFg, say, a and h. 

We then know three sides of each of the triangles, PMPi and PMB, 
and can determine i from the usual trigonometrical formula for the 
tangent of half the angle of a triangle. 

Compare the values calculated in this way with jihose deduced from 
the formula derived from the above theoretical considerations. 


^.^earle’s Method of Determining Optical Constants 

Accurate methods for the measurement of radii of curvature of 
polished surfaces, of focal lengths, and for the localization of the 
cardinal points, have been described by Dr. G. P. G. Searle. For the 
original accounts the reader is referred to the Philosophical Magazine, 
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Feb. 1911. f)p. 218-24, or to th.e Proc&^ings of the Optical Convention, 
1912, pp. 161-72. 

^jThe Dek:rmmdion of the Curvature of Spherical Surfaces 

'For this purpose a table is mounted on a tripod stand (fig. 157), tvTO 
of the feet of wliicii carry screws for leTelling. The table is horizontal, 
and can rotate truly about a vertical axis. It carries a millimetre scale 
on the top vrhieli can be clamped in any position, and a carriage bearing 
tl'ie surface slides along it. The figure shows a lens system in the place 
where tlie carriage slides. 



Fig. 157 


It is essential that, as the carriage shdes along the scale, the centre 
of curvature of the surface should move along a line which intersects 
the axis of rotation of the table. 

In the figure the scale is shown, and also the wooden slider which 
acts as the carriage. On the slider is a metal mount which may be 
screwed to the carriage. This mount carries a horizontal spindle, each 
end of which is turned to a conical point. One of these ends is provided 
with a screw thread, so that it will fit a brass plate carrying three screws. 

The screws fit into a second brass plate to which the lens or mirror 
to be examined is fixed by a little wax. The arrangement thus provides 
a convenient means of adjusting the surface. 

The edge o(; the carrier is smooth and straight, so that it can slide 
along the scale, and an index mark serves to record the position. 

In preparing the apparatus for use the spindle is first set accurately 
parallel to the edge of the carrier. 

The tip of a pin is held just in contact with one of the conical points 
of the spindle, from which the brass plate is removed. The carrier is 
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taken from the table top and replaced so that the other conical point 
lies near to the pin. 

If it is possible to bring this point and the pin into contact, the 
spindle is parallel to the edge of the board and scale. 

The spindle is rotated until this adjustment is possible, and the 
mount then firmly clamped to the carrier by means of the screw. It 
is also necessary that the axis of the spindle should intersect the axis 
about which the table turns. 

The scale is adjusted and the spindle moved along it until one point 
lies as nearly on the axis as can be judged by eye. 

A microscope is then brought up and focused on the point, with 
the scale lying normally to the axis of the microscope. The table top 
is turned through 180°, so that if the axis of the table passes through 



Fig. 158 


A (fig. 168), and P denotes the first position of the spindle point, the 
second position will he at P', where PM = M'P'. The shder has to be 
moved through the distance, P'P'^ in order to bring the point once 
more on to the cross-wires. If this distance is recorded and the slider 
moved back half this amount, the point will be at M', the foot of the 

perpendicular from the axis to the line PT". 

The microscope is then traversed so that it is focused on the point. 
Its axis is thus directed along MA’. Turn the table through 90°, so that 
M moves to M"; and move the scale along a direction perpendicular 
to itself until the point once more comes on the microscope cross-wire. 
The point then lies on the axis of rotation of the table, and the axis of 
the spindle will intersect that of the table as it slides along the scale. 

Mount the surface to be examined on the brass plate, and attach 
it to the spindle. If the surface is one of the faces of a lens, the side 
hot under examination should be blacked by covering it with vaseline 
and lamp-black to absoi'b rays striking it. 

Set up an object in some convenient position and view its image in 
the surface. If on rotating the spindle about its 'horizontal axis the 
image does not move, the centre of curvature lies on this axis, and the 
preliminary adjustments are complete. Since the inlage remains 
stationary the rotation of the surface serves to bring up fresh parts 
of the sphere exactly into the place occupied by the part moved away, 
i.e. the centre lies on the axis of rotation. 

The object may conveniently be a fine, brightly illuminated line 
drawn on a piece of ground glass. 
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Set up this object again so that rays fall nearly normally on the 
surface, and examine the image form^ by reflection in it by means 
of a microscope. By moving the carriage a position can be found in 
which a rotation of the table to and fro produces no displacement of 
tlic linage. The position of the index mark is noted. 

If the lens is moved until the vertical axis of the table is a tangent 
to the surface at some point, a rotation to and fro will not displace 
tlie part of the surface close to this point. Place a few grains of lyco- 
podium powder at this point, and focus the microscope on one of these. 
The lens is moved and the focusing repeated until the movement ceases. 
The index reading is again noted. The difference of the two gives the 
radius of curvature, 

Preliminary observations may be made by eye untU the motion 
appears to cease in the two cases, and only the final exact adjustments 
need be made by the aid of the microscope. 


OHAPTEE XII 

REFRACTION OF LIGHT 


Introductory Remarks 

RArs of light in passing from one medium to another usually undergo 
a deviation from their course in the first medium. 

On the wave theory this is accounted for by the fact that the light 
travels with different velocities in the two media. The refractive index 
with respect to two media is defined to be the velocity of light in the 
first divided by the velocity in the second, and we denote this by jga- 

When light travels from air to another medium, say glass or water, 
we shall write or unless there is no doubt that we are dealing 
with air and some other stated medium when we may write simply {a. 

We have by definition, 

lt^3 = lt^2 X 2H'3> 

and jjxg = — • 

3(^1 

In particular , 

a result which will shortly be found useful. 

In many experiments in this and following chapters it will be 
necessary to furnish a bright source of monochromatic light. A simple 
way to provide such a source is to use a Mecca burner, which consists 
of a Bunsen burner rather larger than the ordinary type of burner 
provided with a wide end over which is stretched a gauze with a wide 
mesh. 

If a small bead of soda glass is placed on this gauze and the Bunsen 
made to roar as much as possible, a quite satisfactory yellow flame 
will be produced. 

It is a great advantage that there is no crackling in the flame as in 
the ease of the use of common salt, when small pieces of hot salt are 
thrown about falling on the bench and on the slits of spectrometers. 
In the case of the latter serious damage to their shape may result. 

The slit may be illuminated directly, or better still, an image of 
the brightest part of the flame may be thrown on to it by a short focus 
convex lens. , 

The student will do well to pay attention to the small point of 
illumination of the slit. It is important always, but assumes greater 
importance in the case of experiments on interference and diffraction 
which will be described in the next chapter. The difficulty of dis- 
covering Newton’s rings, interference fringes, and diffraction bands is 
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almost always due to a lack of care to obtain the best possible illumina- 
tion of the slit or whatever may be used as a source of light. 

The Ijest source of yellow light is a sodium vapour electric lamp. 
This .^iiureo is intense and very convenient. 

Betemtoation of the Refractive Index of a Hate by its Apparent 
TMekness 

The apparatus necessary is a good travelling microscope and a plane 
glass plate with parallel sides (e.g. a cover glass). 

Set the microscope with its axis vertical and focus it on the metal 
platform. 

Note the reading on the vertical scale. 

Insert the glass over the point on which the instrument was focused, 
again focu.s on the metal and observe tbe scale reading. 

Usually the metal surface, though dark, is easy to observe, but if 
desired a thin sheet of white paper may be placed over it and the 
surface of the paper used instead of the metal surface. 

Raise the microscope until the upper surface of the glass is sharply 
focused. There mil usually be specks of dust on the surface to assist 
this setting of the microscope, but if any difficulty arises place a small 
drop of ink on the surface and focus the extreme edge of the drop. The 
drop need be no larger than that made by a sharply pointed pen. 

Note the scale reading when this third adjustment is made. If we 
describe the scale readings by (1), (2), and (3) respectively, the dif- 
ference between (1) and (3) gives the actual thickness of the glass and 
that between (2) and (3) the apparent thickness. 



Consider a point, P (fig. 159), situated at the lower surface of the 
glass and from which rays of light originate. Only those making small 
angles with the normal to the surface will enter an eye or microscope 
placed above P. 
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If one of these rays, PO'E% makes an. angle, i, with the normal in 
the air and an angle, r, in the glass, 

^sinj^ 00^ O'P 

^ sinr” O'P' ’ 00' ~ O'F’ 

For small values of i and r we may write: 

O'P' = OP', O'P = OP, 

_ OP __ thickness of glass 
^ " o pl ~ 


so that 


#2 — 


apparent thickness’ 
for all rays inclined at such small angles appear to come from P' , so 
that OP' is the apparent thickness. 

Determination of the Refractive Index of Liquids by Total Reflection 
When a ray of light passes from a medium of refractive index, 
to another of refractive index, [ig, with an angle of incidence, i, and 
of refraction, r, we have 

1^2 „ 

sin r 

In the case when ~ > 1, the value sin i must not exceed unity. 
^2 1^2 
In the limiting case when 

. • 

smt ~ 

■ 

the corresponding value of r is 90°, and i then measures the critical 
angle. For values of i greater than this critical value the surface acts 
as a perfect reflector. 

If i is slowly increased a value is finally attained when the refracted 
ray suddenly disappears. 

In this case if the second medium is air so that uo = 1, we have 

1 . . 

- = sln^ 

C 




D 

i^G.ieo 


This formula may be used to determine tx., by mounting a small 
rectangular trough, CD (fig. 160), with sides of plane glass on the 
table of a spectrometer, so that a parallel beam of light may be passed 
through it from a collimator, GH, and received in the telescope, AB. 
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The light is suddenly cut off when the air cell, EF, consisting of two 
plates of glass mouiik*d parallel to one another and cemented together 
witli a thin air space between, is turned so that the light falls on the 
air at the critical angle. • , 

It will be noted that the critical angle is that for air and glass, but 
the apparatus is used to determine the refractive index ot the liquid 
in the trough. 


A 



Let the ray, ABODE, be incident from the water on the glass and 
be totally reflected at the glass-air surface at the critical angle. Then if 
FBG and F^DG^ be the normals to the glass at B and D, we have 

-i=sinZBCH, 

where GH is the normal at C and ^y-g denotes the refractive index from 
air to glass. 

* i„„ _ ay-a _ _ sin ABF 

~7yw~ sin GBG ~ 

■*' sinliBF’ 

We have thus to measure the angle ABF, and from it we deduce 
the value the refractive index from air to water. 

As a source of light use a Bunsen flame containing sodium, and 
illuminate the slit of the collimator, which must be adjusted for parallel 
light {p. 276). Focus the telescope on the slit and turn EF (fig. 160), 
until the light Just appears. EF is attached to a pointer which moves 
over a scale of degrees. Note the position of the pointer. Turn EF 
from this position into another where the image again disappears. 

Let AA^ denote the axis of the telescope and EF the fii’st position. 
The second will be E^F^ if ^ AOl = /_ AOE^. The second position 
is reached either by turning through the angle, EOE^ or EOF^, and 
Z.EOF^ =: 7^ ~ ^ EOEL 

When the apparatus is used there is no uncertainty concerning which 
angle is measured. 

The angle we require is that between the ray and normal to EF or 


RBFBACTION OF LIGHT 


273 


E i.e. the angle between OA and the normal to EF or E^F^. This 
angle is half tlie angle between the two normals, and this is the same 
as half the angle E -OF, 

Thus we have to note the angle through wliich EF turns and take 
one-half of it to tind the angle xABF of formula (1). 

A 



To Eind the Refractive Index of a Liquid, using a Lens and a Plane Mirror 
In the experiment a plano-concave lens is formed of the liquid under 
examination (fig. 163), and its focal length found experimentally. The 
refractive index and radii of curvature of the two surfaces enter into 
the formula for the focal length, so that it is possible to deduce the 
index, y., from a determination of the focal length, /, and the radius 


I 


I 

i 

I 



Fio. 163 


of the curved surface of the lens. The liquid lens is made by placing 
a drop of the liquid on a plane mirror and laying, a convex lens of 
from 10 to 2Q era. focal length on the drop. The liquid is squeezed 
into tlie space betwee]i the mirror and lens and we have a combination 
of two lenses — one of glass and the other of liquid, giving a combined 
focal length of, say, F. 

If the convex Ions has a focal length, then 


1 

F 
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We may therefore deduce / from a knowledge of F and /'. To 
determine /', place the lens horizontally on the mirror and adjust a 
pin, held in a stand above the lens, until the inverted image and object 
appeal' together and there is no parallax between them. The distance 
from lens to object gives /'. Now place the liquid and lens on the 
mirror and again find the position of coincidence of object and image. 

This gives F, so that we now have/. 

For the purpose of substituting in the above formula, F and/' must 
be given their appropriate negative signs. 

If r is the radius of curvature of the curved liquid surface, and g 
the refractive index of the medium, 

-( 2 ) 


.since the second surface has zero curvature. 

f can be found by measuring the radius of the surface of the lens in 
contact with the liquid by means of a spherometer, or by any of the 
methods described in the last chapter, so that g can be calculated from 
the equation (2). 

If it is preferred, the determination of r may be avoided. 

If water be used and its index regarded as known and having the 
value, 1-33, we may make a water lens as above, and calculate its 
focal length, /". 

But = 

/" <' 

or .=1+'^; 

where g is the refractive index of a liquid other than water. 

A convenient liquid to use for the experiment is aniline. Care must 
be taken to prevent it from getting at the back of the mirror, since it 
dissolves the varnish protecting the sfivering. 


Determination of the Refractive Index of a Lens by Boys’ Method 
This method of finding the refractive index of a lens consists in 
measuring its focal length and the radii of curvature of both surfaces. 
The value of g may then be determined from the equation: 

where / denotes the focal length of the lens and r and s the radii of 
curvature of its surfaces, with the usual convention regarding the signs 
of the quantities in the formula. In a convex lens let r, and r. denote 
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the radii of curvature numerically and F the numerical value of the 
focal length. Then 


1 

F 


('-OG+i)- 


Determine F by any of the methods described below, p. 297. In 
order to find, r^, set up a pin with its point on a level with the centre 
of tiie lens. Two images will be seen by reflection in the faces of the 
len.s, one erect from the front surface which acts as a convex mirror 
and one inverted by the concave back surface. It is the latter which 
is required for the exjieriment. Move the pin until its inverted image 
is coincident with it, as judged by the method of parallax. When this 
is the case the rays must strike the hack surface normally and be 
returned along their incident course. 



If an eye be placed on the side of the lens remote from P (fig. 164), 
it will receive the transmitted part of the ray, PB, and will see the 
image of P in the direction, CBQ. 

Q will thus be the image of P in the lens, and OP and OQ are 
conjugate distances. Thus, writing u = OP and v = OQ, we have 


_L __ A_ 

OQ OP 



This enables us to determine OQ from OP and F. 

Q is the centre of curvature of the right-hand surface of the lens 
since QBG is normal to this surface. Thus, OQ gives the value of the 
radius, say, r^. 

Turn the lens round and repeat the process to obtain rj, the radius 
of curvature of the other face of the lens. 

Let OP = di in the first case, and let denote the corresponding 
distance in the second. Then from (3): ® 



I 

F* 



Hence 
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SO that we may caleulate t* froni th.© experimental determination of 
'F, dx, and 

It is sometimes difficult to see the image by reflection at the back 
smface of the lens, but by holding it over the surface of mercury or 
floating it in the mercury, the image may be made to stand out and 
be easily located. 

The Speetroineter 

The spectrometer consists essentially of a telescope and collimator. 
The latter is a system of lenses mounted in a telescopic tube with an 
adjustable slit at one end, and it serves the purpose of rendermg rays 
from the illuminated slit parallel on emergence. Both are mounted on 
a rigid stand, the collimator being fixed, and the telescope rigidly 
attached to an arm which rotates about the centre of the stand. Both 
are mounted horizontally with their axes in the same place. 

E 

I 

R f f! L. 

A I B 

P 

Fig. 165 

Tlie centre of the instrument is occupied by a table provided with 
screws for levelling. Underneath the table is a metal scale of degrees 
on which can be read off tbe positions of tbe telescope and of the table. 
In the diagram, T denotes the telescope, AB the table, and C is the 
collimator. BP denotes the axis of the instrument, and the table and 
telescope rotate round it. The telescope is fitted with a Ramsden 
eyepiece carrying cross-wires. 

Before using the spectrometer for any experiment certain adjust- 
ments have to he made in addition to those made in the construction 
of the apparatus by the maker. 

In the first place, the eyepiece of the telescope is adjusted so that 
the cross-wires are distinctly focused. The telescope should then be 
taken to an open window and focused on a distant object such as a 
distant telegraph post, care being taken that there is no parallax 
between the image and the cross-wires. 

'When this is done the telescope must not be readjusted again during 
an experiment or it will be necessary to repeat this process. It may 
happen that a second observer whose sight differs from that of the first 
is unable to focus the cross-wires easily. He may readjust the eyepiece 
provided that he does not alter any other part of the telescope, for 
then he is not causing it to be out of focus for parallel rays. He merely 
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gives Muiself convenience in focusing easily and leaves tlie cross- wires 
and image without parallax. 

The telescope is now turned towards the collimator, the slit being 
made vertical and illuminated with monoehi*omatic light, and the 
collimator is adjusted until a dfetinct image of the slit fails on the 
cross- wires. 

The apparatus is now adjusted so that parallel rays pass from 
collimator to telescope. 

Schuster’s Method of Focusing a Spectrometer for Parallel Light 
When a distant object is not available for the purpose of focusing 
the collimator and tcdescope for parallel light, Schuster’s method may 
be employed. 

Illuminate the slit of the collimator with yellow^ light and without 
any focusing, place tlie prism approximately in the position of minimum 



deviation. Turn the prism slightly away from this position, bringing 
the refracting angle towards the telescope. Focus the telescope on the 
image as distinctly as possible, making the slight rotation of the 
telescope which may be necessary to keep the image in the field of 
view. Rotate the prism slightly to the other side of the minimum 
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position and focus the collimator until on looking into the telescope 
the image is again as distinct as possible. Repeat this process of 
alternately focusing the collimator and telescope until the rotations 
of the prism do not cause the image to go out of focus. When this is 
the case the rays entering and leaving the prism are parallel. 

If the prism is first turned so that the refracting angle moves towards 
the collimator, then the first focusing must be made by means of the 
collimator. Should any mistake arise at this point the image will 
rapidly become more and more indistmct, and wili call attention at 
once to the mistake. Usually only a few alternate focusings are 
neeessary. 

A simpler method for focusing for parallel light can be carried out 
by placing the prism on the table of the spectrometer and allowing 
light from the collimator to fall at grazing incidence on one of the 
faces of the prism, as in the upper part of fig. 166. 

The narrow beam of rays which strikes the face, AB, is very nearly 
a parallel beam, so that by focusing the telescope on the slit of the 
collimator it is focused approximately for parallel light. The prism 


B 



should then be turned to receive rays &om the collimator, as shown in 
the lower part of the figure, and the telescope turned to receive rays 
leaving the face, AG, at nearly grazing incidence. The oollimator should 
be focused to bring the image of the slit on to the cross-wires of tlie 
telescope. This procedure should be repeated, if necessary, until 
repetition makes no improvement in the sharpness of the image. 

It will be noted that the rays entering the prism in the first instance 
make approximately the critical angle with the normal to the face, AB. 
This suggests another way of makiug the adjustment of the telescope 
for parallel light. 

If the ground surface, AG, of a prism be illuminated and a telescope 
placed to receive rays emerging from the face, BC, the field is divided 
into two parts separated by a sharp boundary. On one side the field 
is illuminated by light which has been totally reflected at the surface, 
AB, and on the other by light which has been partly reflected and 
partly refracted. Thus, the former is much brighter than the latter. 
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The sources of the rays are the points of the surface, AC, and the 
boundary is formed by rays such as SD, which fall on AB at the 
critical augle of incidence. All points, such as D, make a contribution 
to the boundary line so that it is formed b}'- parallel rays leaving BC. 
If the telescope is sharply focused on this line, it is focused for parallel 
rays. When the telescope is adjusted in this way it is dhected at the 
collimator which is then adjusted to bring the image of tiie slit in 
sliarp focus on the cross-wires of the telescope. 

When a prism is used in the spectrometer it is necessary to adjust 
it so that its refracting edge is vertical, i.e. parallel to the vertical slit 
of the colhmator. 

The screws on the table enable this to be done. They are shown at 
D, E, and F, placed at the corners of an equilateral triangle, and the 
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Fig. 168 


table is usually ruled with lines as shown (fig, 168), to assist in setting 
the prism with one face normal to one of the sides of the triangle, for 
example, EF. 

The table should be made as nearly horizontal as possible by the use 
of a spirit-level, and the prism then placed with one face perpendicular 
to EF. 

JSTow sixppose light from the collimator falls on this face and is 
reflected into the telescope. If this face is vertical the slit will now 
appear to lie in the same part of the field of vlexv of the telescope as 
when it is seen directly. 

The three screws should be adjusted to restore the image to its 
direct position if necessary, • 

Let the light be reflected into the telescope by the other face bounding 
the refracting edge. If further adjustment is necessary it must be done 
by the screw, D, for this will not disturb the previous adjustment, since 
it does not turn the face perpendicular to EF out of its vertical plane. 

The two faces are now vertical and the instrument is adjusted. 

It is sometimes necessary to arrange one face of a prism so that it 
lies normal to the collimator or telescope. 



In making measurements with the spectrometer the slit should, as 
a rule, be narrow, and the cross-wire should lie accurately down the 
centre of the image of the slit before the position of the telescope or 
table is noted on the metal scale. 

Tangent screws help in the accurate final setting of the telescope 
and table, and verniers on this scale serve to measure the angles to 
an accuracy of one minute of arc. 

A modern form of the apparatus is illustrated in fig. 169a (at p.l). 

The Eefractive Index of a Prism by the Method of WinimnTn Deviation 
^ hen a prism with a refracting angle, A, causes a TnhuTnnTn deviation, 
•D» light passing through it the refractive index is measured by the 
formula; 

__ sin | (A + D) 
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Tilus the determination of {i consists in measuring A and D. There 
are two methods in common use for measuring an angle of a prism. 

One of these consists in allowing the light from a narrow slit to fall 
parti V on one of the faces of the prism bounding the angle and partly 
on the other. An image of the slit can be seen in the telescope when 
the latter lies on either side of the prism. 

Thus, in the case illustrated (fig. 170), the telescope will receive rays 
from the direction AO on one side and from AK on the other. The 
telescope has to be turned through the angle KAO in turning from 
one direction to the other. 

F D L 



Since DxA. and AO make equal angles with AC, we have 
A EAO == Z OAO, 
and similarly, £_ EAB = /_ BAK. 

Thus Z OAK = 2 Z BAG. 

To measure A we need only focus the image of the slit on the cross- 
wire in the two positions and halve the angle through which it is 
rotated. 

Suppose AB is the face which reflects the light into the telescope 
along AK. If the prism is rotated until the face, AC, now lies parallel 
to AB the rays will once more be reflected in the direction, AK, but 
now by AC. Some of these will enter the telescope if there is a suffi- 
ciently broad pencil of them. But the prism has been rotated so that 
AC moves round through the angle CAB' . 

Thus we measure, by means of the table, the angle (180° — A), and 
A can be deduced. 

Measure the angle of the prism by both methods. 

It now remains to find D. 

Set the prism so that with A as refracting angle, light is refracted 
through it and received in T. 
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It will be found that as the prism is K>tated the telescope has to be 
rotated to keep the image of the slit in the field of view. Rotate the 
prism until T is as close to the position directly opposite the collimator 
as possible, with the slit in the field of view. When this is the ease the 
angle between the telescope and direct position is as small as possible, 

Xote the position of T and then remove the prism and observe the 
slit directly. Again note T’s position, and hence find D. 

It is, of course, necessary to adjust the spectrometer and edge of 
prism in the way described in the section on the adjustments of the 
spectrometer. 

The final movements of the telescope or table must be made carefully 
with the tangent screws. 

The Dispgrsiire Power of a Prism 

The dispersive power of a medium is measured by 

IJ-n — fiR 
_ 

[X — I 

gg and ga are the re&aotive indices for blue and red rays and g has 
the value, |(gB + ga). 

The refractive indices may be found by the method of minimum 
deviation. 

As a source of blue and red rays a discharge tube containing hydrogen 
may be used. 

The tube should he held vertically, and the slit illuminated by it 
directly, or an image of a bright part of the tube thrown on to it by 
means of a short focus lens. 

Three W'ell-marked lines can readily be seen, one in the red, a second 
of blue-green colour, and a third in the violet. Use the first and third 
of these — they are known as the C and Hy lines respectively, while the 
second is the R line. 




The Refractive Index of a Liauid hy Total Internal Reflection within 
aGflassPrism 

A glass prism with one face unpolished is mounted on the table of 
a spectrometer. The table is levelled and the edge between polished 
.surfaces set normal to its plane (see p. 279). The angle between these 
faces is measured in the usual way by allowing light from a wide 
collimator slit to fall on both faces and by measuring the angle between 
the two refleeted beams. 

Light from a sodium flame is allowed to fall on the unpolished 
surface, or an image of the flame is thrown on it by means of a lens 
to cover the whole matt surface. 

It is first necessary to find the refractive index of the glass prism 
and then to coat one of the bright faces with a thin layer of the liquid. 


I 



283 


RElTBACTION Ol’ light 

Givceriiie is a very coiivenieiit substance ivitli whicli to carry out the 
experiment. 

The theory of both parts of the experiment is the same. 

Theory 

ABC denotes the prism, of which AB is the unpolished side. This 
side acts as a collection of point sources of light of which S denotes 
one. Rays from it strike AO and are reflected and refracted there. 
Those like SD falling at an angle of incidence less than the critical 
angle are partially reflected and partially refracted so that the ray, 
EF, issuing from BC is less intense than the incident ray, SD. 



Rays falling at angles greater than the critical angle suffer no 
refraction at AC, so that the emergent ray from BC is scarcely less 
bright than the incident ray. In any case there will be a marked 
difference between the former and latter group. The ray, SG, is drawn 
for critical incidence so that the direction of the emergent ray, HK, 
stands between those for the faint and bright rays. 

We get a similar state of things for aii}^ other point in AB, and for 
each point the rays strilring AC at critical incidence give rise to rays 
parallel to HK on emergence. 

Such a group of rays is brought to a focus in the focal plane of a 
telescope placed to receive them. 

Siiniiarty, a group of rays, parallel to EF, will correspond to all rays 
falling on AC parallel to SD, and these will fall oii the telescope in a 
direction different from that of HK, and will form a line in the focal 
plane not coincident with the former. This is true for all the directions 
of rays from BC. We shall thus have a multitude of parallel lines in 
the field, of view divided into two groups of different intensity by the 
critical direction, HK. The effect will produce a field sliarply divided 
into bright and dark halves by the direction, HK, making a with the 
normal to BC. 
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If tho telescope is t\imed to face AC the field will be similarly 
illuminated on account of the reflections that have taken place on BC. 
The issuing critical rays will make an angle, a, with the normal to AC. 

If the cross-wh’es of the telescope are set on the dividing line of the 
field when it is directed towards BC, and again when towards CA, we 
can deduce the value of oc by observing the angle through which the 
telescope has been turned, since the telescope is rotated through 
180^ - C + 2a = 0 (sajr). 


Thus 


e a. C - 180° 


where it is assumed that the telescope is moved from side, BC, towards 
CA in a counter-clockwise direction, as seen in the diagram. 

From C and a we can calculate p from the formula given below. 
Suppose that AC is coated with a substance of refractive index, gj, 
and that the index of the prism is g. 

We liave, on referring to the diagram, 


Pj = p sin c, 

p -j- c == C, where p == Z MHG 
since the points C, G, M, H, are concyclic, 
sin a == p sin p, 

Pj = p sin (C — P) = p sin 0 (1 — sin^ p)I — • cos C sin a 
= sin C (p*^ — sin^ a)^ — cos C sin a. 

When Pi = 1, i.e. when there is no layer on face, AC, we have 
„ / 1 sin « cos C\ 2 , . „ 

(^2 = / ) -f sin2 «. 

\ sui C / 

This is the formula from which p may be calculated. 

Fig. 172 shows the state of affairs when the critical angle is large. 
This will be the case when the media on either side of AC are nearly 
of the same optical density. 

If one side were coated it would be necessary to clean that side and 
coat the other when the telescope is turned. This would make it 
difficult to keep the prism fixed and would be inconvenient. 

It is therefore best to use an eyepiece, such as the Gauss eyepiece 
with cross- wires that can be illuminated. 

The light from these may then be reflected in the face opposite the 
telescope and the image made to coincide with the object. When this 
is the ease the telescope stands perpendicularly to the face, and the 
angle between this direction and that in which the division of the field 
is viewed measures a. 

After finding p for the glass, place a few drops of the liquid on one 
of the polished faces and press over it a thin plate. This ensures that 
the face is covered with liquid. 

It is better for the sake of definition of the two halves of the field 
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to allow light to fall at grazing ineidence on the prism surface, say, 
A(?. Then the rays entering the prism make angles less tlian c with 
the normal so that the field is now only half illuminated and the edge 
corresponds to the dhection, HK. AB ^lould be kept dark b3^ covering 
with a sheet of dark paper. 

A 



If the light is incident externalty on the liquid film, it must enter 
by the edge, AD (fig. 173), any ray such as P would not reach AC at 
grazing incidence. 



Caiihration o£ a Spectroscope 

The spectroscope already described had only one prism, but it is an 
ad’irantage sometimes to use two mounted together on the spectrometer 
table. The experiment may be carried out with one only, but a -wider 
spectrum is obtained with rivo on account of the greater dispersion. 

If the prisms, Pj and Pg, are used to produce a series of spectral 
lines due to some source, Sj, the telescope will have a definite 
position on its scale corresponding to each particular wave-length. To 
calibrate a telescope is to find the values of the wave-lengths corre- 
sponding to the different parts of the scale. If a curve is drawn whose 
co-ordinates arc the wave-lengths and corresponding scale readings, 
such a curve is a ‘calibration curve’, and may be used to determine any 
wave-length from the division of the telescope scale at which it is seen. 
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First make the usual adjustments for parallel light. Place one prism, 
Pj^, in the position corresponding to minimum deviation and then put 
in Po also in the position of minimum deviation. 

Examine the spectrum of a Bimsen flame containing sodium light. 
Fix the telescope so that the sodium line lies on the cross-wire and 
note the po.sition on the metal scale of the spectrometer. 

A graduated scale is provided consisting of close rulings cut on an 
opaque screen so that the lines are transparent. 

It is fitted at the end of a second collimator, C2, which is adjusted to 
direct rays down the telescope after reflection on one face of P.2. 



Fig. 174 


The telescope is already set for parallel rays so that by adjusting 
C2 so that an image of the scale appears at the cross-wires, it is ensured 
that parallel rays emerge from Cg. 

The position of the sodium line is taken as a point of reference and 
scale divisions are read so many to the right or left. If the scale is 
moved accidentally, no error is then caused and the calibration curve 
will still be of use. 

In a good spectroscope the sodium lines will be separated and Ttdil 
appear as two very close together. Use one of these as the reference line. 

Measure the scale positions of a series of lines of known wave-length 
extending over the visible spectrum. 

Use only sharply defined lines. 

The table gives the wave-lengths of lines which may be produced 
conveniently in the laboratory. 

In order to produce the lines from the metals use a spark between 
poles made of these metals connecting them to opposite terminals of 
a Leyden jar charged by an induction coil. 
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The salts are Tolatilized in a Bunsen flame as with sodium. Examine 
the inner cone of a Bunsen flame; it is due to carbon monoxide, and 
contains several series of lines. The spectra of light from discharge 
tubes containing various gases should be examined as well. 

Lines from a neon lamp should be examined also. The field will 
be observed to contain many lines, the yellow line of wave-length 
5853 units is a bright line and it is a good exercise to determine from 
the curve the wave-lengths of the other lines, afterwards comparing 
vith standard tables. 

Plot the curve on a large scale on squared paper. 

The Auto-Collimating Spectrometer 

In this instrument the telescope acts also as the collimator. The 
apparatus is almost identical with the ordinary spectrometer, except 
that there is no separate collimator and the telescope is modified. 


TABLE OF WAVE-LENGTHS 


Salt or metal 

Description of Line 

Wave-length 
(tenth, metres) 

Lithium Chloride 

Red 

6708 

or any salt of 
Lithium 



Any Salt of Sodium 

Double Yellow 

/ 5890 
[5896 

Salt of Potassium 

Red 

7668 


Extreme Violet 

4044 



4047 

Strontium 

Blue 


Chloride 

(Not to be confused with 

4607 


the bands) 


Thallium Chloride 

Green 

5351 

Helium 

Red 

6678 


Yellow 

5876 


Violet 

' 4471 

Hydrogen 

Red (C) 

6563 


Blue-Green (F) 

4861 


Violet (Hy) 

4340 
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On looking into the eyepiece of the instniment, the field is seen to 
be divided into two parts, the lower half is dark and the upper bright, 
but crossed by a pin which extends from the upper edge downwards 
across about half of the bright part of the field. 

Near the eyepiece end the tube of the telescope is provided with an 
opening by means of Avhieh a slit just within may he illuminated. 

Just below the dividuig line of the two halves of the field of view 
a small right-angled prism is placed which deviates the light irom the 
slit down the centre of the telescope tube. Its position is denoted by 
the dotted rectangle, P, in fig. 175. 

t- S 
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Fig. 175 


If a polished surface, such as the face of a prism, is placed in front 
of the object glass and set at right angles to the axis of the telescope 
we may, by focusing, make the rays leaving the object glass parallel, 
so that they will he returned by reflection at the face of the prism and 
come to a focus in the focal plane of the telescope. 

Focus the ey’'6piece carefully on the pin. Illuminate the slit by means 
of a small electric lamp — a four- volt lamp, supplied by two accumu- 
lators, is convenient for the purpose. The sht will be observed to be 
of the shape of an inverted T. The image must he brought so that the 
horizontal bar lies along the edge bounding the two halves of the field, 
W'hen the end of the vertical bar will coincide with the point of the 
pin. In order to obtain this result the face of the exterior prism must 
he accurately normal to the emergent rays. The table is provided wdth 
three screws in order to level the prism, and the process described 
on p. 279 must be followed. 

The positions of the slit and pin are such that when the image of 
the slit lies at the same distance from the object glass as the pin, the 
latter is at the principal focus. 

The prism is slightly tilted to throw the image of the slit on to the 
upper half of the field of view. 
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To Find the Eefractive Index of gtess by means of the Antocoili- 
mating Spectrometer 

Place the pristn on the table and adjust the faces hounding the 
refracting angle as described above, so that the light reflected normally 
by both throws an image of the slit into the field of view just bclotv 
the pin. 

When this is so the faces are vertical and consequently so also is the 
edge of the prism. 

Approximately monochromatic light may be obtained by i)laciiig 
a sheet of j^ellow glass between the bulb of the electric lamp and the slit. 

A 



Observe the position of the table when the face, AB, reflects the 
light normally. Rotate the table until the light falling on AB and 
refracted there strikes AC normally and is returned along its path. 
The table has been turned so that the face, AB, has turned from a 
direction normal to the rays from the telescope into the position at 
which refraction takes place, i.e. it has turned through the angle of 
incidence, i. The angle of refraction in this case is the same as the 
angle, A, and is so marked in the diagram. 

This angle may be measured by setting the face, AB, normal to the 
rays and reading off the position of the table. Then by rotating the 
table until the ravs strike AC normally, we turn the table through an 
angle (180 - A)^ 

We may tlierefore calculate |x, since we know the angle of incidence 
aiid refraction in a particular case and ' 

_ sin i __ aini 
^ sinr sin A 

The Hilger Constant Deviation Spectrometer 

This apparatus, illustrated in fig. 177 (and 177a at p.l), consists of 
a cast-iron stand with two arms at right angles on which are held 
rigidly the telescope and collimator. 

The telescope may be fitted with a high-power eyepiece with adjus- 
table cross- webs or with a shutter eyepiece which can be adjusted to cut 




out any part of the field except that under examination. An adjustable 
metal pointer is provided which has a brightly polished fine point, and 
is illuminated by reflecting light from outside by means of the mirror 


shown in th© figure in position above the eyepiece. Thus any point in 
the field may be taken as a reference point bv setting the pointer upon 
it (fig. 178 and 178a}. 

In addition, light filters provided for the purpose may be used which 
impart any desired colour to the bright point. This adds to comfort 
in reading and consequently to accuracy. 
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The vertical collimator slit may also be reduced in length by 
means of a cross horizontal slit, so that a small rectangular source 
is obtained. 

The principle of the apparatus is based on the constant deviation 
prism which is illustrated in fig. 179, The faces particularly concerned 



in the deviation of the ray are inclined at the angles marked in the 
figure, and total reflection occurs at the face AC. 

The prism is mounted on a turntable in a position marked for it. 
The mean deviation of the rays is a right angle, and in order to pass 



Fig. 180 


through the spectrum the table is turned by means of a screw to which 
a drum is attached provided with a milled head (fig. 180). On the drum 
is a scale so that the wave-length of any line under observation 
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and appearing in the field of view of the telescope may be read off 
directly. 

Before taking any observations of wave-length it is necessary to 
adjust the prism accurately so that the correct wave-length is indicated 
when the corresponding line appears at the eyepiece indicator. 

To make this adjustment, illuminate the slit with light of a standard 
wave-length, set the drum so that the appropriate wave-length is 
indicated at the index of the drum, and adjust the prism so that the 
line appears under the eyepiece index. 

Clamp the prism in position with the screw provided. 


Other wave-lengths of light iUuminating the slit may then be deter- 
mined by rotating the prism by means of the drum until the line 



Fig. 181 


appears at the eyepiece index, and reading off the number against the 
drum index. 

Fig. 179 indicates the course of a ray in the prism. 

In the apparatus designed for use with certain accessories — the 
Lummer-Gehrcke Parallel Plate, the Fabry-Perot Etalon, or the 
Michelson Echelon Grating, the collimator arm is of greater length 
than that illustrated in the figure to permit of interposing the accessorj- 
between the prism and collimator. 

The method of fixing the coUimator and telescope and of obtaining 
different parts of the spectrum by rotating the prism is very convenient 
and accurate; moreover, the dram can be rotated while looking through 
the eyepiece, and one is saved the inconvenience of moving round with 
a rotating telescope. 

A suitable standardizing wave-length is the red line of the helium 
spectrum, wMch has a wave-length of 6678-1 Angstrom units (1 Ang. 
umt — 10“^® m.) and is the shorter of the two red helium lines. 
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The sodium lines may also be used. These are separated by the prism, 
and have wav^e-iengths oS90'2 and 5896*2 Angstrom units respectively. 
It is a good plan to set the instrument on one of these lines and check 
the setting by turning to the other and noting if the reading gives the 
correct wave-length . 

The slit may be illuniiiiated by throwing an image of the source on 
it. In the case of the sodium lines the source is obtained in the usual 
w-ay, and for a helium line throw the image of the bright part of a 
helium discharge tube on the slit. 

A protective metal cover for the prism table is provided. 

When a photograph of the spectrum is required the eyepiece is 
removed and replaced by a camera with a lens of siiitable focus. This is 
shown in fig. 181 (and 181a at p. 1). It is capable of adjustment by 
tilting so that the whole spectrum can be photographed and a vertical 
displacement enables the same plate to be used, giving photographs 
one above the other. There is, of course, also a shutter for exposure. 

In addition to the usual vertical slit, there is a horizontal adjustable 
slit attached to a hinge so that it eaii be swung out of the way or in 
a position covering the vertical one. 

Thus we have crossed slits and a small rectangular source can be 
obtained by closing down both the slits as much as is required. 

The Fulfrich RefraetometKC 

This apparatus is shown in fig. 182, It is designed to measure 
refractive indices of solids and liquids to an accuracy of about 
per cent. 

The principal part of the apparatus consists of a prism having two 
plane polished faces at right angles to each other. One of these is 
horizontal and the other vertical. On the horizontal face is placed the 
substance wdiose refractive index is required. If this substance is a 
solid it must have two faces cut perpendicularly to one another, both 
of which are cut accurately plane, so that one may rest on the hori- 
zontal surface of the prism and the other stand vertically. Optical 
contact is brought about by placing a few drops of a liquid on. the 
horizontal surface of the prism, which has a refractive index higher 
than that of the solid to be experimented upon, and standing the solid 
on it. The makers recommend monobromonaphthalene for this pur- 
pose. In the case of a liquid, it is contained in a glass cell cemented 
to the prism. 

Light is directed into the liquid in a direction almost parallel to the 
horizontal surface so that light entering the prism makes the critical 
angle, c, with the normal. 

Let it emerge from the prism at an angle, i (fig. 183), Suppose 
that the r6diactive index of the substance to be examined is {r and of 
the material of the prism, p®. 




Tiien 


Fig. 182 

The substance must have a refractive index less than that of the 
material of the prism, if it is to he examined by this method. 

The apparatus measures the angle, i. For this purpose a telescope 
is attached t6 a circular scale and the rays are received by it. Since 
no rays within the prism make an angle greater than c with the normal 

on entrance to the prism, the angle, measures the minimum 

angle at which rays strike the vertical face. Corresponding to this, 
i measures the minimum inclination of the emergent rays to the 
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normal. Tims, in the telescope the rays emerging in this direction 
bound the fieid of view. 

The apparatus is arranged so that the rays are deflected down tlie 
telescope, and when its cross-wires lie on the dark edge of the field 
the scale reads off the angle, to an accuracy of one minute of arc. iiq, 
is an instrument constant and has the value T 74. 

Tlie telescope is autocoUimating, so that it is a simple matter to set 
it normally to the face of the cube (p. 288). 



The prism and specimen are surrounded by a metal water jacket 
and thermometers are provided for reading the temperature. A table 
is supplied with the instrument giving the value of g corresponding to 
diifferent values of i. 

The Abbe Eefractometer 

This instrument, like the Pulfrich refractometer, makes use of a 
standard prism made of a medium of high, refractive index, in this 
ease dense flint glass. 

It measures refractive indices of soHds and liquids over the range 
1*3 to 1*7 and is provided with a scale which can be read to 0*0001 
and is accurate to 0*0002, 

The solid should be prepared in the form of a small block with a flat 
polished surface. This surface is placed in contact with the face, AB, 
of the prism with a very thin film of a highly refractive liquid between 
them. The faces at the side of the block should be narrow' and normal 
to the polished surface, A ray of light incident in the medium at grazing 
incidence with the standard prism enters the latter at the critical angle. 
It emerges from the face, AC, at an angle, i. This forms the boundary 
between tlie light and dark parts of the field of view seen in a telescope 
directed towards AC. 

The cross-lines of the telescope are set upon the dark edge along 
the direction OE. The scale is cabbrated to read refractive indices 
directty. 
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The most important use of the instrument is for the measurement of 
the refractive hidices of liquids, A second prism of dense flint glass is 
hinged so tbnt the long fq-ces of the two jjrisms can be brought into 
close contact. The second prism is mounted below the fu’st, and its 
face instead of being polished is left grey to prevent image formation. 
A drop or two of licpiid is placed on the grey surface, which is then 
brought up to the polished surface, and the two prisms are clampjed 
togetlier. The function of the lower prism is to direct light at grazing 
moidence into the liquid film. It directs rays of light such as PQRSTU, 



so that RS in the liquid grazes the standard prism surface. The refrac- 
tive index of this prism must be higher than that of any liquid to be 
examined. 

In fig. 1S3 (6), SM is normal to AB, and TM to AG. The angle TSM 
is the critical angle, c, and ■ ' 

sinc=p/po, 

where p is the refractive index of the liquid and Po fhat of the material 
of the prism . 

If Z TMS-a and Z NTU='i, 

sin i/sin («+c)==go. ' 

Prom these equations c could be eliminated and a relation between g 
and i obtained. The instrument, as has been stated, is calibrated to 
read refractive indices directly. 

The instrument dan be used with daylight illumination. This is made 
possible by the introduction of a compensator consisting of tw^o direct 
vision prisms*. They can be rotated in opposite directions at equal rates, 
and form together a system of variable dispersion. In this way an 
amount of dispersion can be introduced to counteract that of the 
specimen under examination. 

The compensator is mounted at the base of the telescope, and the 
prisms are rotated by a milled head. The compensator carries a scale 
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by nieaiia of which a measurement of the ‘dispersion' of the material 
under examination may be obtained. The term ‘dispersion’ in this ease 
means the cliiFeiamce in refractive index for the G and F lines of the 
hydrogen spectrum which have wave-lengtks of 6563 A and 4801 A 
respectively. Tables are supplied from which this difference may be 
obtained from the compensator reading. 

In the measurement of the refractive index, light is directed into the 
prisms and along the axis of the telescope by means of a mirror attached 
to the instrument. The ej^epicce is focused on the cro.ss-line and the 
reader on the scale. 

The appearance in the field of view is usually a coloured patch 
l)ounded by a dark edge. The compensator should be adjusted by 
turning the milled head until the colour disappears as nearl^^ as possible, 
leaving a double field half bright and half dark with a sharp dividing 
edge. The index arm should be moved until the cross-lines cut on the 
dividing edge and the refractive index read from the scale. It is a good 
plan to repeat the observation several times, including resetting of the 
compensator. 

The instrument gives the refractive indices for sodium D light, and 
it is graduated to read accurately at 20° C. For the purpose of a 
laboratory exercise, temperature changes, which affect the prisms 
slightly, may be neglected. Water jackets are provided by means of 
which the prisms can be maintained at a required temperature. A 
thermometer is also provided to measure the temperature, and after it 
has remained steady for a few minutes the liquid may be introduced 
and its refractive index measured at the particular temperature. 

It is an interesting exercise to measure the variation of refractive 
index in the case of some suitable liquid, such as a mixture of carbon 
bisulphide and alcohol, benzene, or toluene. 

A book of instructions on the use of this instrument, provided by 
Mes.srs. Hilger and Watts Ltd., should be studied for further and more 
detailed information. 

The Determination o£ the Focal Lengths of Thin Lenses 

Students at this stage will be familiar with simple experiments for 
the determination of focal lengths of thin lenses. It is a good plan to 
revise the earlier w'ork and to practise the use of the convention of 
signs, which it is more convenient to use in the more advanced parts 
of geometrical optics and which tends now to be generally adopted. 

The positions of objects and of images are made indepeiidenth’', that 
is to say, there is one co-ordinate system for objects and another for 
images. These systems are described as the object space and the image 
space, although it is not to be understood that these represent mutually 
exclusive regions. The object co-ordinate system can consist of axes 
with one point as origin and the image co-ordinate sy^stem can consist 
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of Other axes with anotlier origin. In practice, the axis of the lens or 
other optical >systoni is taken as the axis for locating the position of 
the object or image, i.e. both spaces have a common axis. The optical 
employed are almost always symmetrical about this axis, so 
that only one axis perpendicular to this axis of symmetry is required 
for locating po.sitions not on the latter. It is usually necessary to 
consider only line objects with the foot on this axis and stanchiig 
normail}’ to it. * 

Although it is possible to choose any two points as origins, one for 
objects and one for the images, it is convenient to choose two special 
points. These are points on the axis of symmetry such that if an 
object lying normally to the axis is placed at one of them, an image 
of equal size lying on the same side of the axis is formed at the other. 
These points are called the principal points and are usually denoted 
by (H, H'). The planes through them perpendicular to the axis of 
symmetry are called principal planes. In simple optical systems these 
points coincide, e.g. with the pole of a mirror or a thin lens, for if an 
object be placed close to the central part of a thin convex lens, an 
image is formed coinciding with the object. There is a rule of signs 
for distances in association with these systems. The positive direction 
for images is that in which the rays of light are travelling, while the 
positive direction for objects is opposite to this. Thus the rule for the 
construction of diagrams which will be adopted in the description of 
experiments is that objects wiU be placed on the left; directions to the 
left are positive for the object space and directions to the right are 
positive in the image space. 

“o ^ H i? 

Eio. 184 

In fig. 184, H and H' are the origins, 0 and O' denote the feet of 
an object and of an image respectively. HO is a positive direction, as 
also is H'O'. 

Directions perpendicular to the axis, HH', are positive in the 
upward direction and negative downwards. 

Another sign coiivention refers to the curvature of surfaces which 
make up the optical systems. This is quite independent of the con- 
vention just described which concerns the co-ordinates. It is contrary 
to that which is often taught in the early stages in optics and which 
was adopted in the chapter on reflection (pp, 260-1). The rule is that 
when rays of light are incident upon a convex surface, the radius of 
curvature of that surface is described as positive. If the light falls on 
a concave surface, the radius is said to be negative. 
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Tlie formulae requiting from these conventions vill only give correct 
results if the conventions are kept. Thus, if a concave mirror of radius 
10 cm. comes into consideration, the value of the radius of curvature 
which must i)e introduced into the formulae is —10. This convention 
for curvature has Ijeen adojjted so that the focal length of a converging 
lens turns out to be povsitive. This is not merely in agreement with 
the convention already used by opticians, but corresponds wdtli wliat 
appears to be the obvious use of the word ‘positive’ in this connexion, 
for the term ‘positive’ must surely be given to the lens which converges 
rays of light and not to that which diverges them. 

Instead of the letters u and « to denote object and image distances, 
I and V wall be used, and the familiar formulae w’^ill transform into the 
new ones by writing == + 1, v ~ — V, since the old system makes 
use of the convention that the positive direction is against the incident 
light. Thus the lens formula, 


1 __ 1 ^ 

V u f 



Note the negative sign on the right-hand side. Since the old formula 
corresponds to the negative sign for / in the ease of the converging 
lens, the new formula can be wiitten in the form 

V ' I V’ 

where F (= — /) is the focal length now described as positive for the 
converging lens. Those w’ho prefer the notation commonly used in 
the ease of simple optical systems can translate the formulae given 
here by writing I = u, I' = — v, and by changing the sign in the case 
of radii of curvature. 

Thin lenses will be considered first, so that H and H' coincide at 
the pole of the lens and I and V are measured from the same origin 
but in oxDposite directions. 

Converging Lms 
Method 1 

Support the lens vertically and place a vertical pin behind it so that 
its point lies on a level with the centre of the lens and is situated on 
its axis. The adjustments are made easier by placing a sheet of white 
paper behind the pin. 

Set up another pin so that it coincides with the image. When this 
is the case the image and the second pin will not appear to move 
relatively to each other when the eye is moved horizontally from side 
to side. 
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Measure the object distance, Z,- from the lens and the distance 
between the object and image {I + I'). In fig. 185, I = OjPi, Z + Z' 
- PxP,- 


Fig. 185 

The conditions of formation of a real image may be studied from 
this experiment })y taking several positions of the object, i.e. for several 
values of Z, and by measuring the resulting distances between object 
and image. 

Write (Z + I') == Y. Prom the formula for Z and Z', viz, 

1+1 = 1 
v I f 

it follows that Y (Z — /) = Z^,/ being now used with the sign convention 
adopted here. 

This is the equation of a hyperbola with asymptotes: 

Z-/=0, 

Y = Zd-/. 

The part of the curve of interest is that for which Y and Z have 
positive values, and is that shown in fig. 186. The minimum value of 
Y occurs when Z ~ 2/, Y = 4/. 

The curve should be drawn from a number of values of Y and I 
obtained experimentally and the asymptotes drawn. The intercepts, 
OA, OB, and OC, each equal the focal length, and AD is twice this 
length. The co-ordinates of the minimum, M, have already been stated. 
It appears that the distance between the object and image cannot be 
l.e,ss than 4/. 

It will he noted that for a particular value of Y, i.e. for a particular 
distance between the object and the image, there are two values of Z. 
This means that, if a lens is placed at: Oi; {fig. 186) and the image of 
Pj is formed at Pg, the image will stUl be formed at Pg when the lens 
is at another position, Og. In the first case the image is magnified, and 
in the second case it is diminished. 

Suppose that the distance through which the lens is moved, OjOg, 
is denoted by d and that the distance, P^Pg, is D, 

Z= OiPj = i (D -~ d), 

Z'-OxPg==f(D-fd). 
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The formula for I and V gives 

. _Da _ 

In dra-wing the graph it is convenient to take pairs of values of I for 
each value of Y and from them / may be deduced by this formula. 



Method 2 

Put up a plane mirror immediately behind the lens and parallel to 
it. Then place a pin in front of the lens as in the first case and adjust 
it to make it coincide with the image formed by refraction in the lens 
and reflection in the mirror. The distance from the pin to the lens is 
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equal to the focal length of the lens, for the rays are reflected back 
along their path and must therefore strike the mirror normally. They 
leave the lens as parallel rays, and must therefore -originate from the 
principal focus. 

Methods 

Set up a plane mirror, P^Q^, at some distance from the lens, and a 
pin on the other side of the lens. The pin should be mounted so that 
its centre is on a level with the centre of the lens and should be adjusted 
until the position of the image of the pin ts made to coincide with the 
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pin. The way this is brought about may be seen from the diagram. The 
image formed by the lens evidently lies on the surface of the mirror. 

If the distances be measured we have the positions of a pair of 
conjugate points. 

Make several observations for different distances and calculate /. 

In making experiments with a convex lens it is useful to know the 
focal length approximately before making an accurate determination 
of it. Sometimes time is wasted in trying to locate a real image when 
the object is so placed that a virtual one is formed. It should be noted 
that if the object is at a distance from a lens which is less than the 
focal length, the image is virtual. 


A 



Focus a distant object — a lamp or window, if not too close, is 
suitable — and measure the distance from the lens to a well-defined 
image thrown on to a sheet of paper. 


Diverging Lens 
Method 1 


The focal length of a thin diverging lens is measured most accurately 
by the help of a thin converging lens used as an auxiliary. If a con- 
verging lens is available which is stronger than the diverging lens the 
two, when placed in contact, will form a converging system which 
may be regarded as a single converging lens. The focal length of the 
combination may be found by one of the methods described. Let F 
denote the focal length of the combination, f\ that of the converging 
lens, and /a that of the diverging lens. 

From the formula 

1 = 1 + 1 
i? /i A 

the value of /g may be deduced from the values of F and/j. 

In order to discover whether the convergent and divergent lenses 
together form a convergent system, place them with their faces in 
contact and try to throw the image of a bright distant object on a 
screen. If it is possible to do this, the convergent lens is stronger than 
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the divergent. It may happen that the former is only a little .stronger 
than the latter. In»this case the screen must be held at a considerable 
distance from the combination and care must be taken not to overlook 
its formation on that account. If it is impossible to produce a con- 
vergent combination in this way, the follo-wdug method may be adopted. 

Method 2 

Throw the image of a small source of light, such as that provided 
by a hole in a screen placed in front of a bright sodium flame, by 
means of a converging lens on to a screen and note its position. 

Let the source be Sj and let the image formed by the converging 
lens at Oj be at Sg. Place the divergent lens at a point Og so that the 
image is displaced from Sg to Sg, where it is again located on the screen. 
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The distances required are OgSg and OgSg for Sg and Sg are conjugate 
points for the diverging lens. The rays are directed to Sg so that Sg 
is a virtual object and in accordance with the notation described, 
Z == Ogbg, V — OgSg. 

The formula 1,1 1 

Z' 

then gives the value of/, which in this notation will be of negative sign. 

The experiment should be repeated for different positions of Og, 
while Si and Oj remain fixed, and also for different positions of the 
convergent lens relative to Sj. 

Method' o 

Another method for the determination of the focal length of the 
diverging lens requires the above apparatus with ^ a plane mirror in 
addition, 

Tire diagram (fig. 190) illustrates the method. If the rays from the 
concave lens strike a plane mirror placed at any point, M, to the right 
of it at normal incidence, they are returned to form an image at the 
source, Sj. In these circumstances the rays from the convex lens are 
directed towards the principaT focus, E, of the concave lens. The 
procedure is to focus the rays from the source by means of the lens, Oj, 
and to locate the image, F, The concave lens is then placed between 
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Oj and the miiTor and moved along the axis until an image of Sj is 
thrown back as close as possible to Sj itself. For this purpose it is 
convenient to place a source of light beliind a small hole on a white 
screen, and to use the liole as a source so that the image may appear 
on the screen close beside the hole. The mirror, M, may be placed in 
contact with the concave lens and they may be held together by means 
of an elastic band. From the diagram it is clear that the focal length 
of the concave lens must be less than the distance, O^F. Thus the return 
of rays in this way cannot be obtained for every position of the convex 
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lens with respect to the source. It is a matter for trial in the first 
instance, to ensure that the image distance, O^F, is sufficiently great 
and the object distance, OjSi, should be made a little greater than the 
focal length of the convex lens in order that the image may be thrown 
on a screen placed at a sufficient distance to the right of Oi. The 
concave lens and mirror should then be moved from this screen towards 
Oj until an image appears on the screen at S^. This will then give the 
magnitude of the focal length required, and a series of measurements 
may be obtained by variations of the distance, O^Si, within certain 
limits. 

Method 4 

Set up a concave mirror beliind the lens and a pin in front. An 
inverted image of the pin will be seen on looking through the lens, 



and it may be made to coincide with the pin by suitably adjusting 
the mirror. 
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Tlie diagram iiiustrates that this is Brought about by the normal 
incidence of the rays emerging ihom the lens on the mirror. 

The virtual image of P is thus at P', the centre of curvatui’e of 
the mirror. 

Remove the lens after noting its position and the distance of P from 
it, and again adjust the pin until it coincides with its image formed by 
the mirror. We thus locate P' and can measure V, the distance from 
the position of the lens. 

On substitution in the formula; 


we calculate /. 

Repeat this for several different cases. 

Experiments on Complex Optical Systems 

The mirrors and lenses which have been used in the foregoing 
experiments are examples of simple optical systems. These have been 
described as systems in W'hich the principal planes coincide at the poles 
of the surfaces. Thus, in these cases the positions of the principal 
points are known and the determination of the focal length consists 
in locating the focal point and in measuring its distance from the pole. 
In complex optical systems the focal lengths are the distances measured 
from the appropriate principal points, the position of these being at 
first undetermined. Thus the determination of focal lengths in these 
cases requires a different approach to the problem. This will be illus- 
trated in the following experiments in which methods are described 
for the determination of focal lengths without a knowledge of the 
positions of the principal points. The focal points are easily located 
and, from a knowledge of their positions and of the focal lengths, the 
principal points can be determined. 

The optical systems which can be used in a laboratory in order to 
study the practical methods of determining their constants are most 
conveniently the thick lens and two separated thin lenses. 

Method 1. The Determination of the Focal Length and the PrincijMl 
Plajies of a Thick Lens 

In the diagram (fig. 192) ABBE represents a thick lens and TABF' 
is its axis. E denotes the object principal focus, i.e. an object placed 
at F gives rise to emergent parallel rays. F' is the image princijoal focus, 
i.e. parallel rays from a distant object give rise to an image at F'. 
These focal points can be used as origins from which to measure the 
positions of objects and images. Thus an object, 0, may be described 
as lying at a distance x from F and the corresponding image. O', lies 
at x' from F'. The relation between these co-ordinates is 
xx'==ff. 


20 
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/ and / denote the focal lengths, i.e. the distances, HF and H F , 
respective! j, wlierc H and are the principal points. In the present 
ease tiieir positions are not yet kno’wn. f and /' are equal when the 
media on both sides of the lens are the same. 

Thus xx' —p. 

The determination of / resolves itself into determining the positions 
of F and F' and of pahs of conjugate points. 

The sign convention remains the same and in the diagram FO and 
F'O' are both positive. 

In order to determine the positions of the focal points, rays from a 
distant object may be brought to a focus by exposing alternately the 


D 
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WO faces of the lens to them, but it is usually more convenient in the 
laboratory to place a plane mhror behind the lens, e.g. on the side of 
B and to adjust a pin-point on the opposite side so that its image 
coincides with it. This image is formed by the reflection of rays 
emerging from the lens which strike the mhror normally and are thus 
parallel on emergence. The pin-point is thus at the principal focus, F. 
By turning the lens roimd, the point F' is located in the same way. 
The distances of these points from A and B respectively should be 
recorded. 

By finding the positions of pahs of conjugate points conveniently 
measured from A and B, the distances, FO and F'O', may be deduced, 
and hence / determined from the formula. 

By measuring distances / from F and F', the points H and H' can 
be found and theh positions with respect to the lens faces should 
be recorded. 

Method 2. The Determination of the Focal Length by the Method of 
Magnification 

An important property of the principal planes is that, if a ray is 
incident on the system towards a point on the principal plane of the 
object space, the emergent ray is directed from a point on the principal 
plane of the image space which lies on the same side of the axis and 
at the same distance from it. 


mi 


REFRACTlOiSi OF LIOHT 

It is tlius possible b}’- a geometrical construction to determine the 
position of an image corresponding to a given object. Tiiis is illustrated 
ill the diagram (%. 193). 

Tlie ray, BL, parallel to the axis, must pass on emergence through 
the image principal focus, F', and must appear to emerge from L' 
where HL = H'L', where H and H' are the principal points and HL 
and H'L' are traces of the principal planes. 

Again, the ray through F emerges parallel to the axis from M', -where 
Thus the point, B', is determined and A'B' can be drawn 
perpendicular to the axis. Thus, AB and A'B' represent an object and 
its image. 



In the experiment to be described the magnification, i.e. the ratio 

whll be measured. 

AB 

It is to be noted that in the diagram A'B' and AB lie on opposite 
sides of the axis and, taking account of the sign convention, the 
magnification, w, is given by 

A'B' HM HF 


AB ‘ AB 
In terms of the notation used here 

In the same wav it may be shown that 

''' ~r ’ 

and in the. present case f — f- 

These formulae for magnification a 
the experiment. From the former 

1 , _r 

T 


AF 


a method of carrying out 


= 1 - 
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Thus, if - be plotted against Z, a linear graph is obtained with a 


slope equal to 

The determination of I requires a knowledge of the position of H, 
but it is not necessary to Imow the value of I to obtain a linear graph 

vith the same slope, 

Suppose that the object distance is measured from any fixed point 
which lies at an unknown distance, c, from H. Then, denoting the 
distance from the point by z, we have I = z + c, and the equation 



The graph is represented by the line AB, the slope of which gives ~ 
and the intercept OA —/+ c. 

It is thus possible to determine both / and c, which means that the 
focal length is determined, and also the distance of H from the fixed 
point chosen as the origin. A similar method is suggested by the relation 
between magnification and image distance. The relation is 
■ V 

w = 1 — 

and since the position of the image principal point, H', is unknown its 
position vith respect to an arbitrarily chosen origin, from which the 
images can he measured, can be determined as before. 

The experiment can he carried out conveniently by using a trans- 
parent scale as object and by illuminating it with monochromatic light, 
A similar glass scale may be used as a screen so that the apparent 
ien^h of a certain number of scale divisions seen in the image can be 
read off. The adjustment is made by noting when there is no parallax 
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between the image and scale. For accurate work a low'-povver micro- 
scope may be used to measure the image. 

It is also instructive to adjust the positions of object and image to 
obtain definite magnifications, e.g. of one or two. In the former case 
the distances of object and image from the principal point. s are 2/ in 
each case. 

If the screen is kept fixed and the object and lens moved until a 
magnification of 2 is obtained, it can be shown that the object is at 
3f 

a distance ^ from H and the image 3/ from Hk The lens has thus 

moved through a distance / and this may be measured directly. 

It -will pro})ably be found convenient, when the series of values of 
the magnification is being determined, to keep the lens system fixed 
and to move object and screen. In this case a suitable origin from 
which to measure the object or image distances is some mark on the 
holder. The graph of fig. 190, or a similar one for m and the image 
distance, can then be drawn and used to give the focal length and 
po.sitions of the principal points. 

Determination of the Principal Points by Eotation of a Lens 
This ex2)erimeiit is for the purpose of illustrating and making use of 
the properties of the nodal points of an optical system. In any such 
system there are two nodal points. These lie on the axis and are such 
that if an incident ray is directed towards one of them the emergent 
ray is parallel to it and appears to come from the other. The points 
can be described as points of xmit angular magnification, for the incident 



Fig. 105 


Suppose that an optical system is mounted so that it can turn about 
a vertical axis passing through the object nodal point, N. 

The emergent ray, A'B', will pass through the image nodal point, 
]S[', and be parallel to the incident ray, AB. 
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If the system is slightly rotated about N, the ray, AB, is still directed 
to the object nodal point. Consequently the emergent raj’’, although 
slightly displaced from its original position, ^vill still emerge parallel 
to AB Irom the new position of N'. This is the property of which use 
is made in this determination of the principal points for, when the 
medium is the same on both sides of the lens, the nodal points and 
principal points are coincident. 

Plano-Convex Lens 

111 this ease any ray, R, striking the lens at H in the figure, where 
H is the point of intersection of the axis and curved surface, is not 
deviated, but gives rise to the parallel emergent ra.y, R', for it is just 
as if refraction took place in a slab of glass bounded by the face, A, 
and the tangent at H. R' appears to come from H', so that H and H' 
are the principal points. These may be located as above. 



Fig. 196 


We may also determine the distance AH'. 

For AH' is the apparent thickness of the widest portion of the lens. 


AH t 



This gives d if h- and t are known. 

It forms a useful exercise to determine H and H' by the method 
described above, and then to deduce (jt, from the observations. 

K HH' = S, 

t 


ThicJclens 

If the lens is mounted on a stand which can be rotated about a 
vertical axis we may use the property of the nodal points to locate 
H and H'. 

It is convenient to place the lens in a holder which can slide along a 
scale fixed to the rotating stand. The arrangement of the apparatus 
is illustrated in fig. 180. 
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A mirror is fixed on one side of tlie lens normally to the axis and 
does not rotate with the lens. 

On the other side a pin is set up and moved until its image, by 
two refractions through the lens and a normal reflection at the mirror, 
coincides -vrith the object. 

The pin then lies at a principal focus. 

The lens is moved along the scale and the pin adjusted, so that 
image and object coincide, until a position is found when slight rota- 
tions of the stand fail to cause displacement between the pin and its 
image. When this is the case the rotation takes place about a vertical 
axis through the nodal pomt nearer the pin. 



The figure explains this, for if H' denotes the other nodal point in 
the s;^metrical position and H" the position of this nodal point in a 
slightly displaced position, a ray from F falling on H first passes along 
HH'M and is reflected back along its path after incidence on the 
mirror at M. 

When the lens is rotated into the position nidicated by the dotted 
lines the ray, FH, is refracted and emerges from the lens parallel to 
its original direction, i.e. it is directed along H"M', and is reflected 
back to H", emerging once more along PF, The image of the point 
therefore keeps the same position. 

The position of the axis thus fixes the nodal point, and the axis is 
usually clearly indicated on the stand. This finds 'the point, H, and, 
by turning the lens, H' may be found in the same way. 

The Measurement oS the Focal Length oi an Optical System by means 
of a Goniometer (Searle’s Method). [Proceedings of the Optical 
Convention, 1912, j). 165) 

A simple form of goniometer devised by Dr. G. F. C. Searle, in 
conjunction with Messrs. W. G. Pye and Co., provides a very instructive 
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method of Jetenainiug the focal length, of an optical system by means 
of the properties of the nodal points. 



The goniometer is illustrated in fig. 198,. and consists of a wooden 
base provided at one end with a spherical pivot, consisting of a 
ball of phosphor-bronze, and carrying at the other a scale marked in 
millimetres. 

A movable arm rotating about the pivot carries an achromatic lens 
of focal length about 35 cm., a vertical adjustable frame, across which 
a vertical wire is tightly stretched, and a fine horizontal wire passing 
across an opening which serves as a scale index. 



The bail is adjusted at a distance of 40 cm. from the scale, which 
can be read to an accuracy of one-tenth of a millimetre, so that a 
rotation of the am.i through one-seventieth of a degree is able to be 
measured. This is about radian. 

In fig. 199, let HB and H'B' denote the prmcij)al planes of an 
optical system, the points, H and H', denoting the first and second 
principal points. 

In practice the medium is the same on both sides of the system, so 
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that the nodal points coincide with the principal points, HH'. Any 
ray incident towards H thus gives rise to a parallel emergent ray from 
H', Thus, in fig. 199 the ray, AH, gives rise to H'D. iThe rays do not 
necessarily pass actually through H and H'| since refraction may occur 
at lens surfaces upon which the rays are incident. The figure serves 
to show directions of rays. If the point, A, lies in the focal plane of 
the system, it gives rise to a pencil of rays which become parallel on 
emergence and, since the ray H'D of the emergent beam is parallel to 
AH, the direction of the emergent rays is that of AH. Thus the angles 
marked a in the figure are equal. If Ah' be measured the focal length 
can be determined by measuring a for 

/ = HF = AD cot a, 

and for small angles 

/=AF/«. 

The goniometer is a very convenient apparatus with which to carry 
out this experiment, and in the figure the lens of this instrument is 
represented by OD. 

The instrument is first adjusted so that the vertical wire lies in the 
focal plane of the goniometer lens. This may be done by adjusting the 
wire so that the image of a distant object seen through the lens falls 
upon the wire. An alternative method is to place a plane mirror behind 
the lens and to adjust the wire until there is no parallax between it 
and its image in the lens and mirror. The lens and wire are then kept 
in fixed positions on the arm of the goniometer. 

The optical system is now brought up so that its axis lies collinear 
with that of the goniometer lens when this lens lies so that the horizontal 
wire index is central. 

A glass scale is placed in the focal plane of the optical system and 
may be represented by AP. A denotes one of the marks on the scale. 
The scale may be adjusted in the focal plane by looking through the 
goniometer lens and the system, and by placing it so that its image is 
seen coincident with the vertical goniometer wire. The method of 
parallax is used to obtain an accurate adjustment. When this is made 
as closely as possible by means of the unaided eye a lens should he 
used as a magnifying glass to make it still more exact. 

Note the reading on the glass scale when the apparatus is in the 
symmetrical position, so that the point corresponding to F is observed. 
Note also the indication of the goniometer scale. 

Turn the goniometer through some convenient small angle and note 
the mark of the scale seen coincident with the vertical wire. Again 
note the goniometer reading. We thus have the vahies of AF and of 
the angle, a, and can consequently deduce By turning the system 
end for end, so that H' lies to the right of H, we again determine the 
focal length. 
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We can thus locate the positions of H and H' with respect to the 
outer surfaces of the system. These should be recorded. 

In order to carry out this experiment it is convenient to employ 
two tliin lenses situated at a known distance apart. These form an 
optical system of the type described, and having the same medium 
on each side. 

Hence H and H' are both nodal and principal points, and / and f 
are equal. 

Find the focal length and the position of the principal points for 
this case. 

It is shown in treatises on Optics (see, for example, Flint’s Geometrical 
Optics, p. 108) that for two lenses separated by a distance, d, the 
position of the first nodal point is at a distance from the lens on which 
light i.s incident and whose focal length is/j, given by 

d jx /a 

while the second nodal point is at a distance 
d-fx-A 

from the second lens, denoting its focal length, while the focal length 
of the system is 

fiA 

/i+A-d 

Measure /„, and d, and verify these results. 

/i and A may be readily measured by the goniometer by replacing 
the optical system by the lenses in turn. 

A useful exercise can be performed by plotting — against d in the 

F 

case of two thin lenses. The formula for F shows that a linear graph 
results, since 


1 ^ 1 1 _ 

E A A AA’ 

The slope of the graph gives -5- and the intercept on the axis of d 

AA 

q..'' 'I ■ ■ , ■ ■ 

gives -f- Thus the focal lengths of the lenses can be obtained. It 

h A 

should be noted that the sign of the focal length of the combination 
depends on the distance apart of the lenses. 

The Focal Length of a Microscope Objective 
The goniometer provides a useful means of measuring a short focal 
length, such as that of a microscope objective. 
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The screen, AF, is replaced by a micrometer slide provided with 
a magnifying reading glass. The slide is provided with a small engraved 
scale with divisions at each tenth of a millimetre. The objective is 
placed to receive parallel rays emerging from the goniometer lens and 
focuses them on the scale. Thus an image of the goniometer vertical 
wire is received and is viewed by the magnifying glass. 

The position is read for the symmetrical position and again after 
a slight displacement of the goniometer arm. The image is now focused 
at a new point corresponding to A (fig. 19C). The distance between the 
two images is read off and, from a knowledge of the angle of rotation 
of the arm, the focal length is calculated as before. 

The Determination of the Focal Length and Principal Points of an 
Optical System by means of the Revolving Table 
The principle of the method is the same as that described on p. 309, 
for it depends on the same property of the nodal points. The revolving 
table affords, however, a much more convenient and accurate means 
of carrying out the experiment. (See figs. 157 and 200.) 
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Each nodal point is determined by the principle that when a small 
rotation is made about a vertical axis through the second nodal point, 
the image produced of a distant object is not displaced. Thus the 
position of the axis of rotation of the table locates the second nodal 
point. 

The lens system is mounted on. a slider with straight edges, and is 
placed on the table so that the edge slides along the scale. An index 
mark on the slider serves to locate positions with respect to the scale. 
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Tlie design secures that there is no side shaking. 

It is essential in this experiment as in the former (p. 309) to make 
the axis of the system intersect the axis of revolution. 

In order to arrange this the image of a distant object is made to 
coincide with a pin held in a clamp and the system is moved on the 
table until, with this focusing exactly made, a slight rotation of the 
table causes no displacement between the image and pin. 

Let the nodal points, which are in this experiment coincident with 
the principal points, be represented by HH' (fig. 201). The line HH' 
represents the axis of the system and 0 denotes a distant source of 
light producing an image, Ob 

Let A denote the point of intersection of the axis of revolution and 
the horizontal plane. When AH' is normal to the direction of the 


0 — 


H H' 


H'l Hi 

Fig. 201 


0 ' 

0 ^ 


light a small rotation does not displace H' in a direction at right 
angles to the axis of the optical system. 

In the rotation H moves to a point, Hg, but the object, 0, is distant, 
so that a ray falling on Hg, as shown by the dotted line of the figure, 
is parallel to the direction OH. The emergent conjugate ray leaves H' 
in the same direction and consequently the image. O', is not displaced. 

With this setting of the apparatus, which must be made by trial, 
the nodal point, H', lies in a plane normal to the rays and containing 
the axis of revolution. 

The table top is now turned through two right angles, and the lens 
system moved along the scale until the distant object is focused on 
a second pin as before. 

In general, this pin will not coincide with the first, hut will be 
displaced in a direction normal to the direction of the light. Tlois 
is illustrated in the figure. H in the second case becomes the second 
nodal point. 

If Oi' denotes the second pin, it is clear that the axis lies on a line 
drawn parallel to the light and passing midway betw^een the pins. 

The scale on the table top is undamped and moved through half 
the distance between O' and 0/, so as to carry the axis of the system 
into the correct position. 

The apparatus is now once more carefully adjusted so that the 
image does not move for alight rotations. 
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The axis tiien passes through the nodal point. The system is then 
turned end for end and the second nodal point found. 

In order to find the focal length readily, a clamp is fixed to the 
table which carries a scale (fig. 200). 

The pin is left in position and the table turned until the scale just 
touches it, the .scale reading being noted. The table is turned so that 
the other end of the .scale just touches the pin and the scale reading is 
noted for this case also. The distance between the two marks on the 
scale is determined by subtraction; one-half of this gives the focal 
length. 

A diagram is then made showing to a convenient scale the positions 
of the cardinal points with respect to the first and final surfaces of the 
optical system. 

The apparatus may be employed to examine such a system as that 
described in the previous experiment with the goniometer. The 
apparatus is not very convenient for the measurement of short focal 
lengths. It is better to use the goniometer for tliis purpose. 

When a distant object is not available in the above experiment, it is 
only necessary to place a plane mirror on the side of the lens system 
away from the pin and adjust the pin until image and object coincide. 

The focal length of a thick lens, the radii of the surfaces being r 
and and the thickness t, is given by 

_____ 

^ (ix - ^ 

Here r and r' must be given their proper signs. 

It is instructive to determine the value of the refractive index of 
the glass forming a thick convex lens. 

Determine r and r' by the revolving table method (p. 315), and 
/ by the method just described, while t may be measured by means 
of callipers. 

Solve the resulting equation for 

The distance between the principal points is given by 
t{]i —r + t) 

(X (/ — r) -I- (ji — 1) « 

The student should verify the two expressions given above. 

From the positions of the principal points the Value of ix can be 
again determined. 

Spherical Aberration with a Thick Lens 

In the simple theory of lenses it is assumed that all the rays starting 
out from a point on the axis are brought to a focus after refraction 
through the lens to another point on the axis. 

This is only true for rays lying very close to the axis. A ray, PA, 
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(fig. 202), will be made to cross the axis at P', and if PA^ makes a 
small angle with the axis, P' will be the focus for all such rays. But 
a ray, PAg, will cut the axis at Cg, and PAg at Cg, after refraction, these 
points lying closer to the lens as the incident ray is more inclined to 
the axis. 

The distances, P'Cg and P'Og, are called the longitudinal aberrations 
of the corresponding rays. 

The distance, P'Cg, depends on the inclination of the emergent ra3’'3 
to the axis. If this distance is x and the tangent of the acute angle 
at C., is m, we may say that x is some function of m. We may write x 
in powers of m, or 

x~ a -{■ hm + cm^ + 
where a, h, c, d, etc., are constants. 



Fig. 202 


Since the lens is symmetrical about the axis, P'Cg is the same for 
positive and negative values of m. 

Thus, if we write ~m instead of m in the above equation wre have 
the same value of x, so that x depends only on even powers of w, 
a: == a cm^ + em^ + . . .. 

When the emergent ray has a very small value of m, the point, Cg, 
is at P'Cg, or x vanishes. Thus a vanishes and w^e have 
.x~ cm^ -i- em'^ + . , 

If m is not very big, and higher powers of m, will be very small, 
so that we may write 

X — cm^. 

Let P' be taken as origin and PP' as axis of a;. 

Let y denote distances measured at right angles to PP', 

The line, B^Cg, has an inclination to the x axis whose tangent is m, 
and it passes through the point, Cg, with co-ordinates (c?n^, 0). 

Thus its equation is 

y ~ m [x — cm®). 

The emergent rays cross one another at points Bg, Bg, B4, etc., and 
the points at wkich consecutive rays cross lie on a curve known as 
the caustic of the lens. 
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Suppose that to a ray consecutive to that through C 2 the corre- 
sponding tangent is 
Its equation wili be 

y == mf {a? — cm'®). 

If we solve thicse two equations we can find the co-ordinates {x, y) 
of the point common to both lines. We do not actually require these, 
but only the relation between these two co-ordinates, which will give 
a locus of the intersections of consecutive rays or the equation to 
the caustic. 

Subtracting one equation from the other: 

(m' — m) == c (m'® — ■ m®), 

« == 6 (m'® -f w-vn' -f- m2) 

= 3m2, 

since m and m' are nearly equal. 



or 27cy2 = 4rX^, 

Thus, for values of m, such that tn* is negligible, the form of the 
caustic is a semi- cubical parabola. 
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In the figure, DOE' and B'CB are the extreme rays from the lens 
and DEP', D'E'P' the two branches of the caustic curve. 

All rays inside the extreme rays touch this curve at points which 
are nearer to P', the smaller the incfinations of the rays to the axis. 
The rays are consequently crowded together just inside the caustic 
curve, and a screen placed between C and DD' will show a circular 
patch of light with a brighter illuminaiaon round the circumference. 
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At points between C and EE', a brighter patch appears in the centre 
which increases to EE' where the illuminated area is a minimum. 
EE' is called the circle of least aberration. 

Beyond EE' the first circle diminishes until at P' it becomes a point. 

Set up a large lens on the optical bench with a small hole iUuminated 
by a Bunsen flame containing common salt as a source of light. The 
light may be concentrated on the hole by means of a small condensing 
lens. 

It is best to have the distance from the hole to the large lens about 
twice the focal length of the lens. 

Examine the image by means of a micrometer eyepiece, when the 
appearances described will be seen if the source lies on the axis of 
the lens. 

Find the position P', and read off the position of the eyepiece on 
the bench scale. Move in towards the lens and measure the diameters 
of the circular rings at a series of distances from P'. Plot the results 
on squared paper and verify the equation of the caustic curve. 

The radius of the circle of least aberration is r = J where c is 
constant in the equation and Wq is the value of m for the extreme rays. 

is nearly proportional to the aperture of the lens. Vary the 
aperture by putting diaphragms over the lens and measure the corre- 
sponding diameters of the least circles. Verify that the diameter is 
proportional to the cube of the aperture. 

The above value of r is readily calculated by remembering that it 
is the value of the ordinate of the caustic at the point where it is cut 
by the extreme ray. 

It is therefore necessary to solve the equations 

y = mQ{x —cmQ\ ...(4) 

27c 2/2 = 4a;3^ 

The solutions are 

a: = fcmo^ y — ~ 

In order to find the value of P'B, we note that by equation (4), 
which is the equation of the Hne, CL, the value of y corresponding 
to a: = 0 is — cm^^. 

This negative sign occurs because we have measured the angle of 
which m is the tangent from the x axis in a clockwise direction. 

In the case of* the line, CL, the value of OTq is negative since the 
angle is obtuse. 

The lateral aberrations of the extreme ray, i.e. the length of P'L, 
is thus --cm^. 

But the radius of the circle of least aberration is (numerically). 

Thus the ratio = 4. 

GE 

Verify this result. 


CHAPTER XIII 


IXTERFEREXCE, DIFFRACTION, AND POLARIZATION 

latrotoction 

The tlieory that light consists of waves leads us to expect, by the 
principles of sui^erxiosition, that class of phenomena described by the 
term ‘interference’. Particles of a medium, when simultaneously dis- 
placed by the arrival of several disturbances, have a resultant displace- 
ment obtained by adding together the vectors representing individual 
displacements. In particular, if a particle is subject to displacements 
in directly opposite directions, it will be displaced a smaller amount 
than if it were subject to either separately, and if both the displace- 
ments are equal, but ojipositely directed, there will be no displacement 
of the particle. On the other hand, displacements arriving at a particle 
in the same direction will cause it to be moved a distance equal to the 
sum of the separate displacements. 

The arrival of oscillatory disturbances at any point may, therefore, 
cause larger or smaller displacements than would occur as a result of 
each separately. 

The intensity of illumination at any point of a medium il propor- 
tional to the square of the amplitude of the vibrations at that point. 

It can thus be seen how it is possible to produce places of large or 
small intensity as a result of the arrival of two trains of waves. It may 
even be possible that there will be darkness at certain points since it is 
possible that as a consequence of adding the displacements vectorially 
we get no net effect. 



Let Si and denote two sources of monochromatic light. From 
each is thus emitted a train of waves of a particular wave-length, the 
same for each. In addition, suppose that the disturbance starting from 
Si is in the same phase as that starting from 82- These disturbances 
are propagated with a certain velocity, and at points equidistant from 
Si and S2 the displaceiuents will be in the same phase when they arrive 
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there. In other cases where points are at different distances from Sj 
and S 2 , it may happen that the displacements are in different directions 
on reaching the point. Draw AB at right angles to the middle point 
of and let it cut a screen, MjMg, normally at B. 

Wc shall inquire as to the lUuminatiGn at different points on the 
screen. The disturbances will reach B in the same phase, the displace- 
ments will be in the same direction, and will thus unite in increasing 
the illumination at B, which will always be bright. 

Of course, we think of the waves as transverse, i.e. the vibration is 
normal to the direction of propagation. 

Take any other point, P, distant from B. 

The hght from Sg travels over the path, SgP, and that from over 
SiP. Thus those disturbances, which reach P simultaneously, started 
at different times from their sources. 

The vibrations will thus be in different phases on reaching P. If, 
however, the difference between SgP and SjP is a whole number of 
wave-lengths, the disturbance from Sg left that point a complete 
number of periods before the disturbance from set out towards P. 
The displacements are thus in the same direction, and will unite at P 
to give brightness, just as they do at B. 

If the difference of path is an odd number of half wave-lengths, the 
displacements on reaching P will be directed oppositely, and will tend 
to destroy the disturbance at P. If the amplitudes are equal there will 
be no displacement, and consequently no illumination at P. In any 
case there will be a marked falMng-off in brightness. We ought there- 
fore to be able to distinguish on either side of B, as we proceed outwards, 
alternate bright and dark places. 

Suppose the distance ASj = AS.g = d, while AB = D. 

Then PMj = PB ~ M^B 

= — d, 

and similarly PMg — x^ -i- d, 

(Mj and Mg are the feet of the perpendicukirs from and Sg on to 
the screen.) 

in which we neglect higher powers of --i- than the square. 

This means that we suppose that and d are of small magnitude 
relatively to D. This will evidently be the case if we confine our 
attention to a few' only of the alternations in intensity about B (cf. 
equation (3) below). 
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111 the same way 

S,P = D ...(2) 


Thus, for a bright point 



2(2 

= «X, 

...(3) 

and for darlaiess 



2d 2n + l ■ 

...(4) 


2 . 

or writing S = 2d, i 

[.e. SjSg ^ 


we have 

™ = wX or (n -f- |}x, 



according as P is bright or dark. 

In the experiments to be described (5) is of fundamental importance. 

The first three experiments are three examples of obtaining sources 
Si and Sg of the kind described. 

It would be useless to set up two slits and illuminate them by a 
sodium fl,ame, for we have in such a flame a multitude of sources in 
different phases. 

The method adopted is to cause light from a single source to travel 
to the points, of which P is typical, by two different routes and to unite 
on arrival. We thus have the equivalent of two sources emitting 
vibrations in the same phase. 

In making experiments on interference and diffraction accurate 
measurements have to he made; for this reason the optical bench is 
used. It consists of a strong, rigid metal frame, provided with levelling 
screws on which it stands. The frame consists of two metal rails, one 
of which is graduated accurately in millimetres. Along the rails slide 
metal uprights, each of which is attached to a vernier at its lower end 
so that its position on the bench may be accurately read. 

The uprights serve to carry a slit, micrometer, microscope, lens, or 
whatever piece of apparatus is necessary. If it is necessary to move 
^ any piece of apparatus transversely across the bench, it is placed in an 
upright fitted in a support provided with a transverse micrometer 
screw. 

Although it is possible to read off positions of the uprights on the 
..bed of the frame, since the slit or cross-wire may not be exactly above 
the indicator mark we cannot read off directly the distance from slit 
to cross- wire. A correction must always be applied. In order to find 
this correction, a stand carrying a carefully measured rod is placed 
on the rails, one end of the rod is placed in contact with the slit while 
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the other end is viewed in the micrometer. Let the length of the rod 
he Z, and suppose the distance between the slit and micrometer uprights 
is V , as observed on the scale. Then to convert the readings as obtained 
from the upright to the distances required we must add to the observed 
readings the quantity (Z — V). 



Pig. 205 


Determination of the Wave-length o£ Sodium Light by means of Lloyd’s 
Single Mirror 

The simplest way of obtaining interference bands is by means of 
a mirror silvered on the front surface or blackened at the back in 
order to avoid multiple reflections. 

The diagram illustrates how the interference is brought about. 

Light from a slit, Sj, travels directly to a screen, PB, and also by 
the alternative path after reflection at the mirror, MM. For example, 
a ray may reach P by the direct path, SjP, or by the path, SiCP. 
The latter ray produces the same effect at P as would arise from a ray, 
SgP, Sa denoting the position of the image of in the mirror. We thus 
have the equivalent of two sources, Sj and Sgj emitting vibrations in 
the same phase, except for any change of phase that may occur on 
reflection at MM. 

MM is mounted vertically on an upright of an optical bench, and 
the slit, SjL, is carried vertically on another upright. 

is mounted as accurately parallel to as possible, and the 
fringes are looked for by the micrometer microscope. They will usually 
come into view, if not already there, after slightly rotating the mirror, 
and are rendered distinct by adjusting the width of the slit. 
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Tile mirror should be parallel to the length of the bench, and we 
shall see how to make this adjustment accurately. 

When the fringes appear as definite and bright as possible, it is 
necessary before proceeding further to make sure that the distance, 
SjSg, can be found. 

Tlie method adopted is to use a lens and obtain the magnified and 
diminished images of Sj, Sg, but we require a lens whose focal length 
is less than a quarter of the distance between and P B. 



In Chapter XI, p. 299, we described a method of finding the focal 
length of a lens in which the object and screen are kept fixed while 
the lens is moved. In the diagram (fig. 185), suppose that denotes 
the position of the object, SiSg, and Oj, one of the positions of the lens, 
wliile Pg denotes the position of the image of Sj^Sg. 

By moving the lens to Og, the image is formed at the same place, 
but it now differs from the former in magnitude. 

Let di, dg denote the respective distances between the lines and 
Sg in the image, while S is the actual distance, SjSg between the slits. 


Then 


di ^ ^ dg ^ PA 
S PjOi’ S OgPi’ 


But PiOi^PgOg and PA = 

= djdg. 



Thus, by measuring clj. and dg we may deduce S. 

If MM is too close to PB it may be impossible to obtain both images 
with the lens between the mirror and screen. The mirror must be 
placed so that this is possible. This is the reason for performing this 
part of the experiment first, since it is useless to measure the distance 
between consecutive fringes unless we can find the distance, SjiSg. The 
distance apart of the fringes does not depend on the position of the 
mirror, but if the mirror has to be replaced in another position it is 
easy to throw out its adjustment. Both images of Si and Sg wdll be 
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ia focus ill the plane of the cross-wires only provided that MM ia normal 
to this plane, i.e. to PB. 

It is important that MM should be normal to PB . We have, therefore, 
to rotate slightly mitil the two are accurately in focus, the lens 
being adjusted so that its centre lies on a level with the centre of Sj 
and opposite the edge of the mirror. 

On removing the lens, IMM should be rotated slightly about a 
horizontal axis to get the position where the frmges are brightest, 
when Si and ]MM are parallel. 

Set the cross-wire accmutely down the centre of the first bright 
fringe, and move it always in one direction by means of the screws 
giving the transverse motion, stopping at every three or four frmges 
to note the position. From the observations deduce the distance 
between consecutive frmges. 

Finally, measure the distance from to PB. 

From (5) we have 

D 

Xn — w>. , 


and proceeding to the next bright band: 


= (M. + !)>.?; 


>.D 


...(7) 


Let s denote the distance between consecutive fringes, and we 
then have 


^ — Ip. 


As a rule it will be best to make use of the full length of the bench, 
so that D is large, also S should be as small as convenient. At the 
same time or must not be too small or it will be difficult to make 
the determination of S accurately. 

In recording the results of this and the two following experiments 
it is a good plan to begin, as mentioned, at one edge of the field, and 
.make out a table as shown below. 

We can then readily obtain a series of independent readings for the 
determination of the separation of the bands. 

In this experiment the first jhinge does not lie at the point corre- 
sponding to B, fig. 204. This is because the reflected ray undergoes an 
abrupt change of phase on reflection at the mirror. This has the effect 
of displacing all the fringes towards B by a certain distance, leaving 
the separation betw^een successive fringes unaltered. 
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£ Micrometer ■ .. Slierometer 

W "■=‘""5 ‘band : 

Separation for 15 bands 
(b) ~ (a) 

1 i 16 ^ 


4 10 




10 25 L.... 


13 28 ' 








Mean Separation for 15 Bands 


Mean Separation for 1 Band 


Interference by means o! Fresnel’s Double Mirrors 
Interference fringes may also be formed by the use of two mirrors 
silvered on the front surface or blackened at the back, very slightly 
inclined to one another. 



The diagram illustrates the arrangement. OM^ and OMg denote the 
two mirrors which may be mounted on the optical bench and placed 
accurately vertical. 

S denotes the source of illumination and may most conveniently be 
a sodium source. 
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The friuges are again observed by means of a micrometer, and AB 
denotes the position of its cross-wires. 

The screen, CD, protects AB from direct light from S. 

The source is placed on one side of the bench as the diagram indicates, 
and may be the slit of the optical bench snpxrorted in a clamp. 
and §2 are the two virtual images in the mirrors, SiSg and S lie on a 
circle with centre at 0. 

The calculation, mode of measurement, and adjustment are identical 
with those of the jirevions experiment. 

The shaded area of fig. 207 shows where rays from both mirrors 
interfere, and the section of this region with the plane of the cross -■wires 
of the microscope is the position within which the fringes lie, 

Fresnel’s Biprism 

The biprism is a prism with one of its angles only a little less than 
two right angles, and with two equal small base angles. The figure 
illustrates its action. The biprism is represented by CDEF, and it acts 
like two prisms placed base to base. 



Fig. 208 


Rays from a slit, S, are deviated in each part of the prism and unite 
on the screen, as in the case of the rays, SGP and SHP. We have 
virtually two sources. Si and S^. 

The details of the experiment are very similar to those described in 
the experiment with Lloyd’s mirror. 

The biprism is held in a stand which can rotate about a horizontal 
axis parallel to the central Mne of the bench. By this means the edge, 
D, of the prism can be rotated to bring it parallel -with the slit. 

The adjustments are first made roughly by the eye, and usually the 
fringes will be observed even with the rough adjustment. Slight 
rotation of the biprism -will, as a rule, improve the appearance of 
the bands, and still better definition "will be obtained by narrowing 
the slit. 

The distance, SjSa, is measured with the aid of a lens as before. 

In adjusting D parallel to S, the following de-vice is of great assistance. 
If the eye is placed on the side of the prism away from the slit, and 
moved across the bench, the slit will appear to cross from one side of 
the prism to the other. As it crosses D, unless the slit is parallel to 
the edge of the prism, the top or bottom will cross the edge first, while 
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if parallel it wili appear to make the transition suddenly. The prism 
must be rotated until this sudden jump occurs. 

Be careful after arranging the apparatus to give good fringes, to make 
the determination of the length, SjSg, before measuring. the separation 
of the fringes. 

The Determination of the Radius of Curvature of the Face of a Convex 
Lens hy means of Newton’s Rings 

Newton’s rings are formed as a result of interference between the 
incident and reflected rays from a source of monochromatic light on 
the air film between a plane glass plate and a convex lens in contact 
with it. 




Fio. 209 

The diagram shows the lens, L, and the plate, P, in contact at the 
point, Q. 

Two incident rays are drawn, AB and A^B^. The first is partially 
reflected and refracted at t]b.| points, B, C, D, E, and F. 

A ray is drawn which is represented as suffering refraction, except 
at D, where it is reflected.. The neighbouring ray, A^B^, which follows 
the course, A^B^EEG is shown, and these two rays being brought 
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together along EFG will interfere and may produce greater or less 
illumination than each separately, according to their phase difference. 
In calculating this, it is to he remembered that on account of the 
reflection at D, at a medium optically denser than that in which the 
ray travels before reflection, a phase change of half a wave-length is 
imparted to it. 

The total phase difference between the two united rays is thus: 
(MD -f DE -{- !>•) as reckoned in path length, for had the rays both 
left the lens, the wave-front would have been EM, so that the phases 
are the same at E and M. 

Eacli ray, such as AB, has a corresponding ray, such as A^B^, 
arising from the same point in the source of light with which it can 
interfere, so that an extended source may be used and a Bunsen flame 
containing sodium acts very well; in fact, an extended source is 
necessary in order to obtain a large area containing rings. 

There will be brightness or darkness according as 
MD -j- DE -f- = wX or {n -f* ■'JlX, 

where n is a whole number, i.e. according as MD -f DE = an odd or 
even number of half-waves. 

Let CD fall on the plate at incidence 6. 

Let t be the thickness of the film at this point. 

The diagram is drawn with t large, or D a long way from Q, for 
convenience, but in the formation of the rings the film is very thin, and 
the part of it with which we are concerned is very close to Q. 

Just near D we may regard the film as an element with parallel faces 
separated a distance, as in the enlarged element. 

4 MD -f DE = 2CD - CM 

* _ 2CN sin d = 2CN = 2t cos 0. 

sin 0 sin 0 

Thus the condition for brightness is 

2i cos 0 = (2n + 1) 



2n + 1 

” 2 ” 


X 

cos 0 


The angle, 0, may be measured by the angle between the normal 
to the plate and the incident rays before striking the lens, since near 
Q the lens acts as a parallel plate of glass very approximately. 

It is usual to cause the rays to fall normally on the lens, when 
we have 

2t — (w + ^}X. 


If we consider a plane normal to that of the paper through Q and 
D, we can see that the circumference of a circle with centre, Q, and 
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radius, QD, wili pass through points at which the air film has a uniform 
thickness, and consequently all round this circle rays incident vertically 
wiil undergo the same phase change, and thus alternate bright and 
dark rings are formed about Q. 

Let the radius of the ring be r„ — QD, and let the ring be the 
(n 4- Ijth from the centre. 

The centre itself will be black, for the air film is infinitely thin at 
this point. If this is not the case at first it is because some dust particles 
lie between the surfaces, and these should be removed. 

DQ2 = DN . BK = e {2R - t) (fig. 210), 

R ~ radius of lower surface of the lens, 

. OQ2 = == 2R« 

approximately, since may be neglected. 

Thus for brightness 

r,i2 = R. {« q- I) X. 

The first ring corresponds to n = 0; the second for w = 1, and so on. 

Thus the radii are proportional to \/3, V5, etc. 



.For the purpose of the experiment a convex spectacle lens of about 
100 cm. radius of curvature is suitable, and the light from a sodium 
flanie is reflected down on to it by means of a sheet of plane glass held 
at 45‘^ to the vertical (see fig. 211). 

The rings are viewed hy means of a travelling microscope. 

In order to focus quickly on the rings, remove the lens and focus 
on the top of the glass plate. On replacing the lens, and adjusting the 
microscope over the point of contact, the rings, which lie in the air 
film, should be distinct. A good bright sodium flame is necessary, and 
often difficulties disapjjcar if this point is attended to. 
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4 

3 

2 

1 


(l) denotes the reading on the left of the centre, (e), that on the right. 

Move out the micrometer to about the twentieth ring from the 
centre, and then, moving back again, turning the screw always one 
way to avoid any errors due to backlash, set the cross-wire carefully 



Fig. 211 


down the centre of each bright ring and observe the micrometer 
reading. In this way, by observing the rings on both sides of the 
central dark patch, the various diameters are determined. 

Make a table as shown above. ^ ^ ^ ^ 

Draw a curve with the square of the diameter as ordinate, and the 
number of the ring as abscissa. The graph should be a straight line. 




I 

f 

.:|r 

I 

r' 
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Then if P 2 N 2 = {Dng)®, 

since = 4:B.X (n + f), 

== 4-T>x 

N1N2 n^-~n. 

If sodium light is used, X may be taken as 5890 X 10~® cm. 

In this description we have not taken account of the fact that the 
rings are seen, not directly, but after refraction through the lens. They 
are formed in the air film in the space between the lens and plate of 
glass. This difficulty is avoided by placing the plate above the lens 
and in contact with it, for in that case we view the rings through 
a plane sheet of glass. 



It is, -of course, more convenient to place the glass below the lens, 
for reasons of ease in keeping them steady. The error in this case is 
not great if a thin lens be used, for then the object — the rings — ^is at 
the surface of the lens and consequently at its principal plane. The 
image is in the second principal plane, and of the same .size as the 
object. For a thin lens these planes and lens surfaces are nearly 
coincident. In practice we have an image of magnification slightly 
' differing from unity, or the diameters in the formula above are to be 
multiplied by such a fraction. For the purpose of the experiment this 
factor is omitted. 

Applications of Fewton’s Rings 

In the experiment just described, Newton’s rings were obtained by 
placing a curved surface upon a plane surface and the separation of the 
rings was determined, for light of a given wave-length, by the radius 
of curvature of the curved surface. If the radius increases, the rings 
grow larger and if it diminishes, they grow smaller. This observation 
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may be used to detect and to measure changes in radii of curTature. 
A similar appearance occurs if the lens is kept fixed and the flat plate 
moved and the amount of the separation can be measured by observa- 
tions on the rings. This may be used to measure small changes of 
length in a body to which the plate is attached. An example of this 
is provided by the experiment described on pp. 446-9, in which the 
change of length in a bar is measured as a result of magnetizing it. 
Two experiments wfil he described in which elastic constants are 
determined by observations of this kind. 

The Betermmation of Poisson’s Eatio and Young’s Modulus for fflass 
in the Form of a Bar 

The definition of Poisson’s ratio has been given in the chapter on 
Elasticitj’' (p. 68). From the fact that when a bar of an elastic 
material is curved longitudinally and, in consequence, all its fibres on 
one side of the neutral smface are stretched and those on the other side 
compressed, it follows that lateral changes in dimension occur which 
lead to lateral curvature. Poisson’s ratio can be expressed in terms 
of the longitudinal and lateral curvatures. 



Fia. 213 


Suppose that a bar is initially unstrained. Let it then be strained 
so that the radius of curvature of the neutral surface is 
By referring to p. 72 it will be seen that a filament such as A'B' 
at a distance y below the neutral surface which, in fig. 213, is shown 

to pass through AB, is contracted by an amount — per unit length. 
Consequently there will be a lateral expansion at this^level in the beam 
of magnitude, a denoting Poisson’s ratio. Thus a section at right 
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angles to the bar with CD at the level of AB and C'l)' at that of A'B' 
vdll have the appearance of fig. 214. 

The radius of curvature of the neutral surface in this section is 

denoted by 0 'C and, since the expansion per unit length is ' 

it follow's that the radius of curvature is — -h 



If the radius of curvature in the longitudinal direction changes from 
rj to fg, that in the lateral direction will change from fj' to and thus 


\Tz ) __ ratio ot changes in the 

( 1 1\ curvatures, 

'^*2 n ) 


The changes in the curvatures can be investigated by means of 
I^ewton’s rings. 

Let ABC denote the longitudinal curve of a glass beam and DBE 
the lower surface of a tliin convex lens in contact with it at B, 



Fig . 215 


If light is directed vertically downwards on to the lens, as in the 
previous experiment, Newton’s rings wiU be formed in the air film 
between these surfaces. At the point, P, the rays are partially reflected 
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and partially refracted, and some of the refracted rays are reflected 
2PO 

at Q. Tims a change of phase of — — wave-lengths is introduced 

between rays reflected at P and those reflected at Q in addition to 
a change due to reflection at Q. If the total change is equal to the 
phase change of a whole number of wave-lengths, the point, P, is bright, 
while if the change is that of an odd number of half-wave-lengths the 
point is dark. If the radius of curvature of the surface, DBE, is Tq, 

PQ = PM+MQ = f(i+i). 

where fj is the radius of curvature of the beam and d is the distance, 
MB. 

Thus the condition for brightness at P is 

f / L q- 1\ == (n -f c) X, 

2 \ri rj 

where o is a constant to account for the phase change on reflection at 
Q, where the rays fall upon a denser medium than that in which they 
are travelling. 

A similar relation holds for the transverse section which can be 
written in the form 

Note the negative sign of the first term owing to the fact that the 
upper surface of the beam is hoUowed out transversely. 

These equations refer to these particular sections of the beam, for 
a section inclined to them the relation, though similar, is rather more 
complicated, and it shows that a complete bright curve has the shape 
of a conic section, the particular type being dependent upon the 
curvature of the lens. 

For the purpose of the experiment, investigations are necessary only 
in the longitudinal and transverse directions. 

The glass beam may be conveniently about twenty inches long by one 
inch wide and of thickness about one-eighth inch. It should rest sym- 
metrically on two horizontal parallel knife-edges about six inches apart. 
The beam is bent by applying weights symmetrically over the ends, and 
these may be applied in a simple way by tapes stuck to the upper sur- 
face at each end and hanging over the edges to carry scale-pans or hooks 
for carrying the weights. Strips of Elastoplast are suitable for these 
attachments. 

With the lens placed at the middle point, B, Newton’s rings are 
produced and the diameters of the rings are measured in both directions 
by means of a travelling microscope suitably mounted above the beam. 
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Tho various attachments and the weight of the beam will caiiso 
some initial curvature before the actual loading begins. If the radius 
of this initial curvature is s, that due to an additional couple, G, is r, 


then 


G = YI 


{H} 


where Y denotes Young’s modulus and I the moment of area of cross- 

bt^ 

section of the beam. The magnitude of the latter is where b is the 
breadth and t the thickness of the beam. 

C D 



B 



The couple, G, is that on each half of the beam and is obtained from 
the product of the load, W, and the horizontal distance between D 
and E, the •weight of the beam is neglected. 

Put on a load, Wj, giving a couple, Gj, and let the radius of curvature 
of the beam become f^. 

By plotting the squares of the radii, d^, against their numbers, n, 
as abscissae a linear graph is obtained and, if the slope be 

For the transverse section in the same way 

cot 4^1' = ”-r , -f \ 

2X\ rj rj 

When the observations are repeated for another load, Wg, the radii 
of curvature change to and and the slopes to and ig'* 

It follows that 


1 


1 1 
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The value of Young’s modulus may be obtained from the values of 
the couples applied^ for it follows from the formula for G given above 
that 

G.-, - Gi = YI A - = 2YIX (cot 4-2 - cot i>^). 

V2 n/ 

The Determination o! Yoiang’s Modulus for a Meta! Rod hy an Inter"' 
f erenee Method 

This is a method described by Searle {Proc. Camb. Phil, 80 c., XXII, 
Pt. 3), and the apparatus described below was designed by him and 
made by W. G. Pye and Go. 



The rod to be examined is placed in an upright position, AB, on 
a firm base and a couple, G, is applied at the upper end by means of 
a horizontal arm, BC, carrying a weight, W. Thus the rod becomes 
curved to a radius, r, given by the formula, 



r 


In addition, the rod is compressed to some extent by the fact that 
it is carrying a weight, W, at its upper end. If the rod is of circular 
cross-section of radius a, the contraction on this account is of magnitude 
W 

. a^Y effect of the curvature and compression can 

be observed by attaching horizontal arms, PD and FE, to the rod 
(fig. 217) at a distance apart, DE == 1. These rods carry respectively 
a piece of plate glass, P, and a lens, L, so that the plane and curved 
surfaces come together producing an air film within which Newton’s 
rings can be formed. Any change in the separation of these surfaces 
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results ill a displacement of the rings. Suppose that in the initial 
condition the two surfaces are Just in contact and that they heconie 
separated by an amount, x, when a load, W, is added. Let the point 
of contact, which is the centre of the ring system, lie at a distance, d, 
from the axis of the rod. The upper horizontal bar will, as a result of 
the bending, become inclined to the lower at an angle, ©, where rq> = I, 
and the surface of the lens and of the plate become separated by an 
amount, od. This will become clear by drawing a diagram to illustrate 
the separation which results from the bending. The two surfaces are 
thus separated bv an amount 

_ M _ ^ 

If the arm, BO, is of length, L, 

Wf 

where I has been given its value appropriate to a cfrcuiar area. 


The form of the apparatus made according to Searle’s design is 
shown in fig. 218. To the right is a microscope fitted with a micrometer 



Fig. 218 


eyepiece scale for observing and making measurements upon the rings. 
The light from a sodium flame is directed in the usual way on to the 
lens and plate. The lens should not touch the plate when the additional 
load, W, is placed on the cross-bar. If there is contact initially, the 
plate may be resting on the lens and a definite load may be required 
to set it free. This may be examined by lightly placing the finger on 
the unloaded cross-bar, when there may at first he no movement of 
the fringes. 
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The horizontal cross-pieces, PB and FE, are rigid brass plates with 
a pillar attached to the latter supporting the lens. The upper surface 
of the lens protrudes through a circular hole in the upper plate. This 
plate carries three levelling serewE upon which a flat circular glass 
plate is carried. To begin with, the plate and lens are in contact and 
the screws are then adjusted so that the rings move readily when the 
slightest pressure is placed on the cross-bar, BC. In this position the 
rmgs are brought carefully into focus and the diameter of the smallest 
dark ring is measured. Let this be pj in units of the micrometer scale. 
While the bar is loaded until it finally carries the weight, W, it will 
be observed that the rings appear to move inwards, shrinking and 
disappearing at the centre. The number disappearing must be counted 
and the diameter, g, of the smallest dark ring must be measured when 
the load is W. If g ^ p the pattern has not exactly repeated itself. 
This means that the separation of the lens and plate has not been 

increased by a whole nmnber of half- wave-lengths, but by (w -f- /) - , 

where n is an integer and / a fraction. The increase in the distance 
between the plates is then 

(n-i-/)X 

^ ~ ■ ■■■ "'2 


In order to determine /it should be noted that the difference in the 
squares of ring diameters is proportional to the phase difference at the 
rings. By means of the micrometer scale the difference in the squares 
of the diameters of successive riqgs may be determined. If this is 
denoted by the value of/ is 


/ may be positive or negative. 

A special device is fitted to the apparatus in order that the gradual 
loading may be under control and the rings counted without difficulty. 
The formula for the calculation of Young’s modulus, Y, is 

+/j X 

Jamin’s Interferometer 


The apparatus consists essentially of two glass plates, AB and A'B' > 
of the same dimensions and optical character. The plates are very 
carefully worked and are of the best optical glass. They are mounted 
parallel to one another, standing on tables on an optical bench at a 
distance apart of about one metre. 

The first, AB, is set at 45° to the bench with its surfaces vertical, 
and it is illuminated by rays from a sodium flame. 

In the diagram a ray, RS, is shown. It is partly reflected and 
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refracted at S. and tlie refracted beam again partly reflected at T. 
The divided ray takes the paths, RSS'T'U'R' and RSTUU'R', so 
that it is reunited by the second glass plate. This plate is mounted 
parallel to the first, and set vertically; It rests on a table and may 
be slightly rotated about a vertical axis. If both plates are exactly 
similar and are j^arallel, the lengths of the two paths will be tlie same 
for all rays, but by slightly rotating one of the plates a difference in 
path may be introduced, differing for different directions so that 
alternate bright and dark bands will be obtained. 



The tube, OD, is then placed in the path of one of the divided rays 
between the plates, the other being allowed to pass clear of CD. 

CD is a hollow glass tube with ends of plane optical glass. It is 
fitted with a tap, E, by means of which it may be exhausted or filled 
with gas. 

The tube is filled with air at the atmospheric pressure, and the 
fringes found by eye. A telescope provided with cross- wires is then 
focused on the fringes. 

In order to ensure that the fringes arise from interference between 
rays that have passed, one through CD and the other outside it, we 
may cover uj^ the end of CD, and note if they disappear as they should 
if due to this cause. 

In order to be sure that the rays producing interference do not both 
pass down CD, it is necessary to intercept the light at the sides of 
the tube. If fringes are still present they arise from rays passing 
down CD, 

When the correct fringes are obtained the cross-wire of the teiescojie 
is focused as accurately as possible down the centre of one bright band, 
after exhausting the tube as much as possible with an air-pump. The 
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pressure should be brought down to 1 cm. of mercury at least, and a 
manometer connected up to read the pressures. Air is now a] lowed to 
pass very slowly mto the tube by the tap, and the fringes watched. 
They will appear to move across the field of view, and the number 
passing the cross-wire must be counted. Allow about five or six to pass, 
and then stop the inflow and read the manometer. Repeat this, step 
by step, until the tube is filled with air at atmospheric pressure. Draw 
a graph showing the relation between the pressure within Cl), and the 
number of fringes that have passed from the initial stage. Jly an 
extrapolation deduce the number that pass between the limits ol 
complete exhaustion and the attaining of atmospheric pressure. 

Let this number be ». 

This means that the difference of optical path in the tube, when 
completely exhausted and when filled with air at atmospheric pressure, 
is nX. 

If the tube is of length, I, and the refractive indices are g and (Xq, 
when the pressure is atmospheric and when the tube is exhausted, 
respectively 

^ (l^ — t^o) 

But 
so that 

A convenient length for the tube is 30 to 40 cm,, when for the 
exhaustion produced by a good air-pump the value of n is of the 
order 200. 

The compensator described in comiexion with the experiment with 
Rayleigh’s refractometer may also he used with Jamin’s interferometer, 
and the calculation of the refractive index at normal temperature and 
pressure may be made with the help of Jamin’s interferometer also. 

A cylindrical lens with the cylindrical axis vertical is often j)laced 
just in front of the point S, This has the effect of widening the source 
of light in a horizontal direction, leaving it unchanged vertically. A 
suitable source is a narrow slit illuminated with monochromatic light. 

The Befractive Index o£ Air by means of the Rayleigh Refractometer 

A diagrammatic representation of the apparatus is given in fig. 220. 

ABCD is an airtight metal box, divided into two separate chambers, 
each of which may be connected to a manometer. The pressures in 
the chambers are varied and measured by means of the manometers. 
The chambers are closed at the ends by means of parallel plates of 
optical glass. 

The collimator is provided with a sHt at K, and produces a parallel 
beam of light which falls on a screen, carrying two fine slits, LL, placed 


= 1 , 
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in front of the air chambers, so that one slit lies adjacent to the end 
of one, and the other slit adjacent to the end of the other chamber. 

These slits are prolonged so as to extend higher than the top of the 
box, ABCD. Thus, light from the slits passes over the box as well as 
through it, and finally enters the telescope, T. 

These two fine slits produce interference fringes in the focal plane 
of the telescope, and if the pressures in the chambers are equal, the sot 
of fringes in the lownr half of the field appear to be continuations of 
the fringes in the upper half which arise from rays that have passed 
over the top of the box. 

In order to deviate the upper set of fringes down to make comparison 
with the lower set easy, a prism, P, is provided which intercepts the 
upper set of rays, and deviates them downwards. 



Fio. 220 


When white light is used, two sets of coloured fringes are obtained 
with a white central fringe. 

If there is a difference of pressure between the two chambers, there 
is a displacement of the lower set of fringes owing to the resulting 
difference of optical path. 

G consists of two plates of glass, inclined at a small angle, placed 
to intercept the lower set of rays? When it lies symmetrically with 
respect to the rays striking it, it introduces no additional path dif- 
ference, but on rotating it the rays through one plate traverse a longer 
path within the glass than do those in the other. 

In this way the lower central band can be moved about, fmd we 
may, by a rotation of G, bring back the fringe to its central position 
after it has been displaced on account of the difference in air density 
in the two chambers. G carries a pointer moving over a scale, and we 
may calibrate the scale so that the difference of path introduced by 
setting G is known. Thus, by altering the pressure mthin the ohanrber 
and then moving G to counteract the displacement of tlie centra] fringe, 
we can read directly from the calibrated scale the path difference in 
the two chambers in wave-lengths, and a graj)!! is plotted with the 
pressure differences as ordinates and the number of wave-lengths as 
abscissae. 

The calibration is performed by making the pressure in both parts 
of the chamber equal and illuminating K with monochromatic light, 
e.g. by a sodium flame. 

The scale is set so that the bright bands of the upper set of fringes 
lie over those of the low:er. The pointer is then moved over the scale 
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until a certain number of bands pass a fixed point in the upper series. 
The following table will illustrate how this result should be recorded: 


CALIBRATION OF SCALE IN WAVE-LENGTHS 


Wave- 

lengths 

Scale 

reading 

Wave- 

lengths 

Scale 

reading 

DiiFerence for 40 
wave-lengths 

0 

1-48 

40 

4-50 

3*02 

5 

1-85 

45 

4-89 

3*04 

10 

2-24 

50 

5-24 

3-00 

15 

2-62 

55 

6‘61 

2*99 

20 

3-01 

60 

5*99 

2*98 

25 

3-38 

65 

6-37 

2*99 

30 

3-74 

70 

6-75 

3*01 

35 

4’12 

75 

7-12 

3*00 





24*03 




Mean for 40 





wave-lengths 

3*004 




Mean value of 

1 wave-length 
in scale 
divisions 

0*0752 


After the calibration of the scale the collimator slit is again illuminated 
by white light, and the central fringes arranged one above the other. 

The pressures in the chambers are varied and measured by the 
manometers. 

The central fringes are kept one above the other by moans of G, 
and the pressure differences recorded along with the position of the 
pointer on the scale. 

Draw -a graph with scale readings as , ordinates and pressure dif- 
ferences as abscissae (fig, 221). 

White light is used in order to provide a definite central fringe. The 
position of this fringe is independent of colour while all other fringes 
have positions which depend on the wave-length. If iu<.moehromatic 
light is used, all the fringes are alike, and the central fringe is indis- 
tinguishable from the others. 

Since the screw attached to the compensating gla.ssos has been 
calibrated in wave-lengths of sodium light, the observations giv(^ the 
path differences in terms of so many wave-lengths of yellow light, 
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and the refractive index deduced will be that for this particular 
wave-length. 

From the slope of this graph may be deduced the difference in path 
in wave-lengths for a difference of pressure of 1 cm. of mercury. 

Observe the temperature of the air in the tubes by placing a thermo- 
meter close to them and noting its indication throughout the course 
of the experiment. When the pressure is varied by means of the 
manometers, the changes should take place slowly, and time should 
be allowed for the air to take up £itmospheric temperature. 

Mg. 221 gives a general view of the apparatus. 



PRESSURE DIFFERENCE 
Fio. 221 

Theory of the Experiment 
For a gas the relation, 

= a constant, 

P 

is very approximately true. We assume it in this experiment, {i is 
the refractive index, and p its density. 

If T is the absolute temperature, wo have also 

^ = constant. 

pT 

Tims - ^ . T is constant. 

V 

If is the refractive index of air at N.T.P. 

~ b T = X 273. 

p 76 

We, sliall SCO that can be determined by observations in this 
cxpcrinu'ut. 

SupjxiHc, the'. Iciiigth of the tubes containing the air to be I, and the 
refract ive indicc's, pj and corresponding to pressures p^ and Let 
tlu'i wavc-l(«ngiliH of monochromatic light be and Xg respectively. 
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The excess of waves in one tube over those in the other is 


h) h(h 0 ^ 0 *'^ 
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Eia. 222 

This number is deduced from the scale over which the pointer moves. 


Then 


t^o = 1 + ^ 


76 TXo 


273Z (P2 -Pi) 

The pressures are measured in centimetres of mercury, and the ratio, 

— j is deduced from the graph as described, while the length of 
Pz-Px 

the tubes, which is usually about 25 cm., may be measured by means 
of a metre rule. 



In figs. 222 and 223 a modem form of apparatus is shown diagram- 
matically. The plates, L, K, correspond to G, and the prism, P, is 
here denoted by H, and its action shown in the fig. 223. It can be seen 
how such obstacles as the upper 'edge of the tubes containing the gas, 
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comparison upper bands, produce no image in the field of view on 
account of the refraction in H. The two sets of fringes stand one 
immediately above the other. 

They are focused by the achromatic lens, Q, and examined by the 
cylindrical lens, R. This provides a large horizontal magnification of 
the fringes, which lie close together because the slits are of necessity 
rather wide apart (cf. formula (7) of this chapter, S is large in the present 
case) . The lens however, does not give magnification in a vertical direc- 
tion, so that the shadowcast bythe obstacle is not broadened vertically, 
and there appears a sharp dividing line between the two sets of bands. 

The Eayieigh BejEractometer for Liauids 

Mg. 225 shows a Hilger apparatus based on the foregoing principles 
for comparing the refractive indices of liquids. 

The apparatus is shorter since the length €f liquid traversed need 
not be so great as that required for a gas. 

If a liquid is placed in one of the vessels, and the same liquid contain- 
ing a solvent in the other, we may determine the effect of the solution on 
tx, or inversely, we may estimate the amount of solvent contained from 
its refractive index. 

In this instrument the movable plate is in the upper beam instead 
of the lower, but the method of use is otherwise similar to that of the 
previous experiment. 

Two thermometers project into the liquids for recording their tem- 
peratures. 

Examine the changes produced bj- adding small quantities of a salt to 
pure water, and placing in one cell the solution so obtained and water 
in the other. 

We have, if and y.' denote the refractive indices of water and of 
the solution respectively, d the thickness traversed by the light, and 
X the wave-length: {y. ^ y.' ) d — nX, 

where n is the number of displacements of the central fringe. 

The experiment is performed with white light so as to have a definite 
central fruige, but X is the wave-length of the light used to calibrate 
the scale. By moving the pointer over the scale until the two central 
fringes are coincident, the scale reading will give the number of wave- 
lengths which one ray has fallen behind the other in traversing a path 
of different nature from that of the other. 

The calibration is carried out in a preliminary experiment with both 
liquid cells containing water and with sodium flame illumination, as 
in the last experiment. I 

Michelson’s Interferometer 

The apparatus is illustrated diagrammatically in fig. 226. It consists 

+TTr« T\/r TV/r J r J. .. 
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mounted vertically on a heavy, firm, rigid stand. The stand consists 
of a metal bed provided with a large micrometer screw of very fine 
pitch. Rotation of the screw causes to shde along the bed and its 
position may be read off at the screw-head. A general view^ of the 
apparatus is given in fig. 227. 

The second mirror. Mg, is fixed at the end of a metal arm mounted 
at the end of the bed, and at right angles to it. This arm also carries 



Fig. 226 


the two sheets of plane optical glass, Pj and Pa. which are equally 
thick, and are mounted at an angle of 45° to the arm. 

In order to produce interference fringes, a source of light, e.g. a 
sodium flame, is placed at the focus of a lens, L, and a parallel beam 
of light thrown on to the glass, Pi((|lthe direction of the beam being 
along the arm carrying One of the rays of such a beam is shown 
in the figure as SN. On striking P^ it undergoes partial reflection and 
refraction at N, and the refracted part is again divided at K, and later 
further (^ision takes place at Pg.*^ 

--t.g4®^'’‘^^*’We^onsider one of the ways in which division can take place, the 
recombination of two parts, which have started from one rav and have 
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A marked difference in this case from that in some of the foregoing 
% is the production of interference between rays differing in phase by 
very many wave-lengths. In the case of Newton’s rings or Fresnel’s 
biprism j the path difference amomats to a few waves only. 

The ray, SN, is refracted in and reaches K, where it is partly 
reflected so that it gives rise to KQT and partly refracted to give 
KMg. These rays are both returned along their paths and reunite to 
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produce KW. In the course of their journey each passes through the 
glass a distance equal to 3NK, and change in phase is brought about 
by the difference in the path in air. This may be varied by altering 
the position of Mj, 

yThe ray, K.W, may be observed by eye, and usually curved inter- 
ference bands similar to those observed in the experiment on Newton’s 
rings will appear. The curves will not be seen closed, only parts of 
circles can be seen. 

^ We use here, as in the experiment on Newton’s rings, an extended 
source of light, for the rays from each point of the source are divided 
and recombination takes place between rays which originally belonged 
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the same phase change and emerge parallel to KW, so that an optical 
instrument will focus them together in its focal plane. 

Other rays in a direction slightly inclined to SJSf emerge as a set of 
parallel rays, slightly inclined to KW. These undergo a difi'erent phase 
change, and also lie in the focal plane displaced from the image due to 
rays parallel to KW. 

It is necessary that the mirrors, Mj and Mg, should both be vertical, 
and in order to allow this adjustment to be made, at the back of Mg 
are three screws pressing against springs that cause it to rotate. 


Ms 



Pig. 228 



If a sheet of tin carrying a fine hole is placed in the path of the 
incident light, four images are seen as a rule, when the eye looks in 
the direction, WK. The reason for this is best seen by reference to 
a diagram (fig, 228), 

The emergent rays are marked pj, pg, pg, and and it will be 
noted tfiat pg passes through the glass plates three times; so also 
doespj. 

Thus, if the rays are made to coincide they will be in a condition 
to annul or remforce each other according as the path difference is an 
odd or even number of half- wave-lengths. 

The rays, pg and traverse the plates five times and once respec- 
tively. . .. 

If a card is placed in front of Mj, the rays p^ and pg still appear, 
and Pi will be the brighter since it traverses the plates only three 
times, so that it can be distinguished. 
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due to Pi and ^3 caused to overlap by adjusting the screws behind 
Ml and Mg. 

When both mirrors are vertical the images coincide in pairs. One 
constituent of each double image lies behind the other. 1.^11080 which 
produce interference lie along the direction, WK, 

Fig, 229 illustrates the mode of production of the fringes from 
another point of view. The interferometer acts as if we had a source, 



S, from which rays could be reflected by two parallel mirrors, Mj and 
Mg, in which they would produce images, Ij and Ig. The distance, 
MiMg, is equal to the difference of the distances, NMj and NMg, of 
fig. 226. 

At any point, P, rays, SAP and SBP, would unite, and if their paths 
differed in length by wX, a bright point would arise. 

This is equivalent to stating that in this case, 

PI3 — PIl = wx. 

Thus we obtain the particular jmterferenee band at all points, P, 
for which this relation holds, i.e. P lies on a hyperboloid of revolution 
with SMjMo or with WK, of fig. 226 as axis. In a plane perpendicular 
to that of the figure we have a circular section of the hyperboloid which 
explains why the fringes are circular as seen on looking along WK. 

The Determination of the Wave-length of Light from a Sodium Flame or 
ayiy Monochromatic Source 

A striking feature of the Michelson Interferometer is the screw wbitrh 
displaces M^. In the apparatus illustrated in fig. 227 the screw ha.s a 
length of 200 mm. and a pitch of 1 mm. The head of the screw is 
furnished with a scale divided into one hundred parts, each correspond- 
ing to one-hundredth of a millimetre. The screw may be rotated by 
the handle seen in front of the apparatus. The small lever on the right 
of the front of the apparatus puts into action the slow-motion screw, 
one turn of which corresponds to one division on the head of the main 
screw. As the head of the slow-motion screw is also divided into one 
hundred parts, it is possible to record a motion of the mirror of one 
ten-thousandth of a millimetre. 

Tn . • - - 
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place immediate^ in front of it a sheet of tin with a small hole in it 
just opposite the bright part of the flame, and adjust the flame and 
hole to lie on the level of the centre of the mirrors and plates. 

Mount the lens, L, also so that its centre is at the same height as 
the hole, and place a piece of plane mirror between L and Pj and move 
L until an image of the hole is thrown back on to the tin close to the 
hole. The light is then parallel as it leaves L. Remove the plane mirror 
and look in the direction, KW, when usually four images of the hole 
appear. Adjust the mirrors so that these images coincide, two by two. 

Remove the tin sheet and allow the light from the flame to fall 
through L on to the apparatus. 

As a rule very slight movements of the mirrors will bring the fringes 
into view if they are not already to be seen. Sometimes a slight motion 
of Ml along the bed of the apparatus helps to discover the fringes. 

Set up in front of Pj, on the side towards W, a sharp pin-point to 
mark the position of the centre of one fringe. Rotate the screw slowly 
by the slow-motion screw, and watch the movement of the fringes 
across the field of view, counting the number which pass the point 
and observing from the scales how far Mj has moved. 

When Mj moves back a distance the path difierence between the 
two rays which unite to interfere has been increased by X, so that where 
a particular fringe originally appeared the neighbouring fringe now lies. 

Thus, if Ml moves a distance, I, the number of fringes which move 


2Z 

past the point is correspondingly If these are counted, since I can 

be measured, we can find X. This experiment should strictly be carried 
out to determine I in terms of X, and upon this point read the account 
of the experiment on the interferometer on p. 355. 

Do this for such monochromatic extended sources as are available. 
Note also that the intensity of the fringes appears to alternate as 
the distance of Mi varies. We shall make use of this fact in the next 
experiment. 


The Determination of the Difference of Wave-length for the Sodium D Lines 
Adjust the mirrors Mj and so that their distances from N (fig. 226) 
^ are equal, as nearly as can be Judged by eye. 

5 This adjustment may be brought about accurately by observing the 
, images of the holes formed as above in the two mirrors, and adjusting 
Ml until there is no parallax between them. In this case they are 
equally distant from the observer, and the two mirrors are consequently 
, equidistant from N. 

% The light from a sodium flame, though for many purposes considered 
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In the present case both sets of fringes which arise from the two 
waves overlap, but if is slowly moved away there is a gradual 
separation of the two sets, and finally the bright band of the one lies 
over the dark band of the other. This happens when the distance that 
Mj has moved from the first position contains one more quarter of a 
wave of the one than of the other, for then a difference of phase, 
corresponding to one-half wave-length, has been added to one more 
than to the other. In other words, let I denote the distance moved, by 
Mj, the additional am path added to each wave incident on Mj is 21. 

Suppose 21 contains waves of length Xj, and % of lengilis Xg. 
Then in this case the difference between and is one-half. 

Suppose that and consequently Xj < Xg. 

mr. • 21 , 21 

Then, since = — and % 

Xj \ 

we have 21 ^ 

1 

or 

X 

If the two waves had equal intensity the field would become uni- 
formly illuminated, and the fringes would disappear. 

In this case, since one of the lines is more intense than the other, 
we get an alternation in distinctness, the brighter fringes still stand 
out in contrast with the adjacent less bright ones. 

Note the positions of Mj at the beginning and successively at positions 
where the fringes become least distinct and again distinct as goes 
farther away and the path difference contains one complete wave more 
of one colour than of the other. Do this for as many cases as possible, 
and if d denote the distance between the positions of Mj in which two 
successive distinct sets of fruiges occur, we have 
1 _ 1 _ 1 
Xi Xg 2d* 

Assume the shorter wave in the sodium light to have a length 
5890 X cm., and deduce the difference between X^ and Xg in 
bins case. 

The Production of Coloured Fringes 

These can be obtained when the mirrors are set for equal paths. 
Do this as in the last experiment with sodium light and then replace 
it by a white source. The fringes due to the different colours overlap 
n this position. 

With sodium light, as Mj is moved, it will he noticed that the circles 
3hange the direction of their: curvature; the position required is just 
vhen the transition takes place. It is dijQIcuIt to decide just when this 
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occurs, and it is a good plan to note the two positions of in which 
the fringes are definitely curved in one way and then in the other. 
Put in white light when occupies the position corresponding to one 
of these directions of curvature, and then slowly move it back to the 
other position. The coloured fringes will appear durmg this movement. 

Mj must be moved slowly or the fringes change their places too 
rapidly to be noted. 

Measurement of Eefractive Index by means of Michelson’s Interfero- 
meter 

In the experiment on the determination of the wave-length of light 
from a sodium flame (p. 352) the correctness of the screw was relied 
upon. This procedure can be criticized on the ground that light waves 
are standards of length and should be used in the calibration of the 
screw threads of an optical instrument. This has been the subject of 
a number of experiments by Michelson and Benoit, who used the red 
line of cadmium as the standard on account of its homogeneity. 

For the present purpose sodium light will be used as a standard, and 
the first step is to calibrate the screw thread of the interferometer in 
terms of the wave-length of sodium light by the method of the experi- 
ment described on p. 352. 

White light fringes are then produced by the method of the preceding 
paragraph. These fringes are used as an index, for they indicate that 
the optical paths between the point N (fig. 226) and the mirrors, 
and Mgj are equal. If is displaced, the fringes reappear when Mj 
is displaced an equivalent amount j. Suppose a thin plate of a trans- 
parent substance, such as glass or mica, is placed between N and the 
■ fixed mirror. The optical distance between them is altered and the 
fringes disappear, but can be restored by displacing the movable mirror 
so that the optical paths are again made equal. 

Let the thickness of the plate be d. The time taken for light to 

traverse this thickness in air is where c is the velocity of light in air. 
c 

The time taken to traverse this distance in the medium is — , where 

e 

tA is its refractive index. Thus the difference in these intervals is 

c 

and the insertion of the plate causes an addition to the optical path 
equivalent to that produced by a distance of (pi — 1) d! in air. This can 
be expressed in terms of sodium light of wave-length A, since 
(pi — 1) d — nl, 

and pi is thus determined for light of this wave-length. 

The accuracy of this experiment is limited by the method of measuring 
the thickness, d, of the plate. 
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It is convenient to carry out this experiment with, a thin plate of 
glasvS, such as a cover glass used for the examination of biological 
specimens, or a thin sheet of mioa. The thickness should be measured 
as accurately as possible by a fine screw gauge, 

Calihratibn of a Spectrometer by- the Method of Edser and Butler 
In the application of this method a thin film of air is enclosed between 
two parallel plates of glass upon which light is iiuideut normally. 
Light is transmitted directly and also after undergoing internal reflec- 
tions at the boundaries of the air film. Interference takes place between 
the light transmitted directly and that transmitted after reflection. 



I'm. 230 


Let the plates be denoted by PP' and QQ', and let a ray, ABC, be 
incident on the plates at an angle, 0. Let partial reflection occur at 
B and D to produce an emergent ray, BE. Between this ray and BC 
there is a lag owing to the path difference, BDM, whore BM is perpen- 
dicular to BE. If t denote the separation of the plates 

BB -fBM = 2icos 0. 

This phase difference expressed in wave-lengths is thus 



where X denotes the wave-length of the incident light, 

A phase change occurs on reflection at B and B, since reflection 
occurs with the light incident from a less dense medium. The magnitude 



in the present case, where it will be supposed to be equivalent to a 
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fraction, /, of a wave-length. Thus the total phase change is equal to 
and the condition for destructive interference is 


(2i{ cos 6 -f 2/X) 
X 



where n is an integer. 

This effect will not be easily observed unless the amplitudcis of the 
rays, DE and BC, are comparable. This means that an appreciable 
fraction of the light must be reflected. In order to ensm-e that the 
surfaces have a sufficiently high reflecting power and at the same time 
a sufficient power of transmission, a thin film of silver should be 
deposited on the surfaces. Plates of this kind can be obtained ready 
for use, but they may also be prepared by lightly silvering. 

This principle may be applied in the calibration of a spectroscope 
by choosmg the plates of optically worked glass and separatmg them 
by a strip of paper. They should be mounted so that one plate is fixed 
and the other adjustable by three screws. On lookmg through the film 
at a distant light a series of images will be seen in general arising from 
multiple reflections at surfaces which are not quite parallel. By 
squeezing the surfaces by means of the screws on one side or the other 
the images may be made to coincide. When this is the case the surfaces 
are parallel. A simpler method of mounting may be used by placing 
a little soft wax between the plates and squeezing them into the position 
in which they are parallel. 

They should then be placed in the path of parallel rays of light from 
the collimator of a spectroscope, between the collimator and the prism. 
A source of white fight which may be obtained from the white-hot 
filament of an electric lamp is focused on the slit of the collimator. 
When the spectrum is viewed through a prism, jjlaced in the position 
of m ini mum deviation in order to fix the position of the spectrum, the 
continuous sequence of colours will be seen to be crossed by dark 
fringes corresponding to different wave-lengths which satisfy the above 
relation. 


Let Xj and Xg denote wave-lengths corresponding to the integral 
numbers, and normally on the film so 

that 6 = 0. 


Then 



The reciprocals of the wave-lengths are described as wave numbers, N, 
so that 2i (Ng ^i) — ^2 

The values for the differences on the right are 0, 1, 2, etc., since the 
values of -n are integers. Consequently, the dark fringes occur at equal 
steps of wave numbers. 
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Set the telescope of the spectrometer on some particular fringe chosen 
as the origin of measurements. Plot on a graph the spectrometer 
readings corresponding to the various fringes numbered from the origin. 
Remove the source of white light and replace it by a source giving 
certain knovua lines in its spectrum. Two such lines are sufficient for 
the present purpose, but the use of more is advisable as an additional 
aid to calibration. The spectrum from the mercury arc is a convenient 
source, since it gives distinctive and well-known lines. Thus, it produces 
a yellow line, a green line, and a blue line, whose wave-lengths for tins 
purpose may be taken to be 5770 A., 5460 A., and 4358 A. resj)eotively. 



Note the positions of these lines on the graph, plotting the 
spectrometer readings, D, as ordinates against the numbers, «, of 
the fringes. 

Let two lines of the known spectrum fall at points whose abscissae 
lie at distances cr and y from the nearest dark fringes, as shown in 
fig. 231. Suppose that the number of complete integral spaces between 
the two points is m, then if x and y are expressed as fractions of tlieso 
spaces (m -1- a; -f- 2/) corresponds to a difference (Ng — Nj) wave 
numbers, where is the wave number for one line and Kg that for 
the other. Thus the graduation of spaces in wave numbers is known, 
and from the positions of the known spectral lines the calibration of 
the spectrometer scale, either in wave numbers or in wave-lengths, is 
obtained. A graph should be drawn giving wave numbers or wave- 
lengths for any position of the telescope. 

The experiment may be reversed and may be made to determine 
the thickness of the air film from a knowledge of two wave-lengths. 
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Suppose that Xj and Xg are wave-lengths corresponding to the two 

fringes of order. Wj and Then the ratio 

(isr^-Ni) 

(«2 — ni) 

gives the wave number spacing of the fringes. Any two known wave- 
lengths, X and X', whose separation is known in terms of these spacings, 
suffice to give the fringe spacing. If the wave numbers are N and N', 
the spacing is (N' — N)/(m + x y), and from this the value of t is 
known. In an experiment carried out in this way the magnitude of 
the spacing was approximately 3 ’70 X 10”® cm. 

The Fabry-Perot Etalon 

This instrument consists essentially of two accurately parallel 
partially silvered glass surfaces. The distance apart can be varied, the 
separation depending on the homogeneity of the light used. A suitable 
distance for the experiments to be described is about 1cm, 



The fringes produced result from the interference of light reflected 
and transmitted at the plane parallel boundaries of a thick plate of 
a medium which, in this case, is air. This type of interference fringes 
was first described by Haidinger. As will be seen from a study of the 
theory of the formation of these fringes, the partial silvering of the 
surfaces has an important effect on the visibility of the fringe system. 
The broad fringes such as occur in Michelson’s interferometer are 
replaced by narrow, bright ones on a wide, dark background. 

In fig. 232, let BC and EH represent the bounding surfaces and let 
LMj represent a ray in a medium above BC, entering the plate between 
these surfaces and falling at an angle of incidence, i, on EH. Let the 
amplitude of the light be reduced in the ratio, F, when it is transmitted 
at Ni, and in the ratio, /, when reflected at Hi, Ng, etc., and Mg, Mg, etc. 

Let the light at M,, when just below the bounding surface, be a, so 
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that, choosing as origin, the displacement at any point at a distance, 
r, along the ray from is represented by 

y = acoa2Tt 

where T is the period and X the wave-length. 

The ray, LM^, passes from the air to a glass plate with BC as its 
lower surface emerging into the air between the plates, transniission 
occurring at the lower plate mto the outer air again, so that the original 
ray and transmitted rays are parallel. A phase difference is introduced 
between the ray, LMjNiX and LMiNiMaNaY, due to the path difference 
NiMaNg and N^P. The thickness of the air film being e, this difference is 
S = 2e cos i. 

Thus at the emergent wave-front, XYZ, path differences of S, 2S, 
etc., occur at Y, Z, etc., corresponding to the number of internal 
reflections and the displacements will contain (r -|- S), (r + 2S), etc., 
instead of r. 

It is convenient to use the exponential form for the displacement 
y — real part of exp 2-ni 

Eemembering that we are concerned with the real parts of the 

exponentials, we can write c t e ‘ ^ for the displacement. 

The amplitude of the ray emerging at is Fa and, remembering 
that two reflections occur before the partially reflected ray arrives at 
Nj, the amplitude of the ray emerging at Ng is P/%. 

Thus the exponential expression for the total displacement on the 
wave-front, XYZ, is 

3jr<i 4’^!? \ 

Pac a' e \^1 -f /% A.' -|-/‘Je'" A ' -f- . . 

Tins summation must be made to include all the contributions made 
by multiple internal reflections. The number of these is probably less 
than twenty, but the later contributions to the series can be neglected 
for the present purpose, and the series will be regarded as infinite. 

Thus the total displacement is 

Pae ® e a; 

T 

When this is rationalized and the real part taken, we obtain for the 
total displacement: 
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Fa ooa - 0 - «} 

Ji +r 


- 2/2 cos 


P sin 


2nS 


where 




In this calculation no account has been taken of the change of phase 
which occurs on reflection, and to which reference was made in the 

experiment on Edser-Butler fringes. The change is ^ at each reflection 

givmg a total diff’erence of X between each ray and consequently adding 
nothing to the phase change. 

All these rays, N^X, N etc., are united in the focus of an optical 
instrument or by the lens of the eye which receives them, and will 
thus produce interference effects. 

The intensity corresponding to any ray, LM^, is proportional to the 
square of the amplitude and is thus proportional to 
1 _ 

/ 1 4_ _ 2/2 cos -0- 


27 rS\ 

x/ 


2tcS , 


This has a maximum when has'the values 0, 2tz, etc., i.e. when 
X 

S = nX, 

2e cos i == n'K. 


If this formula alone is required, it can be obtained very simply 
by taking the rays emerging from the plate in pairs and noting that 
the condition for maximum displacement in the resultant effect is that 
they should differ in phase by integral multiples of the wave-length. 

The effect of these multiple reflections on the partially silvered 
surfaces can be appreciated from the formula for the intensity. 

The reflectmg power, B, of a surface refers to the ratio of the reflected 
to the incident energy, and since this is proportional to the square of 
the amplitude, R = /2. 

The intensity transmitted corresponding to the direction, i, is 
+ B2 - 2R cos 

The maximum value of this is 
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SO that the intensity in any direction may be expressed in the form 

■ . 'lo ' 


1 +- 


4R 


X 


(1 - R )2 

The minimum value of I corresponds to the value of S, whicli makes 

sm^ — — 1, 

X 

and the magnitude is 

Io(l~R)2 

(1 + W ' 

When R is not very different from unity, this may be a very small 
fraction of Iq) so that there is a great contrast between the maxima 
and the minima. 

Another point may most conveniently be brought out by a numerical 
example. Suppose that for convenience of calculation R = f . 

lo 


Then 


I = - 


1 + 48 sin2 




A maximum occurs when S = wX and the next when 8 = (w + 1) h 
m denoting an integer. 

Consider the case when 8 = (m -j- xV) \ he. when we have gone over 
to a direction lying between the two maxima, not very far from 
one of them. 

The value of I for this direction 

(approx). 


1 + 48 sin2 


6 


10 


This means that the intensity falls off quickly as the maximum 
position is left, so that bright lines occur in the field of view separated 
by a comparatively long dark interval. 

Thus, if there is a second ray in the field of slightly different wave- 
length, its lines will not overlap those of the first ray unless tliere is 
very little difference indeed between the two wave-lengths. 

From this theory we see the influence of the partial silvering in 
producing sharp bright lines on a background that is almost black. 

These results can be explained quantitatively by the aid of numerical 
examples taken from the original paper of Fabry and Perot (Ann. de 
Chimie et de Physique, Ser. 7, -p. 469, 1897). 

The ratio of the minimum to the maximum intensity is 
/I - R\2 
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For the case of low reflecting power take R — 0*042, the yalue of p 
in this case is 0*84, so that for a small reflecting power the maxima 
and minima have nearly equal intensity. For the case of high reflecting 
power take R = 0*74 when p = 0*02, and the minima are thus 
relatively very feeble. 



Fig. 233 

Fig. 233 shows graphically the difference in two intensity curves. 
The continuous line is the curve for the Fabry-Perot silvered plate, 
while the dotted curve is for plates of low reflecting power. Note in 
the former the broad intervals due to a rapid falling-off of intensity, 
and contrast it with the latter, where the intensity falls off slowl3?’. 
In the latter case, lines due to a second ray of slightly different wave- 
length would produce crests over the hollows and leave the field nearly 
uniformly bright, so that it would be impossible to distinguish the 
separate frmges. 

In the diagram a single ray is shown which may be regarded as 
arising from one point of the source. Rays from this point falling on 
the plate at the same angle would undergo the same partial reflections 
and experience the same path retardations, so that a circular fringe 



would be formed. This fringe, which is formed by a single luminous 
point of the source, coincides with that of any other point, for if L 
and L' denote two such points the parallel raj^s, LM^ and L'M^', give 
rise to parallel emergent rays which have undergone the same path 
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change, and these are brought together in the focal plane of the 
observing system. 

All rays at different angles suffer different phase changes, but are 
brought to a focus in the focal plane forming rings ot different orders. 
Thus all points of a luminous source contribute to the ring system 
and the eye sees the fringes at infinity. For this reason, when looking 
for them there may at first be some difficulty in seeing them, for the 
eye tends to focus on the plate. It must be focused as it looking at 
a distant object. 

Details of the Struetuie and Mounting of the Fabry-Perot Etalon 
The plates of an etalon are illustrated in fig. 235, where they are 
represented by ABOD and EFGH. The faces BC and EH are silvered 
by cathodic deposition to increase their reflecting power, but so as to 
leave them partly transparent. 



Fxa. 235 


The fringes are produced by multiple reflections between BC and 
EH and the faces, AD and FG, are slightly inclined to BC and EF in 
order to avoid interference effects that would occur if all the faces 
were parallel. AD and FG are parallel, so that light incident on one 
side is not deviated by refraction through the plates. The plates are 
made of selected glass, and there is sometimes an indication by grinding 
of the edges of the plates to denote which parts of the plates should 
be placed opposite one another in order to obtain the best parallelism. 
Separation is maintained in various ways, by the use of a distance 
piece consisting of a hollow cylinder of fused quartz, by a system of 
ball-bearings, or by a metal ring carrying three studs of invar. In some 
eases pads of rubber are provided to avoid local pressure. The plates 
are held against the distance pieces by springs which may be tightened 
by screws. In order to adjust the plates to the state of parallelism 
required, a first rough adjustment may be made by looking at a distant 
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is very inadequate, and the final adjustment must be made by the 
fringes themselves. If arcs only are seen, the centre of the system must 
be brought into view by tightening one or other of the springs. When 
the centre is visible the rings should keep the same size as the eye is 
moved; if, for example, the rings expand with new ones coming out 
from the centre as the eye moves to the right, the plates must be 
slightly squeezed on the right. 

When this adjustment has been made a telescope focused for parallel 
light will produce a sharp ring system in the focal plane. 


Determination of the Distance between the Hates of a f abry»Perot 
Interferometer 

The formula for this interferometer has been shown to be 
wX = 2e cos i. 

As i increases n decreases, so that the orders of the rings diminish 
as their radii increase. In general, the value of e will not be such that 

is an integer and the first ring will correspond to a small value of i, 

the rays forming it being slightly inclined to the normal. Let 

and let the order of the first ring be p. The difference between p and 
tiq is a fraction, e, 

= p + e. 

For the first few rings from the centre the angle, i, is small enough 
to permit the use of the relation 

cos i = 1 — 

2 

The rings are formed in the focal plane of the object glass of a 
telescope, the focal length being /. If the diameter of any ring is d, 
it is possible to wi’itc for the small angle, i, 

. d 


so that from n ■ 


2 / 

: Mn cos i it can be deduced that 

d ~ f I ^ 




For the first ring 
d 


i-fj- 

V n 


Vwo - 




= /. V 


6 d- 1, 


for the second 
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and in general for the mth, 

=4 /- Vs + w - 1. 

V Wo j 

This formula is used to determine the value of the fraction e and 
the result should be obtained with an accuracy of at least 1 per cent. 

There is no difficulty in obtaining any of the quantities in the formula 
to this degree of accuracy. 

The object of the experiment is to determine the value of the 
separation, e, by an optical method. It is assumed to have been 
measured as accurately as possible by some mechanical means, and 
various spacing pieces give separations measured to 0-001 mm. From 
these values Uq is determined for a particular wave-length. In the 
laboratory a convenient source is provided by electric discharge in a 
tube containing neon, the spectrum of which provides well-known 0 

lines. For the purpose of the experiment the wave-length of the lines 
is required to an accuracy of 0-1 A. 

In a particular experiment the thickness of air film was recorded as 
10-040 mm., as the result of a mechanical measurement, and the 
wave-length of one of the lines used was 4358-3 A. This gives for the 
value of «o 46073, but there is uncertainty in the last figure on account 
of the corresponding uncertainties in e. In this experiment the fraction 
e was found to be 0-85, so that the value of is given as 46073-85. 

In this number there is still a doubt about the last figure before the 
decimal place, which may, however, be correct to one unit. In labora- 
tory practice the preliminary value is often not so good as this, and 
may be several units out, but if it Is possible by further investigation 
to decide upon the correct digit preceding the decimal point, the value 
of Uq is determined by this method to an accuracy of 1 in 4-6 X 10®, 

It is possible to decide upon this unit by repeating the process with * 

another line of the spectrum. Thus, taHng the example of a line of 
wave-length 5852-5 A., the approximate value of is 34310. The 
value of the fraction in this case is 0-24, so that Uq is given as 34310-24. 

If the two values are correct for these wave-lengths, the product, 71 ^ 1 , 
must be the same for each, viz. 2e. It will be found by trial that this 
is not the case for the values given above, but that the product is the 
same for the values 46075-85 and 34312-24 respectively. 

This test should be carried out by writing down the values in a 
column, as follows: 

X = 4358-3 A. 5852-5. A. 


46072-85 34310-01 

46073-85 34310-75 

46074-85 34311-49 

46075-85 34312-24 
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The values in the second column are obtained from those in the first 
by multiplying by When a result is obtained containing the correct 

fractional part, 0*24, the corresponding pair is that which gives the 
correct thickness. It is possible that the same fractional part will arise 
from another number in the first column, but this will always be several 
units farther away, and the mechanical measurement ought to be 
accurate enough to remove doubt. Any uncertainty is removed by 
repeating the process for more lines of the spectrum, and it is recom- 
mended for the purpose of this exercise in the use of the histrument 
that three lines be used. Even this wOl not always decide this point 
exactly, and a fourth line may be necessary. 

In order to obtain the fringes, the interferometer may be mounted 
between the collimating lens and prism of a photographic spectroscope. 
This arrangement of the apparatus is shown in the plate (fig. 236, 
at p. 1) in which the spectroscope is a direct reading constant deviation 
instrument. Light from a neon tube should be focused on the 
slit of the collimator, so that the slit becomes the extended source 
required to produce a range of angles of incidence on the plates. Each 
wave-length present produces a series of concentric circles which are 
deviated and dispersed by the prism. The slit hmits the field of view 
to a diameter or to a chord of these circles and, for a particular setting 
of the apparatus, the pattern received in the telescope will correspond 
to a particular wave-length. The direct reading spectroscope will give 
the wave-length received, but it is better to recognize the lines received 
from their appearance and to use the standard measurements that will 
be found iu tables of spectral lines. 

If the slit is narrow the sections of the circles will appear as a series 
of dots along the chord or diameter. The dots should appear as sharp 
as possible, and a final adjustment of the plates to exact parallelism 
should be made by trial in the process of obtaining the best definition 
of the dots. When this adjustments complete, the slit should be made 
rather wide in order to bring into view small circular arcs with the 
centre of the pattern along a diameter. 

When the adjustments appear satisfactory, use the camera and 
photograph the system of fringes. The time of the exposure must be 
decided upon by trial, but as a beginning the time may be taken to 
be five minutes. This corresponds to experience under laboratory 
conditions, but the interval clearly depends on the intensity of the 
source and the sensitivity of the photographic plate to light of the 
wmve-length used. The diameter of the rings must be measured with 
an accuracy sufficient to ensure a final accuracy of 1 per cent in the 
value of the fraction. The focal length of the lens of the telescope must 
be known to 1 per cent, and wfil usually be eiven as a cnnstnnt nf 
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the fringes on the plate must also be known to the same degree of 
accuracy. In the derivation of the formula to be used in the experiment, 
it was assumed that the fringe system was produced by a single lens 
of focal length, f. In practice this is the lens of the telescope, but the 
image produced by it is focused on the photographic plate by means 
of another optical system, and it is thus necessary to laiow its magni- 
fying power or to measure it. From a knowledge of the magnilying 
power, the measured diameter of the rings can be reduced to the 
value required in the formula. 

The Beterminatioii ol the Hatio — for an Electron from the Normal 
m 

Zeeman Efiect by means of the Fabry-Perot Interferometer 

This experiment depends upon the measurement of the small dif- 
ference in wave-lengths which occurs in a spectral line when the source 
emitting it is placed in a magnetic held. An instrument of high 
resolving power is thus essential and the Fabry-Perot interferometer 
is well suited for the purpose. 

Certain spectral lines undergo a simple typo of splitting when the 
source is placed in a magnetic field. This occurs when the line results 
from a transition between two single terras, a good example of 
the phenomenon being given by the yellow mercury line of wave- 
length 5790' 66 A. 

The effect of the magnetic field in this simple case is known as the 
normal Zeeman effect, and it wilbbe observed in the experiment by 
receiving the Light along a direction at right angles to tlie field. In 
this case the single line which appears in the case of no field is aoconi- 
panied by two lines differing from it slightly in wave-length, one of 
greater and the other of less frequency, the differences being equal in 

amount. The magnitude of the difference contains the ratio and 

m 

from this fact it is possible to determine the ratio from a measurement 
of the difference in wave-length. 

The source of light is a caj)illary discharge tube containing a mixture 
of mercTiry vapour and neon. The presence of the neon makes the 
running of the tube in a strong magnetic field easier, and with a high 
current density the neon spectrum is scarcely visible. A heating coil 
is provided wound round the ends of the tube and lagged with asbestos. 
This is requfred to bring out the mercury spectrum at high fields, and 
the coil should be run in series with a rheostat adjusted to give out 
only a trace of the neon spectrum at the highest magnetic field avail- 
able. Pyrex glass is necessary, since soft glass is liable to break under 
the heat. The capillary part of the tube is placed between the polos 
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allow ill order to obtaia fields as strong as possible. A suitable range 
for the magnetic field for the purpose of the experiment is from zero 
to 10,000 oersteds. A calibration of the field between the pole pieces is 
necessary so that the field may be known from the measurement of 
the current in the exciting coils of the magnet. This is carried out by 
means of a fluxmeter (p. 521), and it may be necessary to begin by 
destroying the residual magnetization by passing a current in the 
appropriate direction of such a magnitude that the fluxmeter reading 
becomes zero. 

The Fabry-Perot plate should be adjusted in the way already 
described, the spacing of the plates being not less than 5 mm. For the 
present purpose it is not necessary to measure the plate separation to 



Fig. 237 


the degree of accuracy obtained in the method of exact fractions; ail 
that is required is the value given by mechanical measurement. 

The light from the capillary part of the tube should be focused on 
the slit of the collimator of the spectrograph and a photograph should 
be taken for zero magnetic field. The slit should be fairly wide and 
set along the diameter of the rings (fig. 237). 

Some final adjustment of the focusing lens may be necessary to 
obtain the best intensity, and this must be made by trial exposures. 
When the best conditions of sharpness and intensity have been obtained, 
a series of photographs should be taken with different fields, e.g. 
(1) zero; (2) 4000 oersteds; (3) 7000 oersteds; (4) 10,000 oersteds. With 
increasing fields, the fringes appear to broaden and then to separate, 
and it is possible from the measurement of the diameters to determine 
exactly the wave-lengths corresponding to each of the rings and their 
separated parts. A simpler method of reducing the results in order to 

give the reouired ratio. will, however, be described 
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Eeferring to fig. 238, let MN denote the axis of the lens which 
produces the fringe system in its focal plane; the axis also lies normally 
to the interferometer plates. Let one of the rays, AB, which leaves 
the plates at an angle of emergence, Q, pass through the centre of the 
lens. It will continue undeviated to the ring at C, which is formed by 
all the rays emerging at the angle 0. The diameter of this ring is 
thus DC, and since the rings lie in the focal plane of the lens, BN / 

A ■ d 
and 6 — — • 

2 / 

The rings may be focused on a photogi’aphic plate by an optical 



system of linear magnifying power, [x. In this case if the rings obtained 
on the plate are of diameter d', 



. . '[X ■ .. ■■ ■ 

The formula for the instrument is 

2t cos 0 == Nx, 

where t denotes the separation of the plates and where N is the order 
for the ring of angular radius 0 and is of the order of magnitude 10^. 
The angle 0 is small enough to permit of the approximation 
cos 0 = (1 ~ 1-02), 

and this approximation will be made in the calculation. Another 
approximation which wiU be made is that tan 0=0, and in the present 
case this renresents a desrree of accuraev of 1 mnn 
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Let the first ring of the system measured from the centre have the 
angular radius 6q and the diameter dg. Let the order he Is, so that 

2< {1 - iV) = = m. 

A ring of order (N — n) will have a diameter d„, such that 

since the orders decrease on passing outward from the centre. 

Thus ■ 

With the magnetic field the pattern will consist of the original rings 
together with satellite rings, which are produced on account of a small 
change of wave-length, SX. Let the mth ring, i.e. the ring of order 
{N — m) corresponding to the original wave-length, X, have a diameter 
d^. 

Then = 

If this ring is accompanied by a satellite ring of wave-length (X— SX), 
the latter will be of the same order (N — w), but will have a slightly 
different radius, given by 


= (N - w) (X - ax). 


Thus 


4/2 


(dj'n — (N — m) ax. 


Since N is of the order 10^ and m is a few units only, it is sufficient 
for the present purpose to neglect m and consequently, 

nX 

It is convenient to adapt this to the usual formula for the change 
of frequency occurring in the Zeeman effect, which is 

8v = ±^-, 

W'^here e is the charge in E.S.U. and m the mass of an electron. 

When the source is in a magnetic field of H oersteds this gives the 
change of frequency above and below the undisturbed value appropriate 
to the satellite lines. 

c8X ' . 

'x^' ' ■ ^ 


8v = — - 


Since 
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The value of Nx is sufficiently close to 2t to allow this approximation 

to be made, ' _ , . ^ „ 

It ^vill be noticed that the difference of two quantities, and 

occurs in the formula. 

Thus the formula for the calculation of - is 
e 2 tcc2w 1 {d^y - dj)] 

where \{d;' - dj^)\ denotes that the numerical value of this quantity 

is to be used in the formula. 

Since they are of magnitudes not greatly different from one another, 
particular care must be taken in the determination of their difference. 
The term should be written in the form {d,;, ~ dJ{d^^ + dj and 
the difference in diameter should be obtained by setting the cross-wires 
of a travelling microscope over one fringe and moving them to the 

satellite fringe thus obtaining directly. 

In order to determine the value of - measure the diameter 


of the four rings, d^, d^, 4, and d^ and evaluate {d^^ - d^^) and 
o/ 2 _ (^^ 2 ). The difference of the squares of successive rings is constant, 
as%an be seen from the formula for (d„2 _ so that the mean of 
, .. . 2(d„2-do2) 

these two evaluations gives- — 

This may be repeated for all exposures of the undisplaced line. 

The difference {d', - dj should be determined in each of these 
cases for the displaced rings on each side. A few remarks on the use 
of the tube may be helpful. It sometimes happens that the neon 
spectrum is too intense with the higher fields. In this case the tube 
should be taken down and the mercury shaken into the enlarged ends. 
The heating coils should be run rather hot with the tube horizontal 
until a slight distillation of mercury has occurred into the capillary. 
The appearance will be that of a dew of mercury. The tube will then 
run satisfactorily, and for steady running the heating coil should be 
just hot to the touch. Before beginning the experiment the tube should 
be tested in the highest field used in order to see if the neon spectrum 
is obtrusive. 

The Lummer-Gebreke Plate 

The theory of this instrument is similar to that of the Fabry-Perot 
etalon. It produces spectra of a high order and has a high resolving 
power. In one form it is of quartz of refractive index 1-544, with a 
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length, 130 mm,; 'width, 16 mm.; and thickness, 4-5 mm. The high 
resolving po-wer makes it suitable for the study of complex lines and 
for the measurements of the small changes in wave-length which occur 



Pia. 239 


in the Zeeman effect. In order to illustrate its use, an experiment will 

he described for the determination of the ratio ~ from observations on 

m 

this effect. 

The plate is illustrated in fig. 239 and is shown mounted on its stand 
in position on the spectrometer in fig. 240 (at p, 1), where screws 
permitting adjustment in various directions can be seen. 


1 



The action of the plate is illustrated in fig. 241. Here LM^ denotes 
an incident ray of monochromatic light making an angle, i, with the 
normal to the plate. After refraction the angle is r. 

The figure shows the production of two beams emerging from the 
plate on opposite sides. The rays, M^l, M 22 , MgS, etc., and Nil', 
N 22 ', NgS', etc., on account of their different courses due to successive 
reflections and refractions, are in different phases when they reach the 
position denoted by 123 and 1'2'3' respectively. These two traces 
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bands. The upper beam consists of a system of bands with. a.lternating 
intensities^ the maxima having an intensity which may bo measured 
by 2Jj while the minima have intensity, J. Thus the effect is the same 
as is obtained by imparting to the whole field an intensity, J, and 
drawing bands across it of double the intensity. The transmitted 
system, however, consists of a set of maxima of intensity, J, with 
alternating minima of nearly zero intensity. For convenience in 
observation the second system is to be preferred, and, by using light 
at grazing incidence so that i is a right angle and f the critical angle 
for quartz, the sharpness of the lines is increased. 

It is not possible to give here the reasoning which leads to these 
statements; the discussion is given in the original paper {Ann. d. Phys., 
X, p. 457, 1903). 

These points find application in the Hilger pattern. 

A slot will be noticed on the right of the carrier of the plate, fig. 240. 
Just opposite this is a prism of such dimensions that the light along 
the directions MgNa, etc., is in the critical direction. 

The prism lies on the under-surface of the plate, so that the beam 
emerging from above is the transmitted beam. 

The other beam is absorbed by the black lining of the stand on 
which the lower surface of the plate rests. 

In fig. 239 the prism is represented by OQ, 

The Theory of the Plate 

Corresponding to every direction, i, of incidence there will be in 
the wave-front, 1'2'3' . . ., a variation of phase from point to point 
on account of the different courses taken by the rays. These rays are 
received by some optical instrument, for example, the telescope of the 
spectrometer, and focused in the focal plane. Corresjionding to the 
waves drawn, we shall have a pomt image in the focal plane. These 
rays, however, are those lying in the plane represented by the paper. 
Above and below them lie rays coming from rays above and below 
LMj, and parallel to LM^, whose courses are exactly similar, so that 
in the focal plane above and below this point image lies a series of 
points forming a line. We shall work out the intensity corresponding 
to this line. If we consider a slightly different direction of incidence, 
i -f 8i, the emergent beam is also slightly different in direction and 
in its course through the plate. The phase differences in the corre- 
sponding wave-front will thus be different and the corresponding line 
in the focal plane will have a different intensity. 

A wave travelling along a direction denoted by r will at a time, t, 

be represented by a cos 2 tc 

as in the theory of the Fabry-Ferot etalon. 
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t is the time measured from some convenient instant, and r the 
distance from a convenient origin. 

In our case the origin will be conveniently the point, and we 
shall consider the wave motion corresponding to the position, 
at which the time is measured by 

On refraction into the plate there is a diminution of intensity, and 
since the intensity is proportional to the square of the amplitude of 
the wave motion, we can express this by regarding the refraction as 
causing a diminution of amplitude, so that amplitude a in the air 
becomes sa in the quartz, where s is a fraction. On passing out at Nj, 
the amplitude is again reduced by a fraction, s' . The amplitude for 
the ray Njl' is thus sa'a. 

We may not suppose that s and s' are the same, since in one case the 
refraction is from air to quartz, and in the other from quartz to air. 

There is also a change of intensity on reflection at the points Mg, 
Mg, M4, etc., and Nj, Ng, Ng, etc. We shall suppose this to diminish 
the amplitude each time by a fraction, o. 

Thus the ray, N22', has undergone refraction at and Ng, and 
reflection at Nj and Mg. The incident amplitude, a, is thus reduced 
to a^ss'a; and similarly the amplitude of NgS' is 

The disturbance which gives rise to the ray, starts out from 
Ni with an amplitude, ss'a, and at 1', since it has travelled a distance, 
rj, we may represent the displacement by 

ss' 

Denote the foot of the perpendfcular from Ng on Njl' by A, from 
Ng on N22' by B, and denote the equal distances N^A, NgB, by s. Let 
the distance, be denoted by S and the refractive index of the 

quartz by p.. Then the distance traversed in quartz is equivalent to 
the distance, (xS in air. 

Thus the point 2' is at an equivalent distance (rg + ^[xS) from Nj, 
and since — z we may denote the displacement at 2' by 

0 , « / ^ — s + 2ixS\ 

G^ss a cos 27 c ( “ — - - — 1; 

and similarly the displacement at 3' is 

1 , o rj — 2e + 

G^ss a cos 2 t: 1 y ~ “ — ~ ) ■ 

The number of such terms depends upon the dimensions of the plate, 
and in practice this number is about 15. The terms beyond these are 
small on account of the successive reflections and refractions, and for 
the present purpose it is sufficient to assume that the series is infinite. 
A more detailed study of the action of the plate is necessary in order 
to appreciate the consequence of this approximation. In this case 
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failing upon a surface of separation from a rarer one, so that there is 
no change of phase on reflection to be considered. 

As in the theory of the jPabry-Perot etalon, the summation may be 
made by the use of exponentials, the general term of the series being 

I in a / ^ ’’l “ + 2'«p.S\ 

as' ao'^’^exp 27t: 1 — - J 

including n = 0. 

The summation can be carried out as before, and it will be found 
that the resultant amplitude is sa'a (1 + cr* ~ cos whore 

p _ ^ (2 tJtS - e) 


The remarks on the location of the interference pattern at infinity 
and on the contributions made by the various parts of an extensive 
luminous source, such as the slit of a spectroscope, apply here. 


The expression (1 + o'* ~ 2ci^ cos p) ~ (1 — <j 2) 2 4- 40^ gin | and has 

minima at p = 0, 2 k, 4k, etc., and maxima at p = k, 3k, 5k, etc. 
Thus lines of maximum intensity correspond to the former and the 
formula for the plate is 

2fj[.8 — e = wX. 

If the thickness of the plate is d, 8 = d sec r and 

s — sin i = 2d tan r sin i = 2d tan r[r sin r. 

Thus 2{ji.8 —• s == 2iJid cos r ~ wX. 

A short proof of this formula, which does not give any indication 
of the intensity of the lines, is obtained from the consideration that 
the path difference between consecutive rays, e.g. Njl' and ^ 22 ', is 
equal to (2 [jlS ~ e). All rays emerging from the plate may be takeir 
in pairs separated by the same distance, NjNg. These interfere to 
produce brightness if (2tii.S ~ e) is a whole number of wave-lengths, 
i.e. when the condition 2\xd cos r ~ nk is satisfied. 

The system of interference fringes is produced by passing a beam of 
light into the prism attached to the plate (fig. 242). This reflects the 
rays into the plate, so that the angle, r, is nearly the critical angle 
and the emergent rays are almost at grazing emergence. 

The pattern which consists of nearly straight lines is formed in the 
focal plane of the objective of the telescope used to focus them. 

If we refer to fig. 240 and note the position of the plate it is clear 
that the different orders come out from the plate above one another. 
As the path difference increases the angle of emergence decreases, so 
that the higher orders will lie higher in the field of view than the lower 
in the case of a telescope with an erecting eyepiece. 

The different orders correspond to angles very slightly differing from 
grazing incidence. 
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By substituting the value, {a — 1*544, and the value for the critical 
angle, r — 40°22', together with the value of d given above, we find that 
for X = 5890 tenth metres m.), the order is approximately 

18,000. 

In order to set the instrument in position, the spectrometer is first 
set up in the manner previously described, and the slit illuminated by 
means of some convenient monochromatic light. The plate is placed 
in position and adjusted by the screws until the brightest image is 
obtained in the eyepiece. Since the orders lie one above another, a 
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vertical slit cannot be used, for the different orders will appear over- 
lapping the image of the slit. Thus the crossed slits must be used with 
a small rectangular source. The length of the slit need not be very 
small, for on account of the dimensions of NO (fig. 239), only a fraction 
of the slit is effective in producing bands. The slit should be small 
enough to avoid overlapping, but wide enough to produce intense 
bands. 

The images may then be viewed or photographed as desired. 

The Determination of the Eatio — for an Electron from the Normal 
m 

Zeeman Effect by means of the Lnmmer Plate 
In the similar experiment in which the Fabry- Perot interferometer 
was used the source was examined by rays of light emitted perpendi- 
cularly to the magnetic lines of force. Three lines appear in the field 
of view in that case. If the source is examined by rays travelling in 
the direction of the lines of force, two lines appear separated from the 
position of the original line by equal amounts to either side, the dis- 
placement being the same as in the former case. There is a difference 
in the state of polarization in the two cases, for in the first case the 
three lines are linearly polarized, the two displaced lines in planes at 
right angles to the plane of the undisplaced line, while in the second 
case the lines are circularly polarized in opposite directions. The 
magnitude of the change of wave-length has already been givem in 

terms of - in E.S.U., viz. 
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In this experiment the pole pieces must be drilled centrally along 
the direction of the lines of force running between them, and the 
apparatus must be aligned so that a capillary discharge tube placed 
between the pole pieces emits rays through one pole piece to the slit 
of the collimator of the spectrometer. The alignment is assisted by 
placing a bright light, e.g. a sodium flame on the far side of the hole 
and obtaining the pattern from the shorter sodium line by setting the 
drum at 5890 A, The source for which the effect is examined may again 
be a tube containing neon and mercury vapour which was described in 
the Fabry-Perot experiment, the yellow line of mercmy (5790*66 A.) 
being used again. Adjustments are made m order to obtain a bright 
and well-defined fringe system as described above. 



PsG. 243 


The magnetic field must be calibrated by means of a fluxmeter, so 
that it is known from the current in the exciting coils. 

On applying the magnetic field it will be observed that the lines 
broaden, and in some cases actual separation will occur, as in fig. 243. 

The state of polarization may be tested by intercepting the light just 
before it enters the object glass of the telescope by a quarter-wave 
plate. 

The plate must be suitable for the particular wave-length concerned 
— the usual plate met with in laboratories will be suitable to examine 
the yellow light. This part of the experiment is introduced so that 
the student may take the opportunity of verifying the character of 
the vibrations in the lines. 

The quarter-wave plate reduces the circular vibrations to two linear 
vibrations at right angles to one another and on examining these with 
a Nicol it will be found that when one line is cut out the other is 
present in the field. 

After carefully adjusting the apparatus so that the effect is seen 
eye, attach the camera and photograph the spectrum without the 
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magnetic field. By means of the rack and pinion raise the plate, put 
on the field, and take a second photograph below the first. 

The plates when developed will give lines as in fig. 243- 
Separation of the lines is seen in the higher orders, e.g. at A and B. 
Let a denote the line when no field is applied to the source, and A the 
corresponding line with the field applied. Measure the mean displace- 
ment of the components of A by means of a microscope, and measure 
the separation between the two successive orders a and h. 

Denote these distances by I and L respectively. 

We proceed to work out a formula, showing how SX may he derived 

from the ratio 

■ Ij .. 

Let the angle, i, which denotes the angle of emergence from the 
plate corresponding to the order, n, change to (i -f- AI) in the order 
(w -j- 1). At the same time let r become (r + A.R), 

Since these angular changes are small, it follows from 

cos r = wX, 2iLd cos (r -|- AR) == (w -f 1)X, 

sin i = (i. sin r, sin {i + AI) — [x sin (r + AR) 

that 2d tan r cos i AI = — x. 

AI is the angle between rays which produce two consecutive lines, 
a and 6, on the photographic plate (fig. 239). 

Let Li denote the angular difference which corresponds to two lines 
in the order n of wave-lengths X and (X -f- AX). This angle corresponds 
to the displacement between the components of the line A. 

Since the plate is at a fixed positien and the angles are small, 

Li _ I 
AI“L 

From the equation for the plate 

— 2ud sin r Ar + cos r ~ AX = nAX. 

aX 

The variation in the refractive index must be included because of 
the change of wave-length. 

From the relation sin i = [x sin r, 

du 

it follows that cos i Li = [l cos r Ar -f sm r 

aX 

and combining these results in order to eliminate Ar 

2d!I tan r cos t Ai — ^ — w\ax. 

\cosr aX / 

Substituting for n from the equation for the plate 

tan f cos i Li == — (- cos r — : AX. 

\ X cos r aX / 
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I hi 2d: /fi 1 An 

Thus ^ COST -J- I A A. 

L AI X \X cos r dA/ 

The angle r in tliis formula is the critical angle for quartz, since the 
emerging rays are all very nearly grazing the surface. 

Thus ;jL cos r == [iVl — sin^r= — 1 
L 


and 




27rmc2'v/{A^ - 

The table below which gives values of g. for different values of X 
should be used to draw a graph from which ^ may be obtained by 


measuring the slope at the particular wave-length of the source. 

Several orders usually show sufficient separation for the purpose, 
and as many as possible should be used in order to obtain an average 

value of the ratio - for as many results as possible. 


REFRACTIVE INDEX OF QUARTZ IN THE 
VISIBLE SPECTRUM AT 10° 


Wave-lengths (in (/.(ji.) 

: Refractive index 

396 

1-5581 

410 

1-6565 

434 

1-5540 

486 

1-5497 

508 

1-5482 

533 

1-5468 

589 

1-5442 

643 

1-6423 

686 

1-5410 

760 i 

1-5392 

768 

1-6390 


Measurement o! Wave-length by Diffraction at a Straight-edge 
The theory of this experiment will be found in Schuster’s ‘Theory 
of Optics’ in Chapter V. 

In the first few sections of the chapter it is shown that on observing 
a straight-edge dluminated by monochromatic light from a narrow slit, 
a series of alternate bright and dark bands will be seen. 
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If S denotes the slit (fig. 244), BF the straight-edge fixed parallel 
to it, and PQ a plane perpendicular to SB, we shall have a series 
of bands along PQ. Let Q be the wth bright band from P, where P is 
the point of intersection of SB and the plane. 

Denote PQ by x„, then it can be shown that 

a; = ^ /pX (4w -1) (p +q) 

^ 2Sj q 

In this formula p is the distance, EP, and q is equal to SB, the 
distance between edge and slit. 



? a 


Fig. 244 

The bands are not regularly spaced as are interference fringes. 

To carry out the measurement, set up in one of the stands of the 
optical bench a straight-edge parallel to the slit which is illuminated 
by sodium light. First adjust the parallelism by eye, and finally make 
» a slight rotation by the screw of the holder until the bands are most 

distinct; then make the slit as narrow as is compatible with sufficient 
illumination. Observe the fringes with the travelhng microscope, and 
measure the distance between the first or second bright band and one 
of the most distant that can be seen plainly. 

If this is the wth and the first observed is the mth, we have 

- Vta-l) ■ 

j The student should take the opportunity of observing the diffraction 

fringes arising from the light passing a narrow wire, needle-point and 
( narrow slit. 

In the case of the narrow wire, diffiraction bands unequally spaced 
will be seen outside the geometrical shadow. Within it, a series of 
( equally spaced bands will be observed. These may be described as 

I interference fringes due to the two parts of the wave, one on either 
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side of the wire. The effects of these are equal to those of the two 
half-period zones which lie at the edges of the wire so that they act 
like two sources at a small distance apart. 

Determination of the Wave-length of Light hy means of a Plane 
Diffraction Grating 

A diffraction grating is made by ruling a large number of equidistant 
parallel straight lines on glass. The lines are ruled by a diamond point 
moved by an automatic dividing engine containing a very fine micro- 
meter screw which moves sideways between each stroke. A photo- 
graphic replica of a plate made in this way is often used in its place. 

In handling the grating do not touch the faces of the glass, hold it 
between thumb and finger by the edges. 

Adjust the collimator and telescope for parallel rays in the usual 
way and observe the direct image of the sHt, noting how it lies in the 
field of view. 

Set up the gratmg with its face normal to one side, EP, of the 
triangle formed by the levelling screws (of. fig. 168). Throw an image 
of the sHt into the telescope by reflection from one face of the grating, 
and adjust the screws to bring it into the same part of the field as that 
occupied by the direct image. This makes the faces vertical. 

In order to set the grating at right angles to the rays adjust the 
collimator and telescope at right angles to each other, and turn the 
table until the slit is reflected on the cross-wires of the telescope. Then 
turn the table a further 45°. 

It now remains to tilt the grating so that the lines are parallel to 
the slit. • 

View the first diffracted image, making the slit as narrow as is 
convenient, and adjust the screw D until the best image is obtained. 
The lines and slit are then parallel. 

Find the diffracted images on both sides of the line of direct vision. 
It will be easy to observe two orders, and if a bright light is used and 
an image of the brightest part of the flame thro wn on the slit by a 
short focus lens the third may be seen also. 

If [a + b) is the width of the gratmg element the formula is 
(a 4- 5) sin. Q — n'k 

for normal incidence, B being the angle of diffraction, X the wave-length 
of the incident light, and n the order of the spectrum. 

Obtain 0 by taking half the angular distance between the corre- 
sponding images on each side. 

(a 4* 6) is deduced from the number of rulings on the gratmg. 

Use any source of monochromatic light or light giving well-marked 
lines as that from a discharge tube containing hydrogen which gives 
three well-marked lines, red, green, and violet, known as C, F, and Hy. 
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The above formula is obtained by considering rays in pairs passing 
through adjacent clear spaces of the grating. 

For example consider the two spaces AB and CD. 

We may consider the rays passing through them in pairs, taking 
together those rays which are symmetricallj^ situated, as for example, 
QLQ' and TMT'. 

These reach the grating in the same phase, and the line ABODE 
represents a section in the plane of the figure of the wave-front incident 
on the grating. 



Consider a wave-front, WW, at a later interval and suppose that it 
makes an angle, 0 , with the plane of the gi-ating. 

Draw the rays AP', BE,', etc., perpendicular to this wave-front and 
making the angle, 6, with the normal, AO, to the grating. These rays 
are all received by a telescope and united in the focal plane. Their 
paths from the gi’ating to the instrument differ so that they reach the 
focal plane vdth different phases. This phase difference is due to the 
difference of path traversed after leaving the grating. 

Take the ease of the two rays, AP' and CS' . Their path difference 
is AN, where N is the foot of the perpendicular from G on AP' . Any 
other pair of rays, e.g. LQ' and MT', situated symmetrically in AB 
and CD have the same path difference. This holds for all pairs of rays 
symmetrically situated. Thus the phase difference on arrival in the 
apparatus that receives them is the same for each pair. 

We shall thus have reinforcement if AN is equal to a whole number 
of wave-lengths. 
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I 


Now AN = AC sin 0. 

If a is the width of a space and h that of a line, 

AG = a + &, 

{a ~h h) is called a grating element. Thus a bright line ocours in a 
direction 0, provided that 

(a -{- 6) sin 0 = wX. 

The Plane Eefleetion Grating 

This reflection grating consists of a plain polished sheet of metal, 
across which parallel lines are drawn very closely together as in the 
transmission grating. 

It is necessary to mount the polished face vertically, and this is 
done as m the previous case. 

A B C B 
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I 

1 

I 



The light does not fall from the collimator normally on the grating 
but at an angle, 2 ^ 

In order to measure the grating is first set With the polished face 
normal to the rays from the collimator which, together with the 
telescope, has been adjusted for parallel rays. 

The table carrying the grating is turned through a definite angle, 
say 10°, and is then fixed. 

Suppose rays from any direction make 0 with the normal to the 
grating and are received in the telescope. 

Consider any three rays, MA, NB, and 00 (fig. 246), incident on 
the grating element ABC. AB is polished while BC is the position 
of the Ime where the polish is scratched and where the incident rays 
are absorbed. 

The path difference between the extreme rays MAQ and OCS is 
AP-^CE, where the dotted lines, AE and CE, denote moidei if; mi-i 
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reflected wave-fronts respectively. KAB = a, BC = b, this difference 
is equal to 

(a -H 6) (sin 6 sin i). 

It is possible to divide up the bundle of rays falling on AB and CD 
into pairs, one from each bundle, having this same difference of path. 
In order to do this it is only necessary to choose rays occupying the 
same relative positions in the two bundles. 

If this path difference is a whole number of wave-lengths and the 
emergent parallel rays AQ, BR, CS, etc., are brought to a focus by 
a telescope, we shall get a bright image due to reinforcement of the 
rays. We thus have 

{a -f- b) (sin 6 sin i) = wX, 

where n may have the values 1, 2, 3, etc. The corresponding values 
of 6, say, 6^, 6^, etc., give the directions in which the different 

orders of diffracted images are seen. 

If the observation is made from a direction on the same side of the 
normal as i, the formula is 

(a -f 6) (sin i + sin d) = aX. 

Obtain first the reading of the scale marking the position of the 
telescope when it is directed towards the slit with no grating inter- 
vening. As above, set the normal to the grating at some definite angle, 
i, to the incident rays. Move the telescope round to receive light in 
a direction corresponding to 6 — i on the opposite side of the normal 
to i. This corresponds to order zero — ^it is the position where the 
ordinary reflected beam is received. Now mpve round to the next 
position where a distinct image can be found. This will correspond to 
» = 1, Carry out this process as long as it is possible to observe 
images at all. The higher orders get fainter but resolve the lines more 
tha-n the lower. 

If the number of lines per unit length is given for the particular 
grating, it is possible to deduce («+&), which must be expressed in 
centimetres. From the values of i, 6, and n, it is then possible to 
evaluate X. It should be possible to obtain separation of the sodium 
lines in the second order, and the wave-length for each constituent 
should be calculated. 

Use three or four different values of i and take the mean of the 
series of values of X obtained. 

Resolving Pgwer of the Object Glass of a Telescope 

Let a parallel beam of monochromatic light fall on a slit, AB, and 
be focused in the focal plane of a lens placed to receive it on the other 
side of the slit. This is illustrated in fig. 247, where the lens is placed 
at some distance from the slit for convenience of showing the effect 
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of rays received in different directions. In practice, the lens may be in 
contact with the plane of the slit. 

According to Hiiyghen’s principle each element of the slit, e.g. PQ, 
will act as a source and emit rays into the lens. In the figure the rays 
emitted in a direction inclined at d to the normal to the slit are 
shown. The normal rays travel along paths of equal length and are 
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brought to a focus at the central point, H, of the focal plane of the 
lens. The rays incident on AB are supposed to be in the same phase, 
so that there will be reinforcement at H. Rays received in the dkection, 
BF, are also focused in the focal plane of the lens, but at a point, E, 
lying to one side of H, and these do not travel along equal paths from 
the slit. Consequently, in superposing the rays in order to find the 
total amplitude at E it is necessary to take account of the differing 
phases in the individual rays. The total amplitude may be calculated 
by observing that no change in phase occurs beyond the plane of AF 
drawn normal to the rays, and thus making an angle, BAF = 0, with 


INTEErSRENCE, DIEFEACTIQN, AED POLAEI2iATIOiT 387 


the plane of the slit. Thus the total amplitude in the plane of AT is 
concentrated at E. 

The slit will be considered to be of width a and very long, so that 
the effect may be expressed as the amplitude per unit length of the 
slit. Let the total amplitude for the width, AB, be A, and let it be 
distributed uniformly. This means that the disturbance arriving at 

AB may be denoted by — sin ~ per unit width. Tliis disturbance is 

transmitted as a wave and at a distance, r, measured from a point in 
AB along a ray, the magnitude of the disturbance at time, t, is 

^ = Aq sin 27t 

T denoting the period, X the wave-length, and Aq the amplitude at 
the point of origin in AB. 

Thus, at time, t, the effect at MN arising from the element, PQ, of 
width, dx, is given by 

, A, ■ n icsineX 

where AP = x and consequently PM = a; sin 0. 

The total effect in the plane of AF is obtained by integratmg this 
quantity from a: = 0 to a: = a. The magnitude is thus 
, sin 9 . /2Tci \ 

where 9 = — and denotes the* phase difference in the central ray, 

ODE, for CD = - sin 0. 

2 

The effect can therefore be described as being due to a central ray 
of amplitude, A ( with a phase retardation, ”^ appropriate 

\ 9 / ^ 



to its inclination, 0. 

The intensity in this direction is proportional to 



and 


maxima and minima of illumination occur in certain directions which 
may be deduced from this expression. 

The maxima occur for values of 9 = 0, l*43n:, 2*467t, 3-477c;, etc., and 


minima for the values tu, 27r, Stt, 4:iv, etc. 

The graph drawn in fig. 248 shows the relation between intensity 
and values of 9. 

When the light is examined at H, the intensity corresponds to the 
ordinate at I, and on moving round we come to a place, E, say, where 
there is darkness corresponding to the zero ordinate at 
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■' BF ■ 

In this case q) = k =7c . — 

i.e. BF == X. 

Thus a minimum occurs in the direction in which BF == X. 

iSTow the angular distance between GE and OH is the same as angle 

BAF, and. since this is small it is measured by or X -- (breadth o:l: 

incident beam). 



If another beam were incident on AB in the dneotion along CE , 
there would be a maximum for thi^s beam at E, and it would overlap 
the minimum of the former. 

The intensity curves might then be represented on the same diagram 
as in fig. 249. The curve on the left represents the intensity curve 



for the second direction while the upper dotted curve show's the two 
compounded, 

The resultant has two pronounced maxima with an appreciable dip 
between. Itwill thus be possible, by the aid of this falling-off in intensity 
between two bright regions, to distinguish the two beams or they will 
be ‘resolved’. Moreover, the angle between the two directions is ECH 
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or X -i- (width of beam). This is taken as a limiting case, and the 
resolving power is measured by this ratio. If the angle between the 
incident beams is less than this the two maxima cease to be distinguish- 
able as two and blend into one. 

In order to verify this theory, a telescope is fitted with an adjustable 
slit which is placed as close as possible to the object glass. The width of 
the slit is carefully measured by means of a micrometer microscope. 

A suitable object for this experiment may be made by coating a 
sheet of plane glass with tinfoil and cutting two fine parallel lines in 
the foil with a razor blade at a distance of two or three millimetres 
apart. When these are illuminated with a sodium flame they provide 
two bright slit-sources. This object should be placed at different 
distances from the object glass of the telescope, the aperture of which 
may be varied by means of an adjustable slit placed immediately 
in front. 

A certain minimum width of this slit will be found for which the 
two lines appear as separate lines. This width varies with the distance 
from the object glass to the two slits, and for smaller widths the lines 
appear as one. 

A table is made of the minimum widths of the slit and the corre- 
sponding distances. 

The angle subtended by the two fine lines at the object glass is 
measured by where d is their separation and D the distance. 

The theory above described shows that the value of this angle is 

where X is the wave-length of the light, and a is the width of the 
aperture. 

The object of the experiment is to compare the theoretical and 
practical resolving powers, the former determined by - and the latter 


An examination of the practical resolving powers measured in the 
Wheatstone Laboratory of King’s College, London, during the past 
session has shown that the values obtained were about 20 per cent 
greater than the theoretical value. 

Repeat the experiment with two point sources and circular apertures 
of different diameters. 

In this case the field of view contains a bright small central circle 
with concentric alternate bright and dark rings. If two sources close 
together are such that the bright centre due to one falls on the first dark 
ring of the other, the two sources just cease to be distinguishable as 
separate. 
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Sir G. Air y has shown that if d is the diameter of the aperture, 0 the 
angle subtended when separation ceases, 

0 = 1-22 

a 

The point sources should be two fine holes in a sheet of tin. They 
should be illuminated by monochromatic light and placed at such 
a distance from the object glass that they just cease to be seen as 
two holes. 

■ Place the telescope at different distances from the holes and focus 
it on them. Adjust the aperture diameter until the holes just cease to 
be distinguishable as two separate sources of light. Measure the dis- 
tance between the centres of the holes by means of a micrometer 
microscope, and the distance between the plane of the holes and the 
aperture by a metre rule. From these measurements deduce 0 and 
l‘22x 

compare it with the theoretical value, — ijoi ®^ch case. 

The Determination o£ the Diameter of Small Bodies by the Method of 
Haloes and by Direct Measurement 
The result due to Airy which has just been quoted can be used to 
determine the diameter of small spherical bodies placed in the path 
of a parallel beam of light. This result was given for application to 
the diffraction pattern of a small circular aperture in a screen, but by 
Babinet’s principle it may be applied to the case of a small, opaque 
body which replaces the aperture when the screen is removed. 



I-IG. 250 


If a number of such bodies be scattered over a glass surface and 
parallel rays allowed to fall on them the diffraction pattern observed 
consists of a series of concentric rings. The pattern is like that which 
would result from a single body, but is more intense. The reason for 
this is illustrated in fig. 250. I 

If AB, CD, and EF denote three bodies in the path of parallel rays 
of monochi’omatic light, rays of equal intensity will be diffracted in 
the direction, 0. These parallel rays will be focused at a point in the 
focal plane of the receiving instrument or on the retina of tlic eye. 
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The complete pattern results jfrom a rotation of AF about its normal, 
so that a ring occurs in the focal plane corresponding to the angle, 0. 

This is the principle of Young’s eriometer designed to compaTe the 
diameters of small spherical particles, and it is upon Young’s method 
that this experiment is based. 

A small hole of 0-25 mm. to 0*5 mm. is made in a sheet of metal or 
cardboard and on a line passing through the centre of the hole drawn 
in the plane of the sheet small holes are made on either side of the 
centre spaced at distances 1 cm. apart. These holes should be as small 
as possible and are only for the purpose of marking the equal distances. 

A piece of plane glass is lightly dusted with lycopodium spores and 
held in a stand between the observer and central hole, A series of 
bright and dark rings will be seen concentric with the hole, Accordmg 
to Airy’s calculation the first dark ring is seen in a direction, 6^, with 


the direction of the incident light, where = 


1-22X 


X and d denoting 


the wave-length of the light and the diameter of the particles 
respectively. 

2'27x 

The second and third dark rings are seen in the directions 02 = — "r" 

a 

A « 3.23X 

and 03 = . 

The first, second, and third bright rings are seen in the directions 

1-63X 2-68X , 3-70X 

and 93= 

By moving the glass plate, the diameters of tjiese rings may be made 
to vary, and in any position the diameter may be measured by means 
of the series of holes made along the line on the screen. 

The mean diameter of the first dark ring should be made to coincide 
with a whole number of intervals marked by the small holes. Let the 
distance betw’-een the plate and the central hole be Djl and the radius 


of the ring so that the direction in which the ring is seen is Oj 
the angle being small. 

Then 


D/ 


1-22X 


Bj d 

If .Dj is varied, changes in proportion and a graph of against 
Dj will have a slope from which d may be deduced, provided that X is 
known. It is convenient to use a sodium flame as a source of light. 

The process should be repeated for as many rings as possible, e.g. for 
the second dark ring the relation is 

j^2^2-27x 
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It will be found that the dark rings can be used with greater accuracy 
than the bright ones. 

The light is not incident in the form of a parallel beam, but the 
pencil incident upon the spores producing the narrow pencil which 
falls into the eye, can be treated as a small parallel bundle ol rays. 
The experiment should be repeated for holes of varying diameter in 
order to investigate the existence of an optimum value for the diameter. 

Plot the results obtained for the diameter of the spores against the 
diameters used for the central hole in the screen. The best value 
should be that obtained by extrapolation to the zero value of tlie 
diameter of the holes. 

This experiment oifers an opportunity for a study of the law of errors. 
Lycopodium spores, which are the spores of lycopodium club moss, 
are chosen for this experiment because they are of extraordinary 
uniformity. There are, however, variations in size due to accidental 
influences which occur in the course of their growth. In addition, 
accidental errors occur in observation, and by recording the measure- 
ment of a large number of spores and by plotting the number against 
the diameter, the natui-e of the error curve can be investigated. 

The diameters of the spores may be measured with a microscope 
provided with a scale. This scale may need calibration, and this can 
be done by examining a glass scale provided with 0-1 mm. divisions, 
in order to see how many microscope scale divisions correspond to 
0-1 mm. 

In a particular case it was found that one division was equivalent 
to 0’00263 mm. The greater the number of spores examined the better 
for the statistical part gf this experiment, but in practice the number 
is necessarily limited. It has been found that 200 is a convenient 
number for attaining the object of this exercise. The results should be 
arranged in tabular form. 


Eange of 
group in 
scale divisions 

Mean 
of group 

No. of 
particles 

Range of 
group in 
scale divisions 

Mean 
of group 

No- of 
particles 

8-0- 8-5 

8-25 

1 

11-5-12-0 

11-75 

50 

8*0- 9-0 

8-75 

1 

12-0-12-5 

12-25 

28 

9-0- 9-5 

9'25 

1 

12-5-13-0 

12-75 

23 

9-5-10-0 

9-75 

5 

130-13-5 

13-5 

13 

10-0-10-5 

10-25 

9 

13-5-14-0 

13-75 

6 . 

10-5-11-0 

10-75' 

26 

14-0-14-5 

14-25 

1 

il-0-11-5 

11-25 

36 

■ . — „ 

— 

— 


The number of particles corresponding to the various mean values 
should be plotted on a graph and a smooth curve drawn through them. 
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By drawing a series of rectangles with bases equal to the range of the 
group and of heights equal to the number of observations in the group, 
a histogram is obtained, which is one of the conventional ways of 
exhibiting the variations. The curve obtained is usually symmetrical 
and the value of the diameter at the maximum frequency may be taken 
as the best value. 

The Detenttination of the Width of a Slit by Diffraction 
In the experiment on the resolving power of the object glass of a 
telescope it was shown that when parallel rays of light fall normally 
on a slit of width, AB, the amplitude of the total disturbance seen 

in the direction, BF (fig. 243), is given by the expression 

Cp 

where cp = ff the width of the slit is denoted by a and the 

direction, BF, makes an angle, 6, with the normal to the slit, 

BF = a sin d, 

and the amplitude is proportional to 

( Tta sin 6\ 

X ) 

Tua sin 0 


X 


This expression has minima corresponding to the directions given hy 


Tca sin 6 
X 


= Tt, 2tc, Stt, etc. 


When 0 is small 0 — — , where m ~ 1, 2, 3, etc. 
a 

Let the slit of the collimator of a spectroscope be strongly illuminated 
by light from a sodium fiame either by direct illumination or by focusing 
an image of the source on the slit. A heam of parallel light is then 
produced by the collimator, G. It is focused in the usual way and may 
be allowed to fall on a slit plated vertically at tlui centre of the table 
of the spectronioier. The slit may bo made conveniently by mounting 
a pair of safety -razor blades on a stand and making them adjustable. 
Wiieu approximate adjustments have been made, parallel bands will 
be seen in the focal plane on looking through the telescope. They 
should be made as sharp as possible by rotating the slit and as bright 
as pos.sil)le by u.sing an intense source of light and adju.yting the slit 
of the collimator. 

After settijig the cross-wires of the eyepiece of the telescope on the 
centre of the. dilYraction pattern, measure the angles to as many suc- 
ceBsiv<^ dark lines as i)os8iblo, on both sides of the ev.ntr-f', Itxr 
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the wave-length of the light used in the experiment, deduce the width 
of the slit from the formula. Great care must be taken in the reading 
of the angles on the spectrometer, since the angle, 6, is a small angle 
obtained from differences. The angle for each order should be obtained 
by swmging the telescope from the corresponding inininiuni on one 
side to that on the other, and by halving the difference. 11 the maxima 
are used, the formula for 0 for the different bright bands is 
■ ^ 143X 246X 347X / 
a a a 

After determining the width in this way, the results should be 
compared with direct readings made with a micrometer microscope, 
and the experiment should be repeated several times with slits of 
different widths. 


Mchelson’s Method of Measuring Stellar Diameters 
The experiment on the resolving power of the object glass of a tele- 
scope leads to the conclusion that rays of light travelling in directions 
inclined to one another cannot be resolved if their inclination is less than 

1'22X X 

— where d is the diameter of the aperture or , if the aperture is in 
d Q) 

the form of a slit of width a. The magnitude of the angle which 
measiues the resolution is determined by the separation of the central 
maximum in the intensity curve (fig. 248) from the first minimum. The 
closer these can be made the higher the degree of resolution. The fact 
that in astronomical observations angles well below this order of 
magnitude occur, even^f the aperture is made very large, as in the 
case of a lOO-inch telescope, led Michelson to develop a method of 
increasing the resolution by means of two slits placed in front of the 
lens. In his later work, Michelson was able to increase the resolution 
by the use of mirrors which had an effect equivalent to producing a 
wide separation of the slits, but for the present purpose the two slits 
will be placed immediately in front of the lens in a plane touching its 
surface. The character of the diffraction pattern obtained may bo 
readily deduced by a continuation of the argument given in connexion 
with the experiment on the resolving power of an object glass. It was 
shown that the effect of a single slit of width, a, in a direction, 0, was 
equivalent to a disturbance, 

. am <p . /2Ttt \ 

along the direction of the emergent rays. 

If two such slits occur separated so that the distance between their 
middle points is 6, the combined effect when the rays from both are 
received in a telescope can be obtained by superposition. The phase 
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difference in the two central rays is due to the difference in path 
(HF -- GE) and is of magnitude Thus, to the above expres- 

sion another is added differing by the subtraction of this phase. The 
sum gives 


/■Kb&m d\ . /- t 


Ttb sill 6\ 


tp — — and when a is much smaller than b, as in the case of 

X 

two narrow slits separated by a distance of 1 or 2 cm., the cosine term 



varies much more rapidly than It has been seen that maxima 

9 • 

for the latter occur at separations of the order 0 = but the cosine 

X 2x 

term has maxima at values of 0 == 0, , , — , etc., showing a much more 

0 b 

rapid variation. 

A variation of intensity proportional to the square of the product 
of these terms is observed, and this variation is represented in fig. 252. 

The outer curve represents the variation of - alone, and the 

inner that of the square of the cosine term. 

If rays from a direction slightly inclined to the normal fall on the 
two slits a similar pattern is superposed and, if' they are widely enough 
displaced, the effect of one will not completely obliterate that of the 
other. If, however, the inclination is so close that the maximum of 
the second does not lie beyond the minimum, B, of the first, the rapid 
variations will not be seen and the effect will be that of uniform 
brightness. The minima of the cosine term j 
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maxima, and the first minimum occurs in the direction inclined at 6 

to the normal, where sin 6 == fiut since (9 is a Tery small angle it is 
X 

possible to write 6 = —• 

Thus rays making this angle, 6 , with the normal to the plane of the 
slits, will produce a pattern with the central maximum lying over the 



first minimum in the normal ray pattern. The smallest inclination 

which can be resolved is thus 0 = ~ . 

26 

In the measurement of stellar diameters the angle subtended by the 
star's disk at the earth’s surface is required. It is thus necessary to 
resolve the directions drawzr from the point of observation to the 
opposite ends of the star’s diameter. The case differs from that just 
considered, in that the source is continuous between the two points. 



The result obtained applies to the case where the two sources are point 
sources. In the case of a continuous source a continuous sequence of 
patterns occurs, and the effect of this can be appreciated best from 
a diagram. 

In fig. 263 three maxima corresponding to the maxima of the cosine 
term are shown. They correspond to the inner curves of fig. 252, and 
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are now shown on a large scale laterally. The maxima of the curves 
are not strictly equal, but the variation, following that of the factor 

— is slow in comparison with the variations of the cosine factor. 

The continuous curve of the figure corresponds to light from one side 
of the star and the extreme dotted curve on the right corresponds to 
that from the opposite side. Between these the sequence of dotted 
curves is drawn to represent the effect of light from intermediate points 
of the star’s disk. So long as the space between the successive crests is 
not filled, a drop in intensity will occur corresponding to the space 
between B and C in the figure, and the appearance will be that of 
rather diffuse interference bands. When the extreme dotted curve falls 
on the adjacent wave of the continuous curve no such diminution 
occurs, and the field of view is uniformly bright. Thus the limit occurs 
when the ray from one side of the star’s diameter produces a pattern 
with a central maximum overlying the first maximum from the centre 
of the pattern produced by the ray from the other side. The angle 
between the rays is thus equal to the angle made by rays at 0 to the 


normal to the slits, where 0 ~ 


X 

b 


The extreme rays may, however, be suf&ciently sejiarated to cause 
a pattern to extend out as far as D, i.e. the position, may be at the 
central maximum due to rays from the other end of the diameter. In 
this case uniformity will appear when 'D falls at E, and in that casc! 


0 


2x 

1 ' 


A similar argument shows tiiat other conditions for uniformity 


are 


:u 4x 
b’ b’ 


etc. 


Thus, if it be possible to vary the distance, 6, the fringe pattern 
produced by a star which subtend-s an angle, 0, at the instrunuaii will 

become uniform for tluj .smallest separation, b, given by h and 


as b is increaseid the fringes will reapptsar, disappearing for values of 
2X 3X 
i) ’ 0 * 


b 


ett;. 


No account has boon taken of the fact that the star’s disk is circular, 
the above results are for sources in the form of a slit. In the case of 
a ciroio, tlu; central strips contribute more light than the outer ones 

1'22X 

and the first disappearance occurs when 0 == ^ « 

In order to illustrate these points experimentally, two parallel slits 
about I mm. wiflo may bo cut with a razor edge in a piece of cardboard 
separated at a distance rather more than the length of the radius of 





ABVAKCIP PEAOTIGAL PHYSIOS SOB STUDENTS 

tlie object glass of tbe telescope used. Auotber way to obtain suitable 
slits is to paste a sheet of tinfoil on a plane sheet of glass and make 
parallel slits in the foil by means of the razor edge. It has been found 
that a telescope with a three-inch objective is a suitable one for this 
purpose. The slits should be mounted vertically to lie symmetrically 
across the lens. At some distance, as large as is convenient in the 
laboratory, an adjustable slit should be set up and illumimated by light 
from a strong sodium lamp, an intense source being essential. The slit 
should be viewed varying the width, if necessary, until the fringes 
appear and then observing the width of the slit when they disappear. 
The smallest separation of the slits for which this occurs corresponds to 

the case 0 = -• Each time the fringes disappear the width of the slit 
b 

should be measured as accurately as possible with a travelling micro- 
scope. If this width be at the first disappearance and D the distance 

between the source and the two slits, the angle, 0, is This should be 

equal to \ and for large openings the ratios should be an integral 
b 

multiple of this amount. The purpose of the experiment is to verify 
*^""6 relations. 


Subsidiary Maxima of a Plane Ditraciion Griatiiig 
In the ordinary use of the diffraction grating as in the experiment 
described earlier in this chapter, only the positions of the principal 
maxima are considered, and only Ihese are required. The elementary 
theory of the grating •refers only to these maxima and makes no 
suggestion of the fact that a sequence of lines of smaller intensity 
occurs between the different orders of the diffraction spectra, which 
consist of lines situated at the principal maxima corresponding to 
particular wave-lengths. 

The more exact theory shows that (N — 2) subsidiary maxima occui* 
between the principal ones in the case where the total number of 
rulings is N. The intensity in any direction, 0, can be obtained by a 
continuation of the procedure of the last experiment. Instead of two 
slits separated by a distance, b, the number is now IST and the total 
amplitude is obtained by adding the effects of all the spaces of the 
grating. These effects lag behind one another by the phase 
271: {a -f 6) sin 0 
X- 

where a ~ width of the grating space and b the width of the opaque 
element between the spaces. Thus the terms to be added are of the form 


sin 9 . r 2Tc^ 


27cp {a b) sin 0 "1 
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‘p having the values 0, 1, 2, . . . N. This summation has the amplitude 


where 



and 


On investigating the variation of the square of the expression it is 
found to have principal maxima in the directions given by the elemen- 
tary theory, but there are (N — 1) minima and (N — 2) subsidiary 
maxima between consecutive principal maxima. 


The magnitude of 


( sin (p\ 

^ ) 


varies slowly with 0 in comparison with 


the variations of the other factor, so that the variations observed are 
due to the second factor. The purpose of the experiment is to deter- 
mine at what values of 5 the subsidiary maxima occur. 

In the case of the usual diffraction grating with a large number of 
Hues, these maxima cannot be observed on account of their close 
packing, but gratings of a few elements, i.e. of the order of 10, can be 
used to demonstrate their existence. 

A convenient grating is made by ruling clear strips on a surface 
silvered mirror and using it as a transmission grating. It is mounted 
_in a cell clamped to a stand on an optical bench, and the number of 
elements exposed is varied from tvx) upwards by arranging an adjus- 
table aperture, F, in front of it. 

An intense source of monochromatic light should be used, and it 
may conveniently consist of a slit illuminated by a lens condensing 
light from a sodium lamp. A second lens is used as a collimator to 
produce parallel rays of light from the slit. The grating is placed in 
the parallel beam and the diffraction pattern is observed by a telescope 
formed of an objective of about 30 cm. focal length and an eyepiece 
mounted to move by means of a micrometer screw perpendicular to 
the axis of the telescope. By this means it is possible to measure the 
small angles of diffraction in this experiment; the ordinary spectrometer 
method would not be suitable. 

It is important to get the axes of the collimator and telescope 
coincident in order to avoid aberrations as much as possible. It is 
sufficient to arrange the axes parallel to that of the optical bench. The 
collimator can be focused for parallel light by means of a telescope 
already focused on infinity. 

The apparatus is arranged as illustrated in fig. 254, the eyepiece, E, 
being focused on the image of the slit after setting the collimating 
lens, C, to produce a parallel beam. The mountings on the bench may 


be used to carry the apparatus, and there is usually a micrometer 
mounting carrying the eyepiece. 

An examination of the spectra should first be made beginning with 
the exposure of two slits in the grating, G. The appearance will be 
that of the last experiment consisting of rather difluse interlerenco 
fringes, but on exposing three or more slits sharper spectra appear 
with subsidiary maxima between the bright successive orders. The 
spectra may be made sharp by rotating the gi-ating to and fro in order 
to bring its lines parallel to the slit, or, if it is more convenient, the 
slit may be rotated. It should be noted that the number of subsidiary 

maxima is two less than the number of elements exposed. 


G 



Fig. 254 

In order to make a quantitative examination, a convenient nunibor 
of grating elements to use is six. This part of tlie work consists in 
verifying that the subsidiary maxima correspond with those of the 
expression 

8in2 6S 


Let the position of the central image occurring in the focal plane of 
the telescope objective be taken as the origin and let the lateral distance 
of any point from this origin be denoted by x. The angle, 0, which 
measures the inclination of the diffracted ray to this point to the 

central ray, is small, so that ^ where /is the focal length of the 


lens, and sin Q~ 


Thus 


7 * 


TT {a + h) sin 6 _n (a -j- 6) x 


— A.r, 


where A is a constant. This constant may be determined from the 
position of the principal maxima for in these cases S — tc, Stt, etc. 

If the positions of as many of these maxima as possible be located 
on either side, S can be determined for each and an averages value for 
A obtained. The positions of the subsidiary maxima should now be 
located on either side. If this is done for the range extending to two 
orders, sixteen readings will he obtained. By arranging these in two 
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columns side by side, one for the readings on one side and the other 
for readings on the other, the differences taken horizontally will give 
twice the corresponding values of cr. 

A curve y == should then be plotted over the corresponding 

sin^ 8 

range, i,e. from S == 27r on one side of the origin to S = 27 t on the other. 
Locate the subsidiary maxima and compare their positions with those 
determined in the experiment. 



Fig. 255 


In order to avoid magnification in the direction of the lines without 
destroying the lateral magnification, a cylindrical lens should be used 
as the eyepiece. The most suitable form of pointer in tliis case is a 
virtual one formed by the image of a fine slit thrown centrally in the 
field of view of the eyepiece. A diagram of the arrangement is shown 
in fig. 255. 

M is a piece of cover glass attached by soft wax or Plasticine to the 
cylindrical lens, and light from a fine slit in L is partially reflected by 
it into the eye at E. As the lens moves across the field of view the 
image of the slit maintains the same position relative to the lens, and 
thus serves as a fine pointer without any distortion or magnification 
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such as would occur with a cross-wire placed to coincide with the. 
image. Care must he taken to avoid parallax between the virtual 
pointer and the image of the diffraction pattern. 

Distortion and spherical aberration must be avoided, and stops should 
be provided to limit the lens surfaces exposed. 

Polarization by Reflection. Verification of Brewster’s Law 
When light is reflected from surfaces the reflected beam is partially 
polarized, that is to say, that the transverse vibrations constituting 
the light have, on the whole, a greater component in a particular 
direction than in any other. 

Ordinary light is supposed to consist of a transverse vibration which 
changes its direction in space, though of course, always in the wave- 



front, so rapidly that on the average in any appreciable interval of time 
the component in one direction is the same as that in any other. 

The reflected light has lost this property and is polarized so that 
it has a greater component in one direction. This direction is normal 
to the plane of mcidence. 

The transmitted light has a greater component in the plane of 
incidence. 

In the diagram (fig. 266), a ray, SA, is represented as being reflected 
at a glass sheet, MM, so that AB is polarized. In order to test the 
polarization the ray is received in an analyser, which in some instru-. 
ments consists of a Nicol prism. This is a prism of Iceland spar whicJi 
is cut into two along a diagonal plane and cemented together with 
Canada balsam. Iceland spar has the property of dividing a ray of 
light into two rays refracted in different directions and one polarized 
perpendicularly to the other. The layer of Canada balsam serves to 
reflect one of these rays to the side of the prism where it is absorbed by 
the blackened walls of the case, and the other ray is transmitted. 
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In this way the emergent beam is made to consist of light vibrations 
all in one direction. Incident light with its vibrations in this direction 
passes through the Nicol, while if the vibrations are perpendicular to 
this direction the light is unable to get through. Light with vibrations 
in any intermediate direction has only the components parallel to the 
direction of transmission passed on. 

The vibrations transmitted are parallel to the shorter diagonal of 
the end of the prism. 

On examining AB with this prism, it will be found that as the prism 
is rotated there is a change of intensity in the transmitted light. This 
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means that AB consists of vibrations, with the components in one 
direction greater than in another, or it is partially polarized. 

On altering the inclination of MM the alternations can be varied in 
extent, and in one position the change from brightness to darkness is 
a maximum. The angle of incidence when tMs occurs should be noted 
by the heljj of the scale of angles attached to MM. Theoretically, the 
light should be completely polarized in one position, so that for one 
particular setting of the Mcol darkness should be complete. In 
practice, it will be found that the light is not quite ail cut out, though 
with care, a position wiU be found when this is very nearly true. The 
apparatus is represented diagrammatically in fig. 257. 

Brewster’s law is that for complete polarization 
tan i = (A, 

where i is the angle of incidence and p. is the refractive index of the 
reflecting material. 
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This law should be verified. It will be found best to allow liglit 
from a window on the opposite side of the laboratory to tall on MM, 
and to adjust for the maximum effect, and afterw'’ards to sot up a 
sodium flame as at S, and make the exact adjustment. 

In another form of apparatus the Nicol is replaced by a second glass 
plate which can be rotated about the direction, AB, as well as iiuilinod 
at different angles to the horizontal. 

When the mirrors are parallel the polarized light in A.B is readily 
reflected by the second mirror, while on rotating it through a right 
angle from this position about AB this polarized light will not be 
reflected. 

We shall thus obtain alternations in intensity on rotating the mirror 
about the vertical axis, and there will be a maximum effect for a 
particular inclination of MM, in which case tan j = g. 

Eotation of the Plane of Polarization, Laurent’s Saccharimeter 

The essential parts of the saccharimeter are two Nicol prisms, Nj 
and Ng, illustrated in fig. 258, one of which serves to polarize a beam 

* 0 /SJ 0 /S7 D 

L Nj H Na E 

Fiq. 258 

of light passing through it while*the other analyses tho transmitted 
beam and detects its f)lane of polarization. These Nicola are spoken 
of, respectively, as the polarizer and analyser. 

When Nj, has reduced the light vibrations to a particular direction, 
viz. parallel to the short diagonal at the end of tho prism, all tho liglit 
transmitted by N^ can pass through if Ng is oriented exactly in the 
same way as i.e. if its shorter diagonal lies parallel to that of Nj, 
and its length lies parallel to that of Nj, We are here neglecting the 
diminution of intensity due to absorption, which always goes on, since 
actual bodies are not perfectly transparent. We mean that no liglit is 
cut out in this case on account of polarizing effects of Ng. 

In this position the Nicols are said to be parallel. If, however, Ng 
is turned from this position through a right angle, no light from Nj can 
get through Ng, since Ng is now so oriented that the light vibrations 
falling on it are in a direction perpendicular to its short diagonal, and 
such vibrations are not transmitted. 

In this position the Nicols are said to be crossed. 

Certain substances like quartz, and solutions like that of sugar, 
possess the property of rotating the plane of vibration of light as it 
passes through them, so that if N^ and N^ are crossed when the active 
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substance is not placed between them (in which case no light will get 
through hTg)) inserting the active material, on account of the change 
in direction of the vibration, some light will pass through Ng- 

It is found that a rotation of Ng in one direction or the other will 
bring it into a position when the light is once more stopped. This 
shows that the light is still polarized, but its vibrations have changed 
direction in traversing the medium. We ought, therefore, to be able 
to measure the amount of this rotation by measuring the angle through 
which Ng is turned; but, unfortunately, Ng can be turned through an 
appreciable angle when the light is cut out without any apparent return 



of the light. This lack of sensitivity is overcome in the saccharimoter 
by a special device. 

Just m front of the polarizing ISTicol on the side towards the analyser, 
is placed a semicircular sheet of quartz cut parallel to the optic axis. 
The complete circle is made up by a semicircle of glass of such thickness 
tliat it absorbs the same amount of light as the quartz. The position of 
this circle is at H, and it covers the open end of Nj completely. 

When the light falls on the quartz it is separated into two com- 
ponents, polarized normally to one another, which travel through the 
quartz with different velocities. Let one component be represented 
by 01 and the other by OQ just as the light reaches the quartz plate, 
these arc the components of a vibration along OR. It is here supposed 
that the vibration at 0 takes place in the direction, OR, so that its 
component directions are OQ and 01. As the disturbance passes 
through the plate there will be a gradual change of phase between 
these components on account of the differing velocities of transmission. 
After a time the disturbance will reach a point in the plate where one 
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component displacement is along 01 wliile the other component is 
along OQ ' . These combine to give a displacement OR ' , 

The quartz plate is cut so that, as the disturbance just leaves the 
plate on the other side, this difference of phase exists between the 
components. The difference is one-half of a period, and iiie plate is 
called a half-wave plate or half shade. 

Of course the light which traverses the glass side proct^cds uiidis- 
turbed, and its oscillations are still along the direction, Ml), shown in 
the upper part of the diagram, parallel to OR. 

If Ng receives this light when its short diagonal is at right angles to 
OR' this component is not transmitted, and no light from the quartz, 
side gets into the eye, while part of the component OR gets through 
and the glass side appears illuminated. Generally, light passes in from, 
both sides of the plate, but both sides are not equally illuminated. 
When both sides present the same illumination the principal plane of 
the Nicol is either along AB or normal to it, for it is clear that in 
either of these positions the components transmitted are the same for 
both sides. 

It happens that the eye can readily detect a change from the equality 
of illumination in both halves of the field, particularly if both halves 
are equally dark, i.e. when the Nicol is so placed that the smaller 
components are transmitted. 

If the Nicol is set for equal illumination on both sides, and an active 
substance is interposed, it will be necessary to rotate the Nicol to find 
once more the position of equal intensities. The amount of rotation 
measures the angle of rotation of the plane of polarization. 

Another common method of bringing about an incroaso in, sensitivity 
is to use the biquartz. This consists of two semicircular disks of quartz 
fitted together to form a complete circle. One of these rotates the 
plane of polarization of the incident light in a clockwise, and the other 
in a counter-clockwise direction. The amount of rotation unit 
thickness varies with the colour of the light. For a particular thickness 
the rays from a sodium flame will be turned in opposite directions 
through a right angle, so that if the short diagonal of the Nicol lies 
parallel to this direction the yellow rays get through, and if the diagonal 
is perpendicular to this direction these rays are cut out. 

When white light is used it is robbed of the yellow constituent when 
the Nicol lies in this latter position, and the colour observed is greyish 
and is called the tint of passage. 

It is easy to detect a slight change from this uniform colour, for 
an appreciable change takes place to a partly blue and partly red field, 
one colour belonging to each side. 

Let LMNS denote one end of the analysing Nicol, and let XJV denote 
the direction of vibration of the Hght. 

This light will be out out if MS— the shorter diagonal — lies normally 
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to UV. A small rotation of MS counter-clockwise will bring it into 
a position to cut out the light and so will a larger rotation in the 
opposite direction, the sum of these rotations being 180°. 

It is thus not easy to decide which way the plane has been turned. 
But if two lengths of the rotating substance be used, one slightly 
longer than the other, the rotation for the longer must be greater than 
for the shorter. 

The direction of rotation of MS which shows a larger angle in the case 
of the longer is the direction in which the rotation has taken place. 

Tubes of glass with carefully worked end-pieces are used to carry 
the solution to be examined. The ends are held in position by metal 
caps screwed against them. It is necessary to have rubber washers 


M 



between the glass ends and the tube to avoid strain when screwing up, 
for a strained end will produce rotation. 

Find the amount of rotation for a solution •of sugar in water and 
deduce its specific rotation. This quantity is defined to be the amount 
of rotation produced by one decimetre of solution divided by the 
weight of dissolved substance in unit volume. 

Let w gm. be dissolved in 100 c.c. and suppose a length, I cm., pro- 
duces rotation, 0. The specific rotation is 


10 ^. 


looof. 

100 Iw 


Repeat for various strengths of solution, and for different lengths 
of tubes. 

When several tubes are obtainable, it is interesting to observe the 
effect of causing transmission through different lengths of a solution 
of a particular strength. 

By this means it may be verified that the amount of rotation is 
proportional to the distance traversed by the light in the solution. 

Another instructive experiment is to make solutions of different 
known concentrations, which may be measured by the number of 
grammes of substance dissolved in 100 e.c. of solvent, and to measure 
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the amount of rotation in traversing a particular distance through 
the solution. A curve showing the relation between the rotation and 
concentration should be plotted. 

The Li'ppich Polarizing System 

In modern polarimeters the half shade is replaced by a more con- 
venient method of dividing the field. In one type of polarimeter 
the field is divided into three parts (fig. 261), the two outer similarly 
illuminated for all positions of the analysing Mcol and the central 
portion, which may be differently illuminated from the neighbouring 
regions and which has to be matched with the outer parts of the field. 

The mode of producing the divided field is illustrated in fig. 262. 
N is the polarizing Mcol and LL are two small Mcols fixed in position 
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and mounted in a brass cylinder in front of N. The directions of 
vibration of the light fjmerghig from the cylinder and falling on the 
optically active substance are represented by the arrows, I, ti, L The 4 

central portion passes through the Mcol, N, only, while the outer parts 
pass through N and L. #i 

When the analyser, M, is turned so that it transmits vibrations along !" 

a direction bisecting an angle between n and I, the whole field is 
uniformly illuminated. For all other positions of M the field is not 
uniform. j 

Thus, to measure the amount of rotation of any substance placed 
at A, the analyser is first put into the position corresponding to uni- 
formity of field. The substance to be examined is then put into position 
and M again rotated until the field is once more uniform. The angle i 

of rotation measures the rotation due to the active substance. ; 

The optical system by which the field is examined is not shown in 
the diagram. It lies to the right of M and is focused on the plane ^ 

through the right-hand ends of the Meols, LL. This system has the 
advantage that it is suitable for the examination of all wave-lengths, 
whereas the half shade has to be constructed for one wave-length only. 

Fig. 261 shows at OCO how the field is divided into three parts. 
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The Half Shadow Angle 

The variouB devices employed to enable accurate observations to be 
made in polarimetry, which have been described, produce two beams of 
polarized light with vibrations in directions inclined to one another. 

In the Lippioh system we have denoted the two directions by I and n. 

In fig. 263 these directions are denoted by Bl and Bw respectively, 
and the angle between them is 20, This angle is called the ‘half shadow 
angle’, and the magnitude of this angle has an important bearing on 
the question of sensitivity. 



Suppose that BC bisects the half shadow angle, and that DBE 
denotes the direetion of vibration of the light which traverses the 
analyser. 

When this lies at right angles to BC the intensities of the two beams 
are equal as seen through the analyser, for the components of the 
displacements transmitted, viz. BF and BG, are equal, and the 
intensities are in the ratio 

BF2:BG2. 

Suppose the analyser is turned through an angle, «. 

Then the transmitted components are 

Bl cos ZBE' and Bn cos nBD', 
or Bl sin {0 — a) and Bw sin (6 + a). 

Thus the ratio of the intensities is 

sin^ (0 — a) : sin** (0 -f a). 

In photometric work it is assumed that the eye can detect a difference 
of intensity of 1 xjer cent. 

Tims, if we regard 0 as a given angle, we may say that the change in 
setting of the analyser of the amount, a, will just be detected when 

sin** (0 ~ a) = 0-99 sin^ (0 + a). 

From this equation it follows that when a is a small angle, so that 
we may write 

sin a = oc and cos a == 1, 
a ~ 0-0026 tan 0. 
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If a has a small value the apparatus is sensitive, and it would appear 
that the sensitivity is improved by making 0 as small as possible. 

But as 0 gets small, diflSculties arise on account of the fact that 
the light is never plane polarized in practice, but is always ollipticaliy 
polarized, and 0 may not be indefinitely diminished. 

Polarimeters are usually fitted with a small movable arm projecting 
from the tube which carries the polarizer. This arm carries an index 
mark which moves over a scale. By means of it the polarizing Nicol 
can be rotated so that the half shadow angle can be adjusted within 
limits. One form of the apparatus is illustrated in fig. 264 (at p. 1) . 

The sensitivity is thus to some extent under the control of the 
observer, who will discover, as he becomes familiar with the instrument, 
the best adjustment for sensitivity which suits him. 

The reader may be referred for a more detailed and complete account 
of all these questions to the article on Tolarimetry’ in the Dictionary 
of Applied Physics. 

iSoleiVs Cennpenaator 

Sometimes the saocharimeter is fitted with a piece of apparatus con- 
sisting of two quartz wedges. This is known as Soleil’s compensator. 
Big. 266 illustrates the apparatus. The wedges are ABC and BEF, 

F E 
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and these are mounted in metal holders which can be mo ved by means 
of a rack and pinion, so that the wedges are carried in either direction 
parallel to AC or DE. 

Thus, if a ray of light is passed perpendicularly to AC, it is possible 
to place varying thicknesses of quartz in its path. The quartz wedges 
are cut so that the optic axis lies perpendicular to AC and DE, and 
polarized light passing through them suffers rotation of its plane of 
polarization. 

The amount of rotation can be varied by moving the wedges by 
means of the rack and pinion. 
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The quartz wedge is placed just in front of the analyser. 

An index mark moves along a scale as the wedges are displaced, 
so that a record can be made corresponding to each thickness of quartz 
interposed. 

The analyser is first rotated until, with the quartz wedges occupying 
a convenient zero position, the field is equally dark on both sides, 
supposing that the polarimeter is fitted with a half shade. The quartz 
wedges are then moved a small amount by the rack and pinion, and 
the amount of rotation of Ng necessary to restore the uniformly dark 
field of view is recorded. 

By making a number of observations a curve can be plotted which 
shows the rotation corresponding to the various dispositions of the 
wedges. 

When light has undergone a rotation before passing through, the 
wedges, this rotation may be counteracted by interposing the correct 
thickness of quartz. 

Thus, suppose the Nicols and quartz occupy the zero position 
described above, and that an optically active material is interposed, 
the rotation resulting may be counteracted by displacing the quartz 
wedges either so as to increase the thickness traversed or to diminish 
it. When the appearance in the analyser is the same as that of the 
zero position, we know that the wedges have caused a rotation equal in 
magnitude, but opposite in direction to that of the active substance. 

Thus by observing the record opposite the index mark we can deduce 
the amount of rotation due to the substance. 

In plotting the graph, rotations in'one direction will lie on one side 
of the origin up to 180°, while those in the othar direction will lie on 
the other side up to 180°. 



CHAPTER XIV 


PHOTOMETRY 

Introduction 

The light emitted from a small source is absorbed very little by^ the 
air through which it passes, so that we may say that any surface, 
surrounding the source completely, will receive the same total amount 
of light. 

Let tliia total amount be denoted by M, 

Imagine a cone with its apex at a small source of light and let its 
solid angle be o>. All surfaces receive the same amount of light on the 
parts lying within this cone. 

Ifo) is small, say Sco, the cone may be regarded as defining a particular 
direction, and the intensity will be regarded as the same for all rays 
within this cone. If 8L denote the total amount of light emitted within 
this cone per second, we write; 8L = KSw. 
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This equation defines K, which is sometimes called the ‘candle power’ 
of the source. 

In general, K is dependent upon the direction, but when K is the 
same for all directions 

M.=:4tcK, 

where M is the total amount of light emitted per second by the source. 

Let the small cone cut a surface in the element, SS, and let the mean 
direction of this cone make an angle, 6, with the normal to SS. 


Then 

and 


SS = 


SL = 


cos 0 
K cos 6 
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Tlie intensity of illumination is defined to be the amount of light 
falling on unit area per second, 

T- SL K cos 0 

i.e. f — ra = — • ■ 

Sb H 

Tlie iat(}nsity, I, varies inversely as and directly avS cos 0. When 
I is the same for two similar surfacses they appesar to tlie eye to be 
equally bright, and on this principle the usis of photometers depends. 

The efficiency of a source of light may be defined as the ratio of K 
to the material or eneigy consumed per second. 

The average candle-power, in the case when K is not constant, 
divided by the amount consumed per unit time is called the mean 
spherical efficiency. This term is employed because the average value 
M 

of K is defined as , and this denotes the average amount of light 

falling on 1 sq. cm. of a unit sphere placed with its centre at the source. 
The efficiency of a candle is 

K “ weight of wax consumed per second, 
of a gas flame 

K cubic feet of gas consumed per minute, 
and of an electric lamp 

K -r watts supplied to it. 

The watts are measured by the product, volts x amperes, one watt 
denoting the rate of working when current of one ampere falls through 
a potential difference of one volt. 

The unit in which K is measured is the candle-power of a standard 
candle in a horizontal direction when the flame is 50 mm. high. 

If another source is used and compared with the standa-rd, the two 
are adjusted to the same height and placed at such distances, 'i\ and jg, 
from a conveniently placed screen that each makes it appear equally 
bright. In this case by what has been said above concerning intensity 
we have 

Kj cos d Kg cos 0 

= — ; — ~ — 

since the angles are the same. If Kj is the standard candie-power its 
value is unity, and, 

■■ ^='. 1 .. ' 

V 'V* 

It is assumed that the student is familiar with the simple forms of 
photometer such as Rumford’s and Bunsen’s. It is difficult to make 
accurate comparisons of the illuminating powers of sources with these 
instruments. 
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We sliall be concerned cMefly 'with the more accurate types of 
instruments in this chapter. Even "with these, care and practice are 
required, but a sldlied observer can obtain accurate results. 

The Efficiency of Sources of Light 

Take a gas-burner provided with an indicator registering the quantity 
of gas supplied, and adjust the flame until it stands at the same level 
as a candle flame and the grease spot of a Bunsen photometer. 

The candle may be taken as the standard with the valu(3 ol K unity, 
and it must be shielded from draughts and must burn steadily. 

Determine K for the flame corresponding to different rates oi supply 
of gas, by adjusting the distances between the sources until the 
photometer screen appears alike on both sides. 
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Plot a curve showing the relation between the efficiency and the 
supply per hour. 

It will be found that the efficienoy increases with the supply up to 
a maximum and then diminishes. 

It is most economical to adjust the supply to the value appropriate 
to the maximum. *■ 

We may similarly measure the efficiency of an electric lamp. Arrange 
the lamp, L, on the same level as the grease spot and candle flame as 
before, and measure its candle-power when the current is supplied at 
different voltages. 

Fig. 267 illustrates the arrangement of apparatus. 

V is the voltmeter joined to the terminals of L, and A measures the 
current in amperes. The resistance, E, is adjustable and is used to 
vary the current supplied to the lamp. The power is obtained by 
connexion to the main through a plug. A convenient voltage is 100 volts. 

Plot a curve sho-wing the variation of candle-power with rate of 
supply of energy as measured in watts. 

The Flicker Photometer 

One form of this instrument is illustrated in figs. 268 and 269. The 
essential part consists of a white wheel, W, of which the edge is about 
1 cm. wide, and is cut to the shape of a ridge running spirally. This 
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is shown at RR, in fig. 269. The wheel is mounted in a box, black on 
the inside, provided with a rod, so that it may be supported in the 
carrier of an optical bench. 



within the box, which is wound up by the key, sK. 


}!;■ . Fig. .269 

i; ^ . The two sources to be compared are placed one on each side of the 
r " apparatus. These are earned in stands on the bench, so that the dis- 
( ; tanees from the wheel are measured accurately and their heights are 

s ; - ^adjusted with the aid of two lenses fixed on the box. 
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The small doors, EF and GH, are closed, and the lenses used to 
throw an image of the sources on marked points, P aiul P, on the 
doors. When the images fall on these points the heights of the sources 
are correctly adjusted. 

The edge of the wheel is observed by means of an t!!y<^pieco, J, and 
usually unequal parts of the edge are seen on the two sidtis. When the 
wheel rotates the widths of these vary, and unless the ijhmnnation is 
equal on both sides a flickering effect is observed. II the illumination 
is the same on each side the ridge character disappears. 

The sources are moved to or from the apparatus until the flitskor eflect 
ceases, when the illuminations are equal, and if and represent 
the illuminating powers of the sources, and r j and r^, their distances 
from the wheel, we have 



The distances should be measured from the middle of the wheel. It is 
not easy to decide when the flicker ceases, and the degree of accuracy 
obtainable is not very high. 

Compare in this way a standard candle and a lamp. 

Guild’s Flicker Photometer 

The great advantage of the flicker photometer is that it makes it 
possible to compare sources of different colours with a considerable 
degree of accuracy. But it has been found that certain conditions must 
be satisfied, and standard conditions are recommended by 8j)eciali8t8 in 
this branch of physical measurements. The conditions necessary to 
ensure that the flicker photometer measures the true brightness are 
that the illumination should be high and the field ‘of view small. 
Further, this small field of view should be surrounded by a larger field 
which is maintained at a steady brightness approximately equal to that 
of the small flicker field. 

Thus the standard conditions recommended are that the angular 
diameter of the flicker field should be 2° and the field brightness that 
of a surface of magnesium oxide under an illumination of 25 metre- 
candles. The surrounding field increases the comfort and ease of the 
operation. Guild has described an instrument {Jour, Sc. Instruments, 
I, p, 182, 1923-4) designed for use with sources of different colours 
which fulfils the conditions required for accuracy in its use. A modifi- 
cation of some parts of the original apparatus is described here, 

A rotating disk, AB (fig, 270), made of two sectors cut accurately 
at 90° is mounted on pivot bearings and is driven by a belt from a shaft. 

One face of the disk receives light through an opening, Oj, on tlie 
right of the box, situated so that its centre is at the level of the axis 
of the disk, and as the disk rotates an alternating field is j)rovided. 
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There is a similar aperture, Og, on the left, which lies above the 
driving shaft and pulleys and admits light which is reflected by a 
45“ prism, P,|on to a screen, S, coated with magnesium oxide, which 
scatters the rays falling upon it. The screen is viewed alternately vdth 
the rotating sectors as these cross the line of sight, ES. The holes, BE, 
are just large enough to allow the essential rays through to the sighting 
instrument. Scattered light must be prevented from reaching the 
com|Kirison surfaces which should appear black when the sources are 
cut off. The sighting tube provides a large steady field round the 



central flicker field, consisting of a hemisphere of 9 cm. diameter, with 
a conical tube carrying an eyepiece, E. A small hole, K, 8-7 mm. in 
diameter, bounds the flicker field, and with a total length of sighting 
tube of 24 cm. the angle subtended at E by the flicker field is 2". 
A side tube, L, carries a 4-volt lamp behind an opening, M, covered 
with a diffusing medium. The interior of the sighting tube in front of 
M is coated witli magnesium oxide. 


Method of Use 

In this type of photometry a substitution method must be followed. 
This means that a lamp is kept fixed on one side for comparison with 
the two lamps to be compared which are placed in turn on the other 
side. If the distances when matching occurs are d^ and d^, measured 

^2 

from the two lamps to the sector plane, the ratio - A. gives the intensity 
ratio. 
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Since sensitivity dimimslies at high speeds of rotation, the speed of 
alternation should he reduced to the minimum at which a position of 
no flicker can be found. The best speed has to be found for (iach 
measurement, since the critical speed is higher the greater the difference 
in colour of the alternating fields. 

Settings should be made by passing one of the sources to and fro 
through the position of no flicker reducing gradually the amplitude of 
the movement. This is more sensitive than the method of making a 
gradual approach to the final position. It is convenient to keep tlic 
comparison lamp and photometer fixed and to move the lamps to bo 
compared in the way described. 

In order to make the initial adjustment of brightness, a lamp of 
known candle-power should be placed to give the standard illumination 
of 25 metre-candles on the sector. The comparison lamp is then put 
into the position where it produces no flicker. The surrounding field 
is adjusted to equality with the small field as nearly as possible by 
means of the 4- volt lamp. 

If these points are attended to, an accuracy of 1 per cent can be 
obtained even though wide diflferences of colour in the sources occur. 

The Lummer-Brodhun Photometer 

This is one of the most accurate photometers. It is illustrated in 
fig. 271, and consists of a box, LMNO, containing the prisms, I?j, A, 
and B, by means of which light is reflected and transmitted into the 
telescope, T, placed at 45° to the sides of the box, with its object glass 
in one corner. • 

The two sources to Jje compared are at and which light 

falls on the slab, DD, which consists of magnesium carbonate. Prom 
the diffuse sides of the slab, rays are scattered and absorbed by the 
sides of the box, except those that cut the sides of and Po normally. 
These are reflected by the hypotenuse faces into the two right-angled 
prisms, A and B. 

These prisms are the principal part of the apparatus. 

The hypotenuse of A is rounded off, except for a circular central 
portion which is placed in optical contact with the largo face of B. 
The reason for this is that rays of light may pass from A to B a,t this 
junction just as if the prisms formed one solid modimn, Kays falling 
on other parts of the hypotenuse faces are totally reflected. 

In this way rays from Pj pass on through B, forming the central 
bundle of rays in tbe beam emerging from the right and entering T. 
The rays outside this circle are reflected and are absorbed by the sides 
of the box. In the same way, rays from P^ are reflected outside the 
circle, while those falling on the circle are transmitted. Tims the field 
of view of the telescope is illuminated by a central circle of rays, 
originating at while the outer rays come from 8^. Generally, these 
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two parts will be of different brightness, and on moving or Sg, the 
two parts may be made equally bright. The eye ean judge this easily 
and readily appreciate a slight deviation from equality. It is on this 
fact that the sensitiveness depends. 

From DD, both sets of rays follow similar paths and light is absorbed 
equally. When the field of T is uniform, the slab is illuminated equally 



on both sides. If Lj and Lg denote the illuminating powers respectively, 
and and dg denote the respective distances from DD, we have 

42 d / 

Thus any two sources may be compared with accuracy. 

Compare two sources as in the last experiment. 

In order to eliminate errors arising from inequality of the reflecting 
power of the two surfaces of the slab and a possible difference in optical 
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paths, DPjA and DPg’B, it is usual to mount the box, LNOM, on a 
central horizontal axis lying perpendicularly to Rea, dings are first 

taken with the telescope as in the figure, and then with the box, turned 
through two right angles so that the telescope lies on tlio left. 

The Nutting Photometer and its use for the Determmation of the 
Absorption of a Solution 

This photometer is an accurate instrument of a high degree of 
accuracy. It is based upon principles described by P, G. Nutting, but 
has been modified by Messrs. Hilger and Co., whose apparatus is hero 
described. 

It may be used in combination with the constant deviation spectro- 
meter (pp. 289 to 293), and the apparatus is illustrated in fig. 272 
(at p. 1) in the position ready for use. 
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The essential features of the photometer axe illustrated in fig. 273. 

The box, A, is of aluminium, blackened inside, provided with two 
small windows, Q and *Q', by means of which light is admitted along 
the two directions, QR and Q'S. • 

Light from a suitable source is deviated by two prisms, P and P', 
carried in the plate, C. On the plate a number is inscribed, indicating 
the distance that the source must be placed from it, in order that the 
necessary deviation may be produced. This distance is usually 19 cm. 

Behind the window, Q', lies a Nicol prism, Nj, which polarizes the 
light entering at Q'; hut behind Q in the form of apparatus shown no 
Nicoi prism is ifiaced. 

In another form a Nicol lies behind Q also, and its purpose is to 
counteract as much as possible the elliptic polarization that occtirs on 
reflection at the surfaces marked R and S. It is found tliat this is 
reduced to a minimum by a particular orientation of the Nicol. 

The prism, RS, is composed of three slabs, the two outer are alike 
and are cut at the ends, R and S, at an inclination of 45° to the length 
and to the incident light. 

Thus the beam, QRST, is totally reflected at .R and S, by these 
two end-faces. Between these slabs lies a central one of the same 
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composition and thickness cut at R at 45° lilce the others, but cut 
square at the other end, and projecting as the diagram indicates. Thus 
the central portion of the beam, QR, is totally reflected at R, and 
transmitted out at the other end, and is absorbed by the blackened 
walls of the box. The beam, Q'S, is totally reflected at the end, S, by 
the upper and lower slabs, and the light absorbed by the walls of the 
box, but the central portion is transmitted in the direction, ST, by 
the central slab. 

Thus a tripartite field is produced and may be observed from the 
end of the tube, P. The outer portions are illuminated by light which 
has entered at Q, and the central portion by light JErom Q'. 

The instrument is constructed and the prism and Nicoi, N, chosen 
to cause the light within the box to suffer approximately the same 
absorption along the two paths, QRS and Q'S. 

The tube, P, carries a second Mcol which is not shown, which acts 
as an analyser and which can be rotated by means of the divided metal 
circle, G. This circle carries two scales, one marked in degrees and the 
other giving ‘densities’, a term which will be explained below. 

When the instrument has no zero error the degree scale reads zero 
when both Nieols are parallel. In this case the light already polarized 
by Ni is transmitted by Ng, while the unpolarized outer portions of the 
field are polarized by IsTg in the same way as the central portion by 

Thus when there is no absorbing medium between the source and 
one of the windows, the field appears under these circumstances of the 
same intensity in the outer and inner portions, 

P also carries a condensing lens tirhich may be adjusted by the rod, 
R, projecting downwards from the tube. « 

The purpose of this lens is to converge the light so that on exit aU the 
light may enter the ijupil of a normal eye. This is an important con- 
dition wdth which accurate photometric apparatus must comply in 
order that intensity comparisons may be of any use. 

The rod carries a scale past an index mark in the slot, B, on which 
are engraved two sets of numbers which have to be associated in pairs. 
The upper scale records the distance of the source from the front of 
A in cm., and the number below this record on the lower scale denotes 
the maximum breadth of the source which is permissible if the photo- 
metric condition is to be satisfied. 

Beyond the circle, G, the tube carries a lens system which, focuses 
the light on to the slit of the spectrometer, and if it is desired to 
examine the field of view directly by eye an additional eyepiece is 
fitted into the tube. 

The apparatus requires careful adjustment which may be carried 
out as follows: 

Remove the prism from the spectrometer, illuminate the collimator 
slit, and place on the prism table a piece of plane mirror or a right-angled 
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totally reflecting prism, and adjust it until an image of the slit lies on 
the cross-wire of the telescope. Now place the source to bo used with 
the photometer at the distance from the collimator slit at', wliicii it is 
to be situated during the experiment, having regard to the pliotometric 
condition which limits the distance to some extent on a,coount of the 
size of the source. Adjust the source until an image of it lies in the 
centre of the held of view of the telescope, the coll im a, tor slit being 
now wide open and. the eyepiece removed from the tcileseope, so that 
the source appears to lie at the centre of the object ghiss. Slide the 
photometer into position with the end of the tube, jr, as nearly as 
possible 14 cm. from the slit, and with the window'-, Q' , directly between 
the collimator slit and source. Cover up the window, Q. 

Adjust the photometer by means of the three screws on which it 
stands, and by rotation about a vertical axis until the image of the 
source lies once more in the centre of the objective of the telescope. 

Place the plate, 0, into position at a distance of 19 cm. from the 
source. The distance between P and P' is 3-8 cm., so that by moving 
the source a distance 1*9 cm., it can be brought to lie opposite the 
middle point of PP^ and it should then be in the correct position. 

This may be judged first by observing if bright circular patches of 
light lie symmetrically round the windows, Q and Q' . 

Make sure that, with the rod, R, adjusted so that the index lies 
opposite the mark denoting the distance between the front of A and 
the source, the width denoted by the lower reading is greater than 
that of the source. If this is not the case the source has either to be 
displaced farther from A or diminished in size. Place the constant 
deviation prism and eyepiece of the telescope in position and adjust 
the spectrometer correctly for sodium light as indicated on p. 292. 
In doing this, a strongly coloured Bunsen flame may be placed just 
closer to C than the light source. 

Make the line as sharp as possible by rotating slightly the milled 
head at the end of F. 

Now remove the Bunsen flame and open the slit to let in a convenient 
quantity of light. It may happen that the central part of the field 
of view is slightly displaced -with respect to the outer parts. This is 
exaggerated in the upper part of fig. 274. This may be corrected by 
a further small rotation of the photometer about a vertical axis. The 
three parts of the field should be separated by fine dark lines. If these 
are too wide they may be made narrow by adjusting the base screws 
of the apparatus. 

Correction of Zero Error 

In practice, it is usually found that when the apparatus is set at zero 
the three parts of the field are not uniformly bright, and that the error 
is not the same for different wave-lengths. In order to correct for this. 
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tlie readings of tlie a.pparatus are recorded when the field is niiiform 
for different wave-lengths. A shutter eyepiece is fixed to the telescope 
to cut down the light except over a narrow central strip, the wave- 
length for which is recorded on the drum. When the central portion 
is the brighter, rotation of the analyser cuts it down, and the readings 
on both sides of the zero are observed and the mean taken for a aeries 
of different wave-lengths and a curve plotted, showing the relation 
between error and wave-length. 

These readings are observed on the degree scale or density scale as 
may be required. 

If the central part of the field is the darker it is not possible by 
merely turning the analyser to bring about uniformity. In this case 



a weak absorber, e.g. a plate of glass, is put into the path of the beam 
Just before it enters Q. The thickness is chosen so that in the zero 
position the central field is just stronger, when the correction may be 
made as before. This should not often occur because the instrument 
is made so that the central portion is brighter than the outer, so that 
as the apparatus deteriorates with time, the central portion may still be 
the brighter and the interposition of the weak absorber may be avoided. 

The substance of which the absorption is required is placed in the 
path of the light before it enters Q. 

In the case of a hquid it is necessary first to measure the absorption 
of the vessel containing it. 

The observations consist of noting the readings on the scale, G, when 
the field is uniformly bright for both directions of rotation of G. 

Let !(, denote the intensity of the light entering at Q', and let I 
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denote the intensity of that which enters at Q. Th(5 density scale 
records the values log ^ , i.e. the logarithm of the ratio of the intensity 

of the light entering the medium to that transmitted by it. 

If tills number be divided by the thickness of the materia! traversed, 
a quantity known as the ‘extinction coefficient’ is obtained. 

Let a denote the amplitude of the polarized light transmitlrcd by 
Nj and suppose that the analyser is turned thrmigh a,n angle, 0, from 
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the position in, which it is parallel to Nj. The amplitude of the vibration.s 
transmitted by the analyser is therefore a cos 0. 

When the field is uniformly matched the intensity is I, and hence 

1 a® cps^ o’ 

1 

log Y ~ logsec2 6. 

This shows the relation between the density scale and scale of degrees. 
A solution which gives a characteristic absorjition curve is one 
of eosin in alcohol. Eosin may be obtained from a bacteriological 



PHOTOMETBY 


425 


laboratory and the solution must be very dilute, or so much, absorption 
takes place that the transmitted light is very feeble. 

Carry out the determination described above and plot on the same 

curve the values of the ‘density’, log yj ^be corresponding wave- 
lengths, for the zero error, for the vessel alone and for the vessel 
and solution. 

I 

From these it is possible to obtain the value, log y for the solution 
alone. 

Fig. 275 shows the result of an experiment with eosin. Sometimes 
the variations occur very rapidly and a curve is obtained like that 
drawn in diagram 274. Unless frequent observations are made in the 
neighbourhood of AB the variations at C and D may be missed. 
Whenever the curve shows any sign of change the neighbourhood where 
this occurs must be examined with care. 


It may not be necessary to determine exactly the value of log 


I'o 

I 


for the solution, and in this ease it is sufficient to make the zero 


correction and that for the containing vessel together, the whole 
appearing as a coml)ined correction curve. 
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SOUND 

To Find the Ei:eg,ia[ency of a Note by means of the Siren 
In this instrument a musical note is produced by puflu oJ: air following 
one another in rapid and regular succession. The series of puifs is 
produced by blowing air through a number of holes in a rapidly 
rotating plate. 

The diagram (fig. 276) illustrates the instrument. It consists of a 
cyhndrical metal chamber provided with a tap tlirough which air can 




be blown. In the upper end is cut a series of holes lying regularly 
spaced on a chcle with its centre on the axis of the cylinder. Above 
this lies a circular metal disk provided with a similar series of holes 
which fit above the former. The disk is mounted so that it can rotate 
about the axis of the cylinder and so alternately cover and expose the 
lower series of holes. 
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The two series of holes slant in opposite directions as the figure 
shows, and when a current of air is blown into the chamber and the 
disk given a slight rotation, the puffs of air on escaping produce a 
pressure which drives the disk. 

By adjusting the influx of air the regularity and speed can be 
controlled so that notes of varying frequencies can be produced. If N 
is the number of revolutions made by the disk per second, and the 
number of holes is n, the frequency is Nw. In order to measure the 
number of revolutions the disk is provided with a metal bar provided 
with a screw at one end, which works two dials, one registering units 
and tens, and the other hundreds of revolutions. 

This form of apparatus is due to Cagniard de la Tour, but it has 
the disadvantage that the speed can only be increased with greater 
air pressure and a consequently louder note. It is also difficult to keep 
the speed uniform. 

It is preferable to drive the disk with an electric motor, of which 
the speed may be regulated by including a resistance in the supply 
circuit, and the holes should be cut normally to the disk in order to 
avoid air pressure in the direction of the rotation. 

The siren gives a large number of harmonics, and it is necessary 
carefully to single out the fundamental note. 

Let it be required to find the pitch of a given note, as for example, 
that produced by an open organ pipe. 

Carefully adjust the speed of the siren until beats are heard between 
the note it gives and that of the organ pipe by blowing at a particular 
pressure from a beUows connected to* the chamber. The blower should 
then endeavour by a slight change of presaure^to produce from the 
siren a note gi'^ing no beats. To some extent the frequency may be 
controlled by the tap, but it is important to keep a steady pressure 
on the bellows. 

At the same time a second observer should measure the speed of 
revolutions by observing the number of revolutions recorded on the 
dials in a definite time (30 or 60 seconds). 

Verify the result of the determination of frequency by measurmg 
the length of the pipe and its diameter. Tor an open organ pipe 
emitting the fundamental, the wave-length is approximately twice 
the length. 

The correction necessary to obtain a more accurate result is to add 
0-6 radius for the open end and 2*8 radius for the fl.ute mouthpiece. 
If the length of the pipe be I, and the radius of the pipe, r, the half 
wave-length is given by 
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The velocity of sound in air for the temperature at which the experi- 
ment is carried out may be obtained from formula (A), p. 450. 

Y 

Thus the frequency is ^ 

Determine the frequencies of several organ pipes theoretically and 
experimentally. Draw up a table recording tlie speed of rotation of the 
siren disk and the observed and calculated frequencies in each case. 

The Tonometer 

In Scheibler’s tonometer a number of tuning-forks are aiTang(id in 
ascending order of frequency, each of which gives the same number 
of beats with its neighbour. The forks thus form a series in which the 
frequency increases by equal steps and they are arranged so that the ^ 

highest frequency is twice that of the lowest. 

In Appunn’s tonometer the forks are replaced by reeds set in vibra- 
tion by a blast of air from bellows of large capacity, and the apparatus 
has the appearance of a small harmonium provided with a series of 
stops by means of which any note may be sustained. 

This form of apparatus is not so accurate as the original one, for 
Lord Rayleigh has shown that the frequency of a vibrating reed is 
to some extent affected by the vibrations of its neighbours. As it is 
necessary to vibrate two successive notes in the experiment we have no 
longer a constant register of frequency as in Scheibler’s instrument. 

It is first necessary to find the absolute frequency for each note on 
the instrument. Suppose there are (Jc + 1) notes, and consequently Jc 
intervals between them, and that the frequencies are 
Ni, N„ . . .. 

beginning from the lowest. 

If the number of beats be observed between all the successive notes ' 
and he denoted by 

• Wfc, 

respeebively, we have the following relations: 

Ng nj, 

Njj — Ng = Wg 


Then adding both sides 

^ == -f" »g + • • • + 

But 

4- Wg + • . . + 

We thus find Nj by counting the successive numbers of beats, and 
we can then deduce from the equation the frequencies of all the other 
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notes of the series. In practice, of course, the number of the beats 
will vary between the successive notes in different parts of the scale 
to a slight extent. 

In order to determine the frequency of the lowest note, count the 
number of beats at five or six dijBferent parts of the range and deduce 
the average difierence of frequency. 

Let this be denoted by w. Then the frequency of the lowest note 
is /c X w. 

After this determination has been made, the frequency of any given 
note coming within the range may be determined. Tor example, 
suppose the frequency of a fork is required. Find by trial the note 
nearest to it in pitch and count the number of beats when the notes 
are sounded together. 

If this number be denoted by x and Nj is the frequency of the note 
nearest the unknown, the frequency of the latter is Nj 

The frequency of the note next above Nj is + 71, and on sounding 
this and the ui^mown note together the frequency of the beats will 
be less than n if its pitch is higher than that of Nj, and greater than n if 
its pitch is lower. This enables a distinction to be made between d: 

In making this last part of the experiment it is advisable not to rely 
on the accuracy of the average number of beats for each interval, but 
to measure separately the frequency of the beats of the notes im- 
mediately above and below Nj. 

It will then be easy to decide on the exact position of the unknown 
pitch above or below Nj. 

The Determination of the Frequency of a Tunmg-fork by the Method 
of the Falling Plate 

A smoked glhss plate, P, is suspended vertically by a piece of tliiii 
string or thread over two nails, QQ, the thread being attached to 
the upper edge of the plate by means of sealing-wax or by any other 
convenient method. 

The fork is held in a clamp, H, and carries a light style of bristle or 
thin aluminium wire attached to one prong by as little wax as possible. 
The style is just in contact with the plate so that when the plate falls 
it removes some of the soot and leaves a trace. 

In order to prevent breakage, a padded wooden stand, AB, is placed 
just below the plate. 

The fork is stroked gently by means of a violin bow and the plate 
is allowed to fall straight down by burning the thread between the 
nails, QQ. 

A wavy line is traced by the style similar to that shown in fig, 278, 
but with more waves, and usually of small amplitude. 

A point, 0, is chosen just clear of the indistinct portion drawn 
when the plate was movine: down in the first stap'e of tbpi 
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consequently before its velocity had sufficiently increased to open out 
the waves. From it is counted a number, of complete waves to the 
point S. Again, w waves are counted to the point Let the spaces, 
OvS and SS^, bo of lengths, s and Sj, respectively. Then the time taken 
to fall over these two lengths is the same, let us say t. 
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If N denotes the frequency of the vibrations 
n = Ni. 

Let u denote the velocity of the plate at the instant corresponding 
to the mark, 0. 

Then by the equation for space described under acceleration, g, 
s = ut + 

and s + Si — 2ut + 2gt^, 

for the time of description of s + Sj is 2!!. 


Hence 


S>= 




The distances, s and Si, are measured carefully by means of a 
travelling microscope and the value of N obtained is that for the fork 
vibrating with the load, consisting of the style and wax, and affected 
by the friction of the style against the plate. 
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This should he allowed for by taking a second fork of nearly the 
same frequency as that under examination, before attaching the style, 
but of slightly higher pitch. CarefuUy load this fork by adding wax 
until no beats are heard when both sound together. 

Then, when the first fork is loaded and has the style touching the 
j)late, as in the experiment, again sound the two together and count 
the beats. The number of these per second gives the number of periods 
lost per second on account of the loading and friction. 

This number added to the value of N, determined in the experiment, 
gives the corrected frequency. 

in marking off the points O, S, and Sj, be careful to choose them at 
corresponding points of the waves. 

If 0 is at the summit of a crest, S and Sj must lie in a similar position 
n and 2w waves later, respectively. 


Fig. 278 

m 

The plate nc^y be conveniently blacked by holding it just over a 
tiupentine flame which gives a good deposit of soot; the flame of 
a paraffin lamp also gives a satisfactory deposit. 

ChronograpMc Methods of Determraing the Frequency of a Fork 

In both the methods to be described under this title a fork is set in 
vibration and electrically maintamed, with a style attached to one 
of the prongs lightly touching the blackened surface of a cylinder which 
can be rotated about its axis. 

On rotating the cylinder, the track made by the style appearvS as a 
wavy line which can be opened out, so that each vibration is distinctly 
separated from its neighbours, by adjusting the speed of rotation. 

The drum may be rotated by the handle, H, or by a falling weight 
not shown in the diagram, wMch rotates the drum at a convenient 
speed. 

In this case the rotation is regulated by a governor and by releasing 
a catch the handle, H, can be employed for ranid movRiumit of 
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drum. This also is not shown in the figure. The drum moves along 
an axis cut with a screw thread, so that the track drawn l);y the stylo 
forms a wavy helix round it. 

It is then necessary to have some record of time with which to 
compare the vibrations. The two methods differ in tlio way the time 
is obtained. 

In the first a stand is mounted conveniently near to the J'ork, as 
illustrated in fig. 270, which carries a pointer actua.t<id by an edectro- 
magnet, M. The pointer, P, is carried on a lever one (sid of whidi 
consists of a strip of iron or steel, which is attracted ]>y the elcuitro- 
magnet core when a current flows through tlie exciting cuoils. When 


D H 



the current is off, the lever is held in a position with the strip a short 
distance from the magnet by means of a spring. 

Thus, as the cylinder rotates, line is drawn round the surface. 
On passing the current in the coils the pointer moves and makes a kink 
in the line. If the current is j)ut on at regular and known intervals, 
a time record along the side of the waves is produceebon the drum. 
Thus by counting the number of waves between consecutive kinks the 
frequency of the fork may be deduced. 

The regular intervals are obtained by connecting the wires, AA, to 
a battery, and completing the circuit by means of the mercury cup, 
M, and the pendulum, P, as shown in fig. 280. 

Mercury is poured into a hole cut in wax, W, so that it stands Just 
above the wax surface, and the wax so placed that a strip of wire 
hanging down from the pendulum just touches the surface as it passes 
its lowest position. 

The circuit is completed, twice in each complete period and at each 
instant the pointer makes a record on the drum. 

It is improbable that the interval between successive records will 
be one-half a period, since this would require exact coincidence of the 
point of contact with the mercury and the lowest point of the swing. 
The time between alternate records will, however, measure the time 
of a complete period. 
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Thus, in counting up the vibrations, find the mean number between 
alternate records. 

Obtain a long helix, begin at the first stroke of the pointer, and 
count the number of vibrations up to some later odd-numbered stroke, 
Eind the mean number per complete period. Repeat this, beginning 
with the second stroke and ending at some later even-numbered strok(^, 
and find the mean number again. The two values should agrees, but if 
there is a slight variation take the average value of the two rtjsults. 

To obtain a blackened surface, take a sheet of smooth white j)«.por 
and wrap it round the drum, one layer thick, holding it in position by 
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means of gummed paper. To blacken it, rotate it over a turpentine 
flame, or coat ft with camphor smoke. 

The coating of soot should not be very tliick, the style will then 
remove the soot and leave a white wavy trace. 

The paper may be smoked again when once used and the track 
covered up. 

The time of a complete period is measured in the usual way, by 
timing the pendulum. 

The frequency obtained is, of course, subject to a correction similar 
to that of the last experiment and this should be determined and 
applied in the manner described. 

Fig. 281 represents a convenient method of carrying out the deter- 
mination in an alternative way. 

The cylinder is held vertically, and is rotated by a handle or string 
round a drum as shown. 

The fork is maintained electrically as before, but the axle of the 
drum is connected to one secondary terminal of a small induction coil, 
while the second terminal is connected to the fork. The nrimarv cirenit 
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is completed through a pendulum and mercury cup as before. Each 
time the primary circuit is completed, the induction coil is excited and 
a spark passes to the drum from the style, Imocldng off a little soot 
and leaving a white dot to record the instant of closing of the primary 
circuit. The same procedure and precautions are adopted as before. 
A thin, flexible copper wire will be found suitable for suspension of tlie 
pendulum, and with a small induction coil there is no inconvenience on 
account of shocks obtained when the apparatus is touched. 



This method was employed by A. M. Meyer. It should be noted 
that uniformity of motion of the drum is not necessary. The methods 
are both inferior to those in which an optical method is employed for 
determining frequency as in Eayleigh’s method. 

The Frequency o! a Tuning-fork by the Stroboscope Method 
The fork is fitted with two very light plates fastened at the extremity 
of the prongs, one to each, and so that one may vibrate freely past the 
other. These plates may be of thin cardboard or aluminium, so that 
the loading affects the fork to the smallest possible extent, and they 
are stuck on to the fork by means of a little wax. A disk is taken 
provided with a number of dots placed at equal intervals round circles 
concentric with the disk. Each circle has its own interval length. 

The fork is maintained electrically (p. 123), and the disk placed 
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behind it with its dotted surface brightly illuminated. Each plate 
attached to the fork is provided with a slot, and when the fork is at 
rest the slots lie directly behind one another. Thus the disk can be 
seen through them. 

The slots and one of the circles of dots are so placed that the dots 
can be seen by looking through the slot, as the disk slowly rotates. 
If the fork is vibrating, it is possible to see through the slots twice in 
each complete period, and thus 2w times per second, where n denotes 
the frequency. 

The disk is caused to rotate uniformly hy means of an electric motor 
provided with a resistance in circuit to vary the speed. 

The speed is gradually increased by adjusting the resistance until 
when the fork is vibrating, the dots in one of the circles appear to 
be at rest. 

In this case a dot moves up as the disk rotates, so that each time 
the slots are in line a dot is just in line with them. The eye sees 
apparently one stationary dot, and the elTect of rotation is lost by 
looking through the slot. 

In order to count the number of rotations per second made hy the 
disk, a counting arrangement is attached and the time taken over a 
definite number of rotations, when the dots remain apparently steady, 
by means of a stop-watch. 

Let there be N rotations per second in the case when the dots belong 
to a circle containing p of them. 

In this case the time taken by a dot to take the place of the one 
1 

preceding it is — second. This is equal to one-half the period of 
the fork. 


Hence 


J^_l 1 
Njp 2 " n 


or n— IbTp- 

Now further increase the speed of rotation until once more the dots 
appear steady. In tliis case the speed of the disk is such as to cause 
a dot to take the place of the dot two intervals in front. The time taken 
' 2 

to do this is — - — , where N' is the number of rotations per second. 

N'i? 

From this we may calculate the value of n once more. 

On further increasmg the speed until a dot takes the place of another 
three intervals in front, we can obtain a third ealcnlation. Repeat this 
for several series of dots. 

With the fork loaded it is necessary always to correct for the loss 
of pitch due to loading as before. 

We may, however, avoid this by making one prong of the fork bright 
over a small area, and hv o — .•.Li 1 
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of concentric holes in front of it. If the fork is well illuminated and 
the disk carefully mounted, it -will happen that for some particular 
speeds the fork appears stationary when seen through the- holes. 

The experimental details and the mode of deduction of the trequoncy 
of the fork from the observations are similar to the former. 

The observations in stroboscopic experiments can nowadays be 
made much more conveniently by the use of a neon lamp than by the 
method described above. 

This lamp has the property that it lights up immediately a volta,go 
IS supplied to it without any appreciable lag, and is extinguished 
immediately when the voltage is taken away. 

The lamp consists of a flat piece of aluminium with a rod of the 
same metal lying a short distance from it and parallel to it in a bulb 
containing neon at low pressure. 

When included in the secondary circuit of an induction coil, it lights 
up each time the current in the primary is broken. There is no effect 
at ‘make’, because in the construction of the usual type of induction 
coil the effect at make is suppressed and that at break of the primary 
circuit intensified. 

If the primary coil is put into the circuit which actuates the fork, 
the primary current is made and broken once per vibration of the 
fork and the lamp flashes out once per complete vibration. 

Of course, the make and break attached to the primary must not 
be allowed to work, the fork takes its place. All that is necessary is to 
make the connexions in the usual way and to screw tlio platinum- 
iridium point close up to the clapper to prevent separation and to 
place some object, e.g.. a small block of wood, between the soft iron 
on the clapper and the end of the armature to prevent oscillation as 
the current fluctuates. ® 

The lamp is used to illuminate the rotating disk provided with a 
series of dots on a white background and the speed adjusted until one 
row of dots appears stationary. 

When this is the case one dot just moves up to take the place of a 
dot somewhere in front of it during the interval of darkness between the 
flashes of the lamp, i.e. during the period of vibration of the fork. 

The calculation of frequency is made as before. 

It is a great advantage to be able to avoid loading or marking the 
fork and to have the disk in any convenient position where it may 
easily be observed. 

Instead of a series of concentric circles with regularly spaced dots, 
it is more convenient to draw on a circular disk a series of concentric 
regular polygons. A small triangle is drawn just about the centre of 
the disk, about this a square, then a pentagon, and so on. Tlie triangle 
may be coloured white, the space between it and the square blackened, 
the space between the square and pentagon coloured white, and so on 
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alternately. When the speed is adjusted exactly, one of these figures 
appears stationary and the frequency is easily calculated. By varying 
the speed the figures may be made to appear stationary in turn and 
several determinations of frequency made. 

The Composition oi Two Simple Harmonic Vibrations in the Same 
Direction (Beats) 

An apparatus -which will combine graphically two simple harmonic 
vibrations in the same direction has been invented by Koenig. It 
consists of a large fork mounted on a stand and provided with a clamp 
by means of which a strip of glass can be held horizontally and fastened 
to one of the prongs {fig. 282). 


C 



B 

Fio. 282 


AB denotes the strip, and C a weight attached to the other prong 
for the purpose of balancing. The glass is coated with a thin layer of 
lamp-black, by means of a smoky flame. 

A second fork is mounted above the first and carries a light style 
adjusted so that it just touches the glass plate. 

This fork is fixed to a sliding base by means of which the style can 
be dra-wn along the smoked plate. • 

If both style and plate are vibrating, a curve can thus be traced which 
represents the motion of the upper fork relative to the lower. 

Thus, if at jgny instant the lower fork is displaced a distance, y, from 
the standard position, and the upper is displaced a distance, y', the 
displacement of the style over the plate is {y' — y ) . The forks are 
made to vibrate with nearly equal amplitudes. This may he done by 
bowing or by using a strip of metal which is "wide enough to open out 
the forks to a convenient extent; the metal is then quickly removed. 
The slider is dra-wn along, not too quickly, and the trace obtained 
examined. 

When the forks have nearly the same frequency this will consist of 
a wavy line with waves of varying amplitude. In this case, with the 
amplitudes of the forks nearly equal, the smallest waves will have 
almost zero amplitude, and the fluctuation expresses graphically what 
the ear recognizes as beats.. 

The time between consecutive minima measures the interval between 
the beats. 

If the glass plate is long enough, three or four intervals extending 
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the slider must be adjusted ad that the ifidividual vibrations are drawn, 
out to an extent which enables them to be counted easily. 

It is best to count the number of intervals on the plate and the total 
number of vibrations between the first and last minimum points. This 
enables the mean number of vibrations between consecutive beats to 
bo obtained. 

Let this number be a;. 

We shall suppose that the two vibrations have frequencies n and 
(« "h m) per second, so that they may be represented by 
= a sin Btt {n 

and y = asm {2nnt + «), 

where a is moluded to take account of any difference in phase that 
may exist when the vibrations begin. 

The resultant displacement recorded on the plate is 
Y = (y' -- y) = a {sin 2t; (n + m) < •— sin {27vnt + a)} 

= 2a cos |27t f ^ ^ ^ “ i)’ 

In the cases when beats are heard, m is much smaller than n or 
(■+ 5 ) , so that the simplest way of regarding this expression is to 

consider it as a S.H.M. of amplitude: 

2a sin (27r . Imt — la) A (say), 

and then Y == A cos ^ 27r t ^oc . 

represents a S.H.M. ofiamplitude. A, and frequency, Lh-“Y 




The amplitude. A, attains a maximum value, 2a, and sinks to zero 
alternately. It is zero for the values of i given by 
■Knit ■— |a= 0 , Tc, 2 k, etc., 

i.e. for values of t ~ - * h K 4- - > etc., 

2Txm 2Tm m 2Km m 


i.e. at intervals of - seconds, or m times per second, 
m 

Thus the number of beats is m per second, the same iiumbe,r as the 
difference between the frequencies of the two notes. The frequency of 

the note heard is 


In the curve traced on the plate we shall find -j- vibrations 

and m beats per second. The number of vibrations between two beats is 
1 / , m\ 
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But tliis is counted on the plate and found to be a;. 

Thus — 

m \ 2/ 

or n — m{x — |). 

The beats can be timed by means of a stop-watch. 

When the notes are sounding, cotmt them for as long as possible 
and take the time of the interval. If the number of beats counted is 
N and the stop-watch is started on the first and stopped at the Nth 
the interval between the beats is 

T 

N-1’ 

where T is the time interval recorded on the stop-watch. 

Thus — is known, and the above equation gives n. The frequencies 

of the notes are thus n and (n -^m). 

The method must be regarded as an illustration of the phenomenon 
of beats — ^it is not an accurate method for the determination of 
frequency. 

The Composition of Two Simple Harmonic Vibrations Perpendicular 
to one another. (Lissajou’s Figures) 

Let the co-ordinates of a point, P (fig. 283), be {x, y) and let P 
move so that x ~ amipt 

y = 6 sin -fa). 

The motion of P then consists of two simple harmonic motions along 
two perpendicular directions. * 
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When t is zero, x is also zero; but y has the value b sin a. 
Thus the two S.H.M.s are in different phases. 

Prom the equations it follows that: 

1 \ X 

i — arc sm - 
P a 

1 . y a 

t=—;arcsm7 

p' b p' 


and 
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Hence, between x and y tliere exists for all values of t the relation: 

1 . ac 1 . y a 

- arc sm - — — r arc sin 7 -- 

2 ) a p b p 

This represents the curve on which P lies. 

When the relation between p and p' is simple, as for example: 
p 2 )', p — 2p', 2p == 2p', etc., 

the point, P, describes the curve completely in a short time, and 
afterwards retraces it. 

The case, p = p', is very simple, for we then have 
ar = a sin pt, 
y = b sin {pt ot). 

In the general case this represents an ellipse with its centre at 
the origin. 

If a = 0, then 

a ii 

and P describes a straight line. 

If a = 7 , P describes the curve 
2 



This is an ellipse whose principal axes lie along OX and OY. 

In the case when the amplitudes of vibration are equal along both 
directions, a == 6 and the locus of»P is the circle 
• -f- ~ a^. 

Thus when the periodic times are equal, in general JP describes an 
ellipse; special cases of this general case are the straight line and 
circle. All these curves arc therefore appropriate to the case of equal 
frequencies. 

If OB is equal to 6 sin a, B represents the position of P at the time 
t = 0, or at instants later by a complete period than this initial time. 

If the frequencies are not quite equal, let us say that the frequency 
along OY is a little the greater, then when another period is complete 
the displacement along OY will be a little different from that in the 
first case, i.e. P will lie at some point, B'. 

If OB' = 6 sin a', 

a' is slightly different from a, ' and there has been a slight change in 
phase on the part of the OY motion. Thus a will continually vary, 
and will pass through all the values from 0 to 2tx. This will cause a 
continual change in the shape of the curve described by P. It wail 
sometimes be a straight line and sometimes an ellipse. If it happens 
that the two amplitudes are equal, we shall have a circle sometimes. 
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The closer p' is to p, the more slowly this change takes place, so that 
by watching the movement of P we can test the closeness of the two 
frequencies. If the figure is maintained steady, without change, the 
frequencies are equal. 

The same argument can be applied to the cases where one of the 
other simple relations exists between p andp'. 

When the shape of the curves corresponding to these relations is 
known, the approximate ratio of the frequencies can be recognized and 
the exactness of the ratio tested by observing the rate of change of 
shape throughout the series. 

We can deduce the ratio of the frequencies by examining one of the 
curves, e.g, fig. 284. It cuts the Y axis in four points and the X axis 
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in three, so that the frequencies are in the ratio, 4 ; 3, for the vibrating 
point makes four vibrations parallel to OX in the same time that it 
makes three parallel to OY. 

This principle may be employed to investiga"te the way the period 
of vibration ol* a rod, fixed at one end, varies with the length of the 
rod. Tlie apparatus consists of a vertical flat rod or spring with a lens 
fixed at its upper end and a horizontal spring carrying a screen with 
a small aperture (fig. 285). 

Light from a source, S, is focused by a Ions, Lj, on to the aperture, 
A, while the lens, L^, ciurried by the vertical spring, V, focuses an image 
of the aperture on the screen so that we have a bright point, P. 

Motion of the horizontal spring alone causes P to trace a vertical 
line, aaid represents the S.H.M. of A. 

Motion of the vertical spring alone produces a horizontal S.tl.M. 
on the screen. When both springs vibrate together, the path of P 
represents thtii combination of the two motions. 

The vortical spring is of fixed length, but the horizontal spring can be 
clamped at various points, so that the vibrating length can be adjusted. 

Make the fir.st adjustment so that P describes an ellipse, straight 
line, or c.irdx^ without change of form. 

In thin tlu‘ periods are the sanie. 
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Now change the length uDtil another steady curve is obtained 
without change of form. Draw it carefully and deduce the ratio of 
the periods of vibration. 

Make several determinations of the ratio of frequeneic^s and corre- 
sponding lengths, and draw a curve showing the relation between the 
length and frecpioncy, taking the vertical spring as a standard. 

’.Fig. 280 shows tlie curves described by P for a few frequency ratios 
which will serve for reference. 

The Vibration Microscope 

The essential features of this apparatus are the same as those 
described in the last experiment. The two vibrating springs are 



replaced, one by a fork and the other by a vibrator, the frequency of 
which is to be compared with that of the fork. 

The second vibrator is sometimes another fork or violin string. A 
bright source of light such as a speck of chalk is attached to the second 
vibrator, while the fork carries, attached to one prong, a lens which 
forms the object glass of a small microscope. 

If the lens alone vibrates, on looking through the eyepiece the motion 
of the chalk is simple harmonic, on account of the vibrations of the 
lens. If the other vibrator is in motion and the lens is at rest, the 
motion observed is, of conrse, that of the vibrator alone. These two 
motions are arranged to take place in two perpendicular directions so 
that a figure of the type described in the last experiment is observed. 
It is steady if the frequencies are exactly adjusted, but goes through 
the appropriate series if the fieequenoies are not identical. The rate of 
progi'ess through the series may be observed and determined by means 
of a stop-watch. After one completion of the cycle there has been a 
gain of a whole vibration by one vibrator over the other. If the 
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frequencies be N and N', and the time for completion of the series is 

t seconds, then IST == ?, 

t 

for Ni and N'i are the numbers of vibrations made respectively, and 
these differ by one. 

If the fork be slightly loaded we can find which is the greater of 
the frequencies by again observing the rate of progress through the 
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cycle. If this time is shorter than before, the time of gaining a period 
is less than before and the frequency of the fork is the smaller. 

We shall describe hovF the apparatus may be used to find out the 
character of the vibrations performed by a stretched string in the 
manner in which Helmholtz used the apparatus to examine the 
vibrations of a violin string. 

The string, SS, is stretched below the prongs of the fork, PP, to 
one of which the lens, L, is attached. The j)arb of the striiig to be 
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examined is slightly blacked by ink, rubbed with wax when dry, and 
powdered with starch or chalk. A few w^hite particles will remain 
sticking to the string, and one of them is illuminated by a lamp and 
focused by the microscope and its movements observed. The tension 
of the string is adjusted until the figure apparently described by the 
chalk, as seen in the microscope, remains steady. The vibrations of 
the fork are electrically maintamed while the string may be bowed 
or plucked. 

The frequency of the fork is known, so that, as its motion is simple 
harmonic, we can find the displacement due to it at any of the instants 



Fig. 287 


during the vibration. The string vibrates at right angles to the direction i 

of vibration of the fork, so that from the curve obtained we can subtract | 

the vibrations of the lens and draw a curve showing the displacement 
of the string at different times. 

The white speck is first obtained in the centre of the field, and its 1 

mean position represented by the origin, 0 (fig. 288). i 


Fig. 288 

The curve is drawn to a convenient scale accurately from measure- 
ments observed by the scale in the eyepiece. If the microscope is not 
furnished with a scale, throw an image of an illuminated scale to lie 
coincident with the string and view the white speck and image together. 

In the figure, OA denotes the amplitude of vibration, of the fork, its 
motion being assumed to take place along AOA’-. 

If its frequency is n, the motion is given by 
ar = OA sin StwiJ. 

Thus for any time, we can find the displacement, ON, along the 
a:-axis. At this instant the displacement along the other direction, 
i.e. due to the motion of the string, is NL. Thus by observing several 
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values of the ordinates and the times corresponding, we can plot a 
second curve showing the time-displacement for the string. Its shape 
will indicate the character or quality of the note emitted. 

Fig. 289 shows the observed curve and the time-displacement diagram 
for a stretched string when bowed. The first curve was observed while 
the string was being bowed. The bow is drawn slowly and regularly 
across the string. Slight fluctuations are liable to occur during this 
process, but they appear as slight variations of a figure remaining, on 
the whole, permanent. The dimensions of this figure were obtained. 

The deduction of the diagram for the string is made in the following 
way: 

Draw on squared paper the figure observed (fig. 289), and draw the 
extreme vertical tangents, AP and A^P^. We are assuming that the 
vibrations of the fork are executed along AA^. 


B 



Fig. 289 


With the middle pgint of AA^ as origin, describe a circle on AA^ as 
diameter, and divide the circumference into a convenient number of 
equal parts. In the diagram the number is twelve. 

If a perpendicular be drawn from any point .on the circumference of 
this circle on tef AA^, the displacement of the foot of this perpendicular 
from 0 will represent the displacement of the prong of the fork from 
its mean position. 

Along the line, A^A, produced, beginning at 0, twelve equal intervals 
are marked off, as shown, to represent intervals of time corresponding 
to the points on the circle. Beginning at A, draw ordinates to the 
curve passing through the points marked on the circle. For convenience 
in drawing, only one of these, that through the point, 8, is dra^vn. Let 
this cut the curve at the point, Q, and the line, AA^, in N. Then NQ 
denotes the displacement of the string from its central position in 
magnitude and direction. 

This displacement is plotted at the point, 8, on AA^ produced, and 
we thus obtain a point, g, on the displacement diagram for the string. 
This process is carried out for all the points on the circle, and the 
diagram plotted. 

It will be noted that the ordinate, NQ, cuts the curve in a second 
point, B. There is no doubt as to which point is to bo taken when 
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actually drawing the curve, for we begin at A and pass along one 
branch of the curve and back along the other. 

In this discussion we have associated the upper part of the curve 
from P to B and then to P^, with the times corresponding to the points 
from 0 to 6. 

Transverse Yibrations of Strings. (Melde’s Experiment) 

The object of the experiment is to verify the laws of vibration o 
a string under tension. In such a case a disturbance travels along tlio 
string with a velocity, v, given by 



T denotes the tension expressed in absolute units, i.e. poundals or 
dynes, and m is the mass per unit length. 

When the string is fixed at both ends, there is a node at each end 
in its fundamental mode of vibration, with a loop or antinode in the 
middle. The corresponding wave-length is twice that of the string. If 
this wave-length is denoted by Xj, we have 



denoting the frequency of this note. 

This mode is illustrated in fig. *290. The string may also vibrate to 
produce the overtonea or harmonics as illustrated iir figs. 291 and 292. 



Fig. 292 


In these eases, if the frequencies are % and and the corresponding 

wave-lengths \ and we have 
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and if I denotes the length of the string; 

= 21, Xg = I, X 3 = |Z, and so on. 

Thus ; ^2 : % : . . • = 1 : 2 : 3 : . . 

In the experiment the string is set in resonant vibration hy impulses 
having the same frequency as one of its modes of vibration. For this 
purpose ordinary string is unsuitable. It is not uniform and does not 
divide into equal segments; but it will be found that a length of fishing 
line is satisfactory, as a rule it is usually sufficiently uniform. 



D 


Fia. 293 

One end of the cord is attached to the prong of a tuning-fork, by 
tying it to a small wire hook soldered on to the prong, or to a small 
screw which is held in a hole bored in the prong. 

The other end passes over a small pulley and carries a weight which 
produces and measures the tension. 

The vibrations of the fork are electrically maintained (see p. 123), 
and by properly adjusting the length and tension the strmg can be 
made to break into stationary undulation with well-defined nodes. 
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The fork may be placed so that the motion of the prongs is in the 
direction perpendicular to the string (fig. 293), or along it (fig. 294). 

In the former case the frequency is the same as that of the fork, 
in the latter it is half as great. 

For vtffien in the second case the prong is in the extreme position on 
the left, the string is slack in the first vibration, and when in the extreme 
position on the right, it is horizontal and tight. The inertia of the string 
carries it onward so that when the prong returns to the extreme left 
position, and thus completes one vibration, the string completes a 
half- vibration. 
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The student should examine the interesting effects produced when 
the prong moves in a direction between these two and thus produces 
in the string a combination of the two nodes of vibration. 

We shall consider the former case only in this description of the 
experiment. 

The frequency of the fork is denoted by N, and wlien the string is in 
resonant vibration, this is also the frequency of the mode of vibration 
of the string, corresponding, let us say, to a wave-length, X. 


Then 




T " 


I It 

X/y m 


mW 


: constant. 


Thus by varying the tension and consequently the wave-length, we 

X2 

should find — constant. 

T 

To determine X, measure the distance between the first well-defined 
node on the right of the string and the last on the left. Let this be d 
and suppose there are k loops between, then, 

Note that the ends of the string at the fork and the pulley should not 
be taken. There is a certain amount of movement at these two points. 

Draw up a table showing values of X, T, and — . 


KTODT’S TtJBE 

(a) The Determinatien of the Velocity of Longitudinal Waves along 
Rods 

Kundt’s apparatus consists of a glass tube about a metre long, and 
of diameter about 3 cm., provided with an adjustable piston near one 
end. The tube is supported horizontally on a table by resting it on 
two wooden V-shaped stands. 

Near the other end of the tube is a second piston, Q, attached to 
the end of a metal rod, DQ (fig. 295). This rod is clamped at its middle 
point, C. 

For the purpose of the experiment the tube must be quite dry, and 
a light powder, such as lycopodium powder, is plac;ed in a line at the 
bottom of the tube extending along its length between the two pistons. 
A convenient way of inserting the powder is to spread it along a metre 
rule, place the rule in the tube, and turn it upside down. 

If the tube is not dry it must be warmed above a Bunsen flame, and 
a current of air blown through it. 
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The metal bar, which may be of brass with a diameter of about 
0-5 cm., can be set into longitudinal vibration by stroking it along CD 
with a piece of wash-leather and powdered resin, 

. In the fundamental mode of vibration the ends, D and Q, are 
antiiiodes, and the fixed point, C, is a node. The wave-length is twice 
the length of the rod. 

X = 2Z. 

If the frequency of the note is n, and the velocity of the waves y, 
?2,X — V. 

A ^ C D 

"" B ' — — |*P ^ ^ A,. .a. ^ [1 --3 . 

Pig. 295 

K the distance between the pistons is L, the air between them will 
have a fundamental wave-length, 2L, and overtones with corresponding 
wave-lengths 

L, fL, IL, etc. 

The corresponding frequencies are 


Z Y 

2L’ L’ 



where V denotes the velocity of sound in air. 

If one of these frequencies is the* same as that of the rod, the air 
will be set into strong resonant vibration, anj^ will move the light 
powder. This will settle down at and near the nodes where the air is 
least in motiorf. As many as possible of these should be used to find 
the average distance between two nodes. Choose as carefully as 
possible the position of a node at one end of the tube and locate the 
node nearest the other end. Measure the length between these two 
points, and divide by the number of spaces, such as NM (fig. 296) . 


Fig. 296 

The pattern will be somewhat similar to that in this figure, and the 
longest lin e of each set marks the nodal position. 

It will probably happen that there is not exact resonance at first, 
but by slowly moving the piston, P, forward or backward, the length 
between the pistons may be adjusted so that resonance occurs. 

Twice the distance between the nodes is the wave-length of the 
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sound in air. The velocity of sound at 0° in air is 33,060 cm. per second, 
and at a temperature, t 

/ i. \ h 

...(A) 


Yi = 33060 




Tims the frequency, n' == where >/ is the wave-length in air. 
Since resonance occurs, 


n~n; 

21 X'’ 

2 ^, 


In carrying out the experiment it is a good plan for one observer 
to continue stroking the rod, while the other carefully adjusts the 
piston until the powder moves violently and settles down into the 
pattern of fig. 296. . 


(6) The Velocity of Torsional Vibrations in a Rod 

If instead of stroking the rod longitudinally with the resined cloth, 
it is held near the end, D, and the cloth turned so that it slips over 
the surface in a direction that would cause the rod to rotate round its 
axis, a note is emitted of different frequency from that given when the 
rod is in longitudinal vibration. This note corresponds to torsional 
vibrations and will set the air in resonant motioh as before. 

Find in this way the velocity oT these waves. 

It is not easy to obtain a loud note by this method— the force applied 
should not be great, brft with a little practice it shoul^l be possible to 
produce the note. 


(c) The Determination of Young’s Modulus and the Modulus of Rigidity 
These constants may be determined from a knowledge of the velocity 
of longitudinal and torsional waves in the bar. 

The formula for the former is 


and for the latter 


■Tf. 

’■J} 


where E is Young’s modulus, n the modulus of rigidity, and p the 
density of the material of which the bar is made. Its value may be 
taken from a table of physical constants. When expressed in C.G.S. 
units, E and n are expressed in dynes per sq. cm. 

Find the values of E and n from the determination of the velocities 
in the previous experiments. 
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{d) The Velocity o! Somid' in Carbonic Acid Gas 

Kimdt’s tube may also be used to determine the velocity of sound 
in gases. Suppose the tube to be filled with a gas in whicii the velocity 
is Yg and the wave-length, Xj,. 

Then the frequency is 

Y" _ Y- 

, Yg \ distance between nodes in the gas 

V X' distance between nodes in air 

The procedure is, therefore, first to obtain resonance between the 
rod and air column and to find the mean distance between the nodes, 
then to drive out the air- and fill the tube with the gas, and again 
obtain resonance and measure the distance between the nodes in 
this case. 

Yg is then found from the last equation. 



Q 

I’m. 297 


The gas must be quite dry or the powder will stick to the glass and 
fail to respond to the motion of the gas when, f-esounding. It may be 
necessary to pass it through drying tubes before filling the tube. 

A slight modification of the apparatus is necQpsary for this puiq}ose 
(fig. 297). 

In the former case the adjustable piston may fit loosely, but for the 
present purpose it must be both adjustable and gas-tight. 

It may consist of a cork round the outside of which a rubber band 
or piece of cloth is stretched. 

The cork carries a tube to admit the gas and the piston may be 
adjusted by means of this tube. 

The metal rod passes through a tightly fitting cork, also provided 
with a tube which can he opened and closed by means of a stop -cock. 

We shall suppose that the velocity of sound in carbon dioxide is to 
be measured. 

Connect the source of gas to the inlet tube, I, and open the exit 
tube, E, to the air. Allow the gas to flow in steadily so that it will 
fall to the bottom of the tube and the air will flow over at E, also, so 
as not to disturb too much the powder which we assume has been 
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The experiment should be performed close to an open window or in 
a draught cupboard to prevent escape of the gas into the room. 

Continue the passage of gas long enough to ensure that the air is 
driven out and then close the inlet and outlet tubes by means of 
stop-cocks, and proceed as in the last experiment. 

Care must be taken that the temperature of the gas is the same as 
that of the air, unless the temperature of the gas is measured in some 
way. If the gas is delivered ifrom a cylinder it will bo colder than the 
air, and it must be allowed to acquire the air temperature before closing 
the stop-cocks. Otherwise we shall be measuring the velocity in the 
air at one temperature, and that in the gas at another. Reduce tlie 
velocity to that at zero. 

Y * Y ^ 

To do this, note that ~ == — ratio of nodal distances, where 

the affixes t and 0 denote temperatures, assuming the same coefficient 
of expansion for each gas. 

In order to determine when the air is all driven out from the tube, 
collect a little of the gas issuing from E in an inverted glass cylinder 
over mercury, and introduce on to top of the mercury column a little 
of a solution of caustic soda or potash. By noting how much of the gas 
is absorbed it can be seen if any air is left. The COg is all absorbed 
by the solution and no gas should be left. 

(e) To Calculate the Ratio of the Specific Heats of a Gas 

Erom the result of the last experiment we may determine the 
constant, y, for carhoh dioxide, i.e. the ratio of the specific heat at 
constant pressure to that at constant volume. ^ 

For the velocity of^sound in a gas at 0°, is given by the formula: 

v,«= 7^, 

V Po 

where p is the pressure and Po the density of the gas at 0“C. The 
value of p may be determined by the barometer since the tube has 
been filled at atmospheric pressure. 

p must be expressed in dynes per sq. cm. To make the calculation 
take the density of mercury as 13'60 gm. per c.c., and — 0-001974 
gm. per c.c. 

The measurement of the distances between nodes may be performed 
simply by the ordinary use of a metre scale; but a slight addition to 
the apparatus will add to the accuracy. 

A metre rule is fixed just below the tube and parallel to it, and 
sliding over the rule or along one of its edges is a wooden base, B, 
carrying a metal disk, D, with a hole, H, at the centre, and a frame, F, 
with cross- wires (fig. 298). 
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H serves as an eyepiece and HO is aligned on tlie nodes marked out 
by the powder. 

An index on the base indicates the position of the stand. 



If the apparatus is aligned consecutively on the nodes, and the 
positions of the index recorded, a table may be made out as follows; 


No. of 
node 

Reading 
at index 

No. of 
node 

Reading 
at index 

Length of 

5 half-waves 

1 


6 



2 

1 « 

7 



3 


8 



4 


9 



5 


10 









Average length of 5 half-waves 
Mean half- wave-length 
Mean wave-length 


Ohladm’s Figures 

The nodes of a vibrating stretched string are points of its length 
where there is no motion. On either side of the node the string moves 
simultaneously in opposite directions. In the case of a vibrating plate 
there exist nodal lines, i.e. lines in the plate where there is no motion. 
They divide the plate into segments so that the parts on either side of 
the nodal line at any instant are moving in opposite directions. 

The point of support of a plate is necessarily on a nodal line. Round 
and square plates are usually supported centrally in the experiment, 
but interesting results arise when they are supported elsewhere. 

By touching any point on the edge or surface of the plate with the 
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if it lies on a nodal line the corresponding mode of vibration may 
be excited. 

In the case of a circular plate clamped at the centre the nodal lines 
are radial, and the fundamental vibration gives two perpendicular 



diameters. These may be obtained by sprinkling white sand over the 
surface of the plate, touching two points on the edge separated by 
one-quarter of the circumference, and bowing vertically across the edge 
at a point one-eighth of the circumference from one of the fingers. 
A square elate clanmed af. ’ — ‘ ' 
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Some of these are shown in the figure in order to assist in producing 
them. 

Some of the nodal points on the edge and surface of the plate should 
be touched, and the plate bowed along the edge at one of the points 
midway between the nodes. The fundamental vibration gives two 
perpendicular lines tlirough the centre parallel to the edges of the plate. 

The simpler figures are easy to obtain, but skilful manipulation of 
the bow is required to produce the more complicated ones. 

The student should obtain as many as possible, and clamp the plate at 
other points than the centre to investigate other modes of vibration. 

The Eelatton between Pitch and Volume in the case of a Hairow-neekea 
Resonator 

Consider the ease of a bottle containing air closed by a piston, P, 
without friction in the neck of the bottle. 


B 


I’m. 300 

Let V denote the volume of the bottle below 'ohe piston, m the mass 
of the piston, and A its area of cross-section. Let the piston be originally 
in the position of equilibrium and let the pressure outside be while 
that inside is p. Then we have 

pA = poA -{-mg. 

If now the piston be displaced downwards a distance, x, so quickly 
that the change may be regarded as adiabatic, a new pressure, p', will 
be generated, such that 

p' {v — Ax)y — pv^. 

We shall suppose that a; is small, so that we may wi’ite 



The total force dowuiward is now 

mg -{- PqA — p'A = {p — p') A 
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Thns the equation of motion is 


d'^x 


m 




X 

V 


Tills is a simple harmonic motion and the time of vibration about 
the |>oBition of equilibrium is 

2rc \ 

Sj pyA^ 

In the calculation we have assumed that the pressure is the same 
throughout the gas during the oscillations. 

This is not true, since time is required for the transmission of the 
pressure. The other assumption concerning the adiabatic character of 
the compression is very approximately true, especially as the neck is 
narrow and heat will not easily escape from the bottle or be transmitted 
to it. The piston will thus behave only roughly according to the 
formula, and will have an approximate period of oscillation given by 
the above value, i.e. it will have a frequency 


n 


1 _ 1 

T 2 tc \l qnv 


Thus we have approximately 


nH == constant. 


It is the object of this experiment to verify^ to what extent this 
formula applies. ^ 

The piston, in practice, is the layer of air in the neck of the bottle 
and by pouring watef into it, resonance is produced between it and 
a series of forks of known frequency, A medicine bottle will be found 
convenient and must, first be calibrated by pouring in water from a 
measuring flask to various depths and measuring the height of the 
water surface above the bottom of the bottle. This should be done 
for a series of intervals up to the base of the neck. 

Make a table thus: 


Height of water 

Volume poured in 

Volume of air above 
heiglit in column 1 

h 


Vn ~~ i 

/tgj 

«'’2 

V,i — Wg 

h, 


— Vs 

K 

: : : % 

0 
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denotes the capacity of the bottle. 

Draw a curve showing the relation between the heights of the water 
and the volumes of air above it, i.e. draw a curve with the values h as 
abscissae and the volumes in column 3 as ordmates. By means of this 
curve we can deduce the volume of air in the bottle corresponding to 
various heights of water. 

Forks of pitch varying from 256 to 512 should be used and a curve 
plotted with volumes as ordinates and values of -- as abscissae. The 

resulting curve should be a straight line through the origin if the 
theory is correct, but in practice it will be found not to pass through 
the origin although the relation is very nearly linear. The curve will 
obey closely the law 

(u c) == constant. 

The value of c is a correction to be applied to v. 

This may be regarded as a neck correction, and the ratio of c to the 
volume of the neck should be recorded. 

The agreement of pitch between the fork and bottle should be 
tested by blowing across the neck and noting beats between the note 
obtained and that of the fork. 

Determination of the Frequency of a highly pitched Note by means of 
a Sensitive Flame 

When a continuous note is produced in front of a smooth wall the 
reflected and incident trains of wawes produce stationary undulation 
in front of the wall, and consequently there exist nodes and antinodes 
in the air. The experiment consists in locating the positions of consecu- 
tive nodes fronf the wall outwards. Thus the wave-length is determined, 
for the distance between two consecutive nodes is half a wave-length. 
By noting the air temperature and deducing the velocity of sound in 
air appropriate to it (eq. (A)), we may thus deduce the frequency of 
the note by the relation 

V = wX. 

in order to locate the nodes a sensitive flame is used. This flame is 
produced by supplying the gas under pressure to a pin-hole burner. 
The requisite pressure can be obtained by leading the gas from tlie 
main into a large gas-bag and placing a board on the top of the inflated 
bag to carry a weight. 

From the bag a pipe leads the compressed gas to the burner. When 
the bag is full, turn off the main tap and put weights on the board so 
that a tall flame from one to two feet high is produced and there is no 
flaring. It will be found that in the sensitive state, on making slight 
noises as, for example, by jingling keys in the neighbourhood of 

i-.l'm rt-f -t-.Ti A fl o m a nUonreoa T+ flQT«aa QV>a ciTir\->»+ATio 
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recovering its former state when the sound ceases. This is caused 
by the motion of the air as the sound-wave passes. 

Start with the flame close to the wall and sound a note from a highly 
pitched whistle, or other suitable source, and move the flame slowly 
outward from the wall. 

It will be found that at certain points the flaring ceases and the 
flame increases in length. At these points the air is still, and the points 
are at nodes of the stationary wave motion. 

If a smooth wall is not conveniently situatetl, set up a large slicet 
of glass or smoooth board at the end of a table, and move the flame 
outward from the surface along the table. The flame will probably 
need adjusting before it will respond readily. To do this use the tap 
leading from the bag to the burner, and also vary the weights producing 
the pressme. It appears to be necessary to use a rather long gas tube 
to convey the gas from the bag to the jet. 

In obtaining the most sensitive flame it is to be noted that the 
orientation of the flame is important and the burner should be turned 
about a vertical axis, so that different sides of the flame are presented 
towards the direction of the sound. The flame appears to have different 
degrees of sensitiveness on different sides. 

It is possible to produce a good sensitive flame by leading the gas 
from the mains to a glass tube with a finely drawn-out end. The 
pressure of the gas supply to the glass tube is controlled by a clamp 
on the rubber tube which connects it to the main supply. This method 
is simple and often saves the trouble of the gas-bag method. 



CHAPTER XVI 

MISCELLANEOUS MAGNETIC EXPERIMENTS 

Measurement o! the Pole Strength of a Bar Magnet, using a O-rassot 
Fluxmeter 

The search coil of the fluxmeter (see p. 521) is placed on the bar 
magnet as shown in the figure, so that it encircles the mid-point of 
the magnet. At this stage the reading of the fluxmeter is noted. Then 
if the bar magnet is uniformly magnetized, the coil, when withdrawn, 
cuts all the lines due to the pole past which it moves. 

The fluxmeter indicates the flux change in units which are specified; 
m the case of the instrument described on p. 521, each division corre- 
sponds to a change of flux equal to 10,000 maxwells. 

If the change is x divisions during the withdrawal of the search coil, 
and there are w turns of wire in the search coil, then since from a pole 
of strength, w, there are 4 tcw. lines, we have 


or 


4:nm — 


m — 


10000 ^- 

n 

lOOOQy , 

4^mi 


The experiment should be repeated, using search coils having 
different values for n. ^ 

The following are examples of cxperimentaf results. 


CoU A \ 11 = 100. 


Initial reading of fluxmeter 3 

Final reading of fluxmeter 46 

Deflection, first experiment 49 

Deflection, second experiment 50 

Miain defl(5ction 49-£ 


= 394d. 


49*5 X 10000 

m = 

4tc X 100 

OoU B: n == 8 . 

Deflection, 4 divisions. 

10000 X 4 

m = 

4tc X 8 

Mean value of pole strengths 


: 394- 


■4. 

394-5. 
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The magnet was 1-58 cm. by 0*76 cm,, i.e. ,1*23 sq. cm. in cross-section. 
Thus the intonsity of magnetization, assumed uniform, is 


394*25 

1*23 


320*5. 


Distribution o! Magnetism along a Bar Magnet 

This may be determined by using the fluxraeter in a manner very 
similar to that of the last experiment. The magnet is marked o,ff in 
centimetres along its length, and the search coil is placed at the mid- 
point, around the magnet. The coil is then advanced in centimetre 
steps and the deflection of the instrument noted, i.e. for 0 to I cm., 
1 to 2 cm., 2 to 3 cm., etc. The deflection in each case is proportional 
to the magnetization in the space moved over by the coil. 

The variation of magnetization along the length is shown by plotting 
deflection against distance from the centre. 

Gausses Proof of the Law of Force 

The most satisfactory proof that the force between two magnetic 
poles varies inversely as the square of the distance between them, was 
first given by Gauss. 

The method consists of a comparison of the magnetic force at a- 
point on the axis of a magnet with the force at a point on a line drawn 
at right angles to it, at its mid-point. 

Let us first calculate the value of the force at two such points, 
assuming that the force between poles varies inversely as the wth 
power, so that the force between two poles of strengths, m and m', 
r cm, apart is 



End-on Position {A Position of Gauss) 

Let NS he the magnet (fig. 301) and P a point along the axis produced, 
such that the distance from P to O, the centre of the magnet, is t cm. 
If the length of the magnet is % cm., the magnetic field at P, which is 
the force on unit pole placed at P, is 


(r-A” (7+;)” 

This is the net repulsion due to N and S on the unit polo at P, and 
is equal to: 

__ i;.' 1 

P., == 7n ' 

I" 


-(- 9 " 
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On expanding in powers of we have 


Fa = 


m 

4 nl ,n{n~l) /I 

1 “t-- 2! “ 


nl 1 n{n-— 1) /l\ 
3- 2! vJ 

I-..} 



r- 


expanding the two expressions. 



Neglecting the powers of ^ higher than the first, this expression 
becomes 

F n\ 

^ ^,n+l y.M+ 1 ’ >••0) 

where M is the magnetic moment of the magnet. 


Broadside-on Position {B Position of Gauss) 

Again in fig. 301 let Q be r cm. from 0, measured along OQ, which 
is drawn at right angles to the magnet at the mid-point. 

Due to the pole at N, there is a repulsion at Q along NQ equal to 

m 

TvPTWT”’ 

and a similar attraction due to S, along QS. 

The resultant of those forces may be obtained by considering the 
isosceles trianglr^ QNS, as a triangle of forces. The sides QS and QN 


m 
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each represeiitiug a force 


F, ------ 


^ resultant NS is 

2ml 

(rljrfayn 

M M 


or when iis small compared with r. 


M 

yn+l 


...( 2 ) 


Comparing equations (1) and (2), we see that for such a short magnet 
the magnetic forces at the two points, P and Q, are as w : 1 , 

The numerical value of n is obtained by comparing the magnetic 
forces at two such positions. 

A magnetometer is employed. This consists of a small magnet 
fastened in a light frame which carries a small mirror, the whole being 


O 



Fia. 302 (a) 


Fig. 302 (b) 


suspended by a thin silk fibre in a cylindrical brass case, as shown in 
fig. 302 (a). Fig. 302 (6) shows the usual form of small suspended 
magnet. 

The magnetometer magnet is allowed to come to rest, care being 
taken that all the torsion is removed from the silk suspension. 

Two boxwood scales, 0 and D, are arranged as shown in fig. 303, 
one in the magnetic meridian, and one at right anglers to it. 

A lamp, L, and scale, S, are arranged in the usual way, as shown, 
so that an image of the lamp is reflected and focused on the scale, »S. 
The distance of S from the magnetometer mirror should be about 
one metre. 

When the magnetometer needle is arranged to swing freely in the 
centre of the case by means of the levelling screws shown (fig. 302 (« ) ), 
the position of the needle with resneet to the ends of the hoYwnntl 
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scales can be very readily obtained, if the radius of the cylindrical 
case is measured. 

If now a small bar magnet is placed at any point, such as B, fig. 303, 
in an east and west position, a magnetic field will be set up at M, corre- 
sponding to the broadside-on jiosition. The distance, r, betw'een the 
itiagnet centres being obtainable by direct measurement on the box- 
wood scale. The deflection of the magnetometer is found by observation 
of the movement of the reflected beam of light. 

The magnet is then placed again east and west, at an equal distance 
from M, on the scale D (A, fig. 303), and the deflection again obtained. 



It is desirable to eliminate the zero reading of the magnetometer; 
the double reflection, left and right, may easily be obtained by reversing 
the magnet at the two positions A and B. 

The experiment is repeated for various valubs of r. For example, 
with a magnet^,4 cm. long the values of the Reflection at 60, 60, 70, 
80 cm. may be obtained and tabulated as belo’^. 


Distance 
of mag- 
net from 
centre 
magnet- 
ometer 
in cm. 

End-on (A) position 

Broadside-on (B) position 

Value 

A 

b'“ 

Scale reading 
magnet 

Double 
deflec- 
tion A 

Scale reading 
magnet 

Double 

reading 

(B) 

Direct 

Reversed | 

Direct 

Reversed 

50 cm. 

17*6 

-16-7 

34-3 

8-2 

-9-0 

17-2 

2-0 

60 

10-3 

-104 

204 

4-6 

-54 

9*7 

24 

70 

6-5 

- 6-2 

12-7 

2-8 

-3-3 

64 

2-08 

80 

44 

- 44 

8-2 

1-8 

-2-3 

44 " 

2-07 

90 

3-3 

-2.9 

6-2 

10 

-2-2 

3-2 

1-94 


Mean 2-04 
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The deflected position of the magnetometer needle depends on the 
relative strengths of the horizontal component of the earth's field, H, 
and the field due to the deflecting magnet. If 0 is the angular deflection 
produced, we have 

H sin Q — E cos (?, 
or E = H tan 6. 

So that for the same value for r 

E^ __ w __ tan 01 
Ejj 1 tan 0a’ 

where 0^ is the deflection when the magnet is at A, and 02 when the 
magnet is at B, in the broadside-on position. 

If the distance from the scale S is fixed and the corresponding 
deflections are and d^, 

tan 201 _ di 
tan 202 dg’ 


= 01 and 02 being small. 


This ratio is tabulated in the last column of the table, and a mean 
value obtained. 


The Variation of Residual Magnetism with Temperature 

The object of this experiment is to investigate the behaviour of a 
magnetized carbon steel rod when subjected to temperature changes. 

A rod of carbon steel of about 8 cm. in length and 0’5 cm. in diameter 
is magnetized between -the poles of an electromagnet. The magnet .so 
formed is set up inside a copper or brass tube, which is of slightly 
larger diameter, as seen in the upper portion of fig. 304. 

The magnet is drilled with a small hole which receives a thermo- 
junction, as shown. This thermo-junction is calibrated as described 
on p. 580, and serves to register the temperature of the magnet. Some 
simple heating device is arranged to vary the temperature of the 
magnet. In the diagram a second brass tube provided on the upper 
surface with a series of holes is shown, fitted on the end of a bra,ss 
Bunsen burner. If a brass Bunsen burner is not available a sim])ie 
heater may be made by taking a second tube such as the one .shown, 
perforated with a series of holes, having one end closed and at the 
other a device for admitting an air-gas mixture similar to that of tlie 
common form of gas ring. 

The magnet is set up at right angles to the meridian, and at a 
distance d cm. from a mirror magnetometer, of the form .shown in 
fig. 302; the distance, d, should be such that at room ttsm])oratures the 
magnet produces a full-scale deflection. The magnitude of the defloetzon 
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is noted, and the temperature is obtained from the thermo-jnnction 
balance point on the potentiometer. 

The temperature of the rod is gradually raised by means of the 
heater, and the magnetometer deflection and the thermo- junction 
balance point are noted for every 20°0. rise until the temperature is 
about 180° C. At this point the observations are made much more 
frequently, as the critical part of the variation is being observed. At 
about 250° 0. the readings may be again taken at about every 10° C. 
or 20°G. intervals, and observations continued until the temperature 
is at the maximum obtainable value for the heater employed. 

The results are tabulated and the value of the temperature obtained 
for each point; the tangents of the corresponding angular defle(!tions 
of the magnetometer are also tabulated. 



The magnet is then allowed to cool slowly, an^l the observations are 
continued, until finally the specimen is once rnose at room temperature. 

The magnetolneter is at a constant distance from the magnet, and in a 
fixed control field, H, hence the moment of the iiflagnet is proportional 
to the tangent of the angle of deflection. 

This quantity is plotted against temperature, and a curve somewhat 
similar to that of fig. 305 is obtained. The firm line shows the relation 
bcitwticn tan a and i°0. as the temperature rises, and tbe broken lino 
the ladatiousbij) as the temperature decreases. 

For carbon steel in general, it will bo found that at aliout 200° (i. 
the m.agnctie moment i.s reduced to zero. An inc.reasc in iomptu'ature 
causes a reversal of the polarity as shown in tlu', curve, 'This negative 
monumt i.s a. maximum at about 210°C. and then decreases to zero 
at about 800° 0. In general such a high temperature will not be 
available with the heater described, but the most interesting part of 
the curve may bo obtained. On cooling, the negative moment is a 
maximum at J), ;it a temperature about 10°0. or 20°O, above the 
original position, and on regaining room temperature will haves a small 
positive momeni , coiTusponding to E in %. 30.5, 
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The above experiment which demonstrates an interesting feature of 
the magnetization of such an annealed carbon steel rod is due to 
Prof. S. W. J. Smith, and was described by him in the ProceMings of 
the. Physical Society of London, No, xxiv, 15 Aug. 1912, Reference 
should 1)0 made to this paper, which gives an explanation of the 
observed results in terms of the magnetization of the iron and iron 
carbide molecules which compose the bar. 

Briefly, tlie iron carbide molecules are set in line on magnetization 
and exert a demagnetizing effect on the iron molecules which are 
reversed in the internal field due to the carbide. At about 210° the 
carbide is totally ineffective, but the reversed iron molecules being 



more retentive have a maximum external effect. As the temperature 
rises, the iron molecules approach their neutral temperature, and finally 
at about 800° C. entirely lose their magnetic effect. 

The Increase in Length of a Bar on Magnetization 

To investigate the change in length produced in a rod of iron when 
magnetized, the following apparatus is set up. Fig. 30(5 shows a section 
of a brass case wrapped with two solenoids and providc^d with a wattr 
jacket, WW, through which water at a steady tempesrature may bo 
circulated via tubes, T: the two coils, C, arc wountl tog<ither so that 
their magnetic effects are identical at the axis of the cylinder. Tiio 
free ends of each coil are connected to separate terminals, P, (^)„ R, and 
S. The number of turns and mean diameter of the two coils arc as 
nearly as possible the same, so that if a current is s('.nt through from 
P to (3, the magnetic effect is the same as when the sa,m(^ c.urrent is sent 
from R to S through the second coil, or if the two coils are connected 
in opposition there is no magnetic field along the axis. 

The direction of winding and the resulting magnetic field should lie 
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tested at the outset by sending a current through the coils, and noting 
the magnetic effect on a compass needle held near the end of the 
solenoid. 

At the top of the brass case is a circular brass end -plate, to which 
are soldered rigidly three pins, S, which terminate in points on which 
a sheet of plane glass, G, may rest. 



Fia. 306 


The iron specimen to be investigated is first thoroughly demagnetized 
by heating, or by reversals of a diminishing current through a solenoid 
surrounding it (as described on p. 483). The specimen should be a 
cylindrical rod with plane ends made to fit the cavity provided along 
the axis of the solenoids. The end effects of the magnetizing solenoid 
are overcome by first placing inside the apparatus a cylindrical length 
of brass, B, with plane ends, the lower end resting firmly on the thick 
brass base of the instrument. Above the iron rod is placed a second 
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brass cylinder, A, also with plane ends; the upper end projects slightly 
above the level of the upper surface of the end-plate. 

A long focus lens is fastened firmly to this brass cylinder by means 
of soft wax or Plasticine. The length of the support, S, is such that 
a small gap is left between the upper face of the lens and the lower 
surface of the glass sheet, G. 

Above G is placed a second sheet, inclined at 45° to the normal. This 
reflects light from a sodium flame towards the lens and plane surface. 

The reflected beams are viewed by a microscope, M, and the Newton 
rings formed are observed in this way. The microscope contains a 
cross-hair which is used as a point of reference. 

When a current is sent through the solenoids arranged in series, 
with their magnetic fi,elds in the same direction, the rod may be 
gradually magnetized by increasing the current strength. If any change 
in length occurs, there will be a movement of the Newton ring system, 
which may be observed in the microscope. 

It will be seen (by reference to p. 322) that if the rod changes in 

length by ^ where X is the wave-length of sodium light, a bright ring 

replaces the neighbouring dark ring. The direction of movement of the 
fringes will show whether the rod increases or decreases in length. 

Now, due to the current circulating in the coils, a certain amount 
of heat will be developed. Thus, for a rod of 50 cm. length a rise in 
temperature of about 0-03° will cause an increase in length more than 
sufficient to move fringes corresponding to a change in size of the gap 

equal to It therefore becomes necessary to ensure that the rod is 

maintained constant in temperature throughout. Writer at constant 
temperature is circulated through the jacket, WW, for some time 
before commencing observations and continuously during the experi- 
ment. Under these circumstances tap water from a supply removed 
from any hot-water pipes will be satisfactory. 

As a further check, to ensure that the effect to the heating is avoided, 
each observation is preceded by one in which the current to bo used i.s 
sent through the two coils arranged to have their magnetic fields in 
opposition, i.e. the heating which may affect the dimensions of the bar 
will be present, and any movement of the fringes is due to that caust), 
since there is no net magnetic effect. .. 

The connexions to the coils are rapidly changed so that iheir magnetic 
fields are in the same direction, and the same current causiis a magneti- 
zation of the bar. The true effect on the length of tlio bar duo to 
magnetization may therefore be obtained. 

To facilitate the rapid change in the direction of the current, a Fold 
commutator may be employed: the ends of one coil, say, E and. S, arc 

f.n ritiA ■nn.ii’ n-f +.A'mninQ:1a n-P +.I ia 
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coil is connected in series with a battery and variable resistance to the 
middle terminals. Tims, by throwing over the movable arm, the fields 
of the coils may be made to act in opposition or together. 

Carry out observations using currents up to a maximum value w^hich 
is determined by the current-carrying capacity of the coils, OC, 

Plot the results showing change in length in terms of the wave-length 
of sodium light, against the field strength measured in oersteds. 
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TERRESTRIAL MAGNETISM 


Determination of the Horizontal Components of the Earth’s Magnetic 
Field (H) 

The method due to Gauss, described below, is usually employed to 
determine the horizontal component of the earth’s magnetic field; it 
may also be used to measure any magnetic field which is uniform over 
a sufficiently large volume. 

The method involves two experiments. In the first, a magnet of 
known moment of inertia is suspended freely in the earth’s field at 
the place where H is to be found, and from observation of the time of 
swing, the product MH where M is the moment of the magnet, may be 
calculated. In the second experiment, the field due to the same magnet 
is compared with the earth’s field by means of a magnetometer. 

Determination of MH 

Let the magnet be suspended in a light stirrup and perform oscilla- 
tions whose periodic time is T seconds, it being supposed that tlie 
suspension has no initial twist. Then if I is the moment of inertia of 
the magnet about the axis of suspension, i the moment of inertia of 
fche suspending frame about the same axis, and t the restoring couple 
per unit angular displacement due to torsion oLthc suspending fibre, 
we have « 


’ T = 27r ...(1) 

V (MH H- t) 

for (I 4- i) is the moment of inertia of the system, and (MH -f" 't) is 
the total restoring coujile per unit angular displaceinont, when small 
displacements are considered, whence MH may be (ialculatcd . 

Let MH = A. ...(la) 

M 

To find- 


A magnetometer is set up in the place at which MH was found, and 
the magnet placed with its centre d cm. from the centre of the magneto- 
meter needle, east or west of it and lying east and w(^st. If 0 be tln.i 
deflection of the magnetometer, and E the value of the field due to 
the magnet, we have 


and 


E == H tan 0, 
2Md 
(d^ - P) 


2’ 


where 21 is the distance between the poles of tlie mcgriet. 
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Alternatively, if the magnet is placed so as to be in the broadside- 
on position, i.e. east and west with its centre in the meridian through 
the centre of the magnetometer needle, the field produced at the 
magnetometer is given by 

F - M 
' 

where is the distance between the centre of the magnet and the 
magnetometer in this case, and I is the distance between the poles of 
the magnet. 

Whence for the end-on position 


H tan 6 — 

and for the broadside-on position 

H tan 01 ~ 


2Md 

...(2) 

{d2 - lY 

M 

(<ii^ + 

...(3) 


M 

In either case the value of — may be found. 

XX 


Let this value be B. 

Whence from the two experiments 

H= 11 . 

V B 

In performing these experiments all iron is removed from the 
neighbourhood at the*outset, and care taken to maintain the magnetic 
conditions the same throughout the Wo experiments. 

The magnet used may be a cylindrical bar magnet a few centimetres 
long. * 

Let the leng&i of the magnet be 2Zi cm., the radius r cm., and the 
mass m gm. I, its moment of inertia about an axis through the centre 
of gravity and normal to its length, is 



To find T, use is made of a light stirrup suspended by a fibre from 
a torsion head. A brass cylinder of the same mass as the magnet is 
first placed in the stirrup, and all the twist is then removed from the 
fibre. The torsion head is then turned so that the brass rod is in the 
magnetic meridian. The rod is then replaced by the magnet. 

The frame is provided with a small mirror, and a lamp and scale is 
arranged so that a beam of light reflected from the mirror on to the 
scale enables the movement of the suspended system to be observed. 

Set the magnet swinging through a very small angle, and. obtain 
the time taken for 100 complete swings. Eepeat this and take a mean 
value, from which T may be obtained. 
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In order to determine i the method described on p. 49 may be 
applied. In the present case the application consists in finding the 
period of oscillation of the stirrup and mirror alone. Lot this be T^. 
Take a cylindrical rod of which the moment of inertia, is known and 


T 



of magnitude comparable with that of the stirrup. If it is placed in the 
stirrup with its centre of gravity on the axis of rotation 

where to is the mass,^2Ii the length, and r the radius of the. rod. The 

J.2 

latter will usually be small enough to make - very small compared with 
I ^ ■* 

d- so that the second term in the formula may be neglected. Let T^ 
denote the period when is in the stirrup, then 



v-v 

The term i in the formula appears as a correction to I and is usually 
small, so that it is not required to a high degree of accuracy. 

The restoring couple due to the torsion, t, may bo o'htaiiKid ])y 
rotating the torsion head through, say, a complete turn. Note the 
resulting angular deflection of the magnet, tj^ radians, whence 
{2tz — 

or , = 

• ^ (2tc — tp) 
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It will be found that, if the suspension fibre is thin, t is negligible 
compared with MH. Including these corrections, we have 


whence 



MH = 


47t2 (I 4 - i) 
T2 2tc 


2n — 4 * 

The magnetometer experiment is performed, using a special form 
of magnetometer (Kew type). This consists of several small magnets 
rigidly fastened in a metal frame, which also carries a small mirror. 
The whole is mounted in a brass case, provided with suitably arranged 
glass windows so that a beam of light may be reflected from the mirror 
on to a scale S cm. away from it. 

The magnetometer jGrame carries a long bar which has four pegs, 
Pj, P 2 , P 3 , P 4 , so arranged that when a small carriage is placed on any 



Fia. 308 



Fra. 309 

of them, ilit^ (iylindrical magnet, which the carriage supports, lies with 
its axis in tlu^ same plane as the magnetometer needle. Figs. 308 and 
309 show (Uagrammatically the arrangement of the magnetometer. 

The magiictomottir and bar are first levelled (using a spirit-level) by 
meann of the iovelling screws on the base of the instrument. 

and f*,j, P., and P.j are fixed, in the construction of the instrument, 
rapiidistant Jrom the needle when the system is level. Measure 
PjP^ 1 )^^ ein,, say; measure P 2 P 3 = Dg cm. 

Th(i scialo i.s tlien adjusted so that the reflected spot of light is at its 
(uuii.ro. wiuui tlio magnetometer is under the influence of the earth’s 
field alomu '.rhc arm which carries the pegs is set first of all in the 
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direction of the magnetic meridian, and the small carriage in which 
the cylindrical magnet is carried is placed on and turned round so 
that the magnet is at right angles to the meridiaiii. The true position 
for the magnet at right angles to the meridian is obtained by noting 
the deflection of the magnetometer. This will be a maximum when 
the normal position is acquired. 

In this manner the deflection in cm. on the scale may be measured. 
The magnet is then rotated through 180“ until a maximum deflection 
in the opposite direction is obtained in the magnetometer. Let these 
deflections be Sj and cm., and the ,corre.sponding deflections when 
the magnet is supported on the other pegs be §2, Sg', etc. 

Obtain the mean value of Sj', 8^, 84' = 8, say, for distance 
also take the mean of 82, 82', S3, 83'== S', say, for the distance 

If (p and 9' are the corresponding angular deflections of the magneto- 
meter, we have 

tan 29 == ^ and tan 29' = 

S S 


Hence we may calculate 9 and 9' from the observed deflections. 
The cylindrical magnet was placed as described above so that the 
field at the magnetometer was that in the broadside-on position; thus 
from equation (3) above 

r-r ^ M 

H tan 9 = -r-T,, 

(d^ + 




Now (^2 = # ^1 + ? + 

neglecting the fourth lind higher powers of ^ 


{d^^ + Z“j8 tan 9'. 






5 eliminated, giving 

( * 

^ V - 'i 

. \di tan 9 

d^ tan 9'/ ^ 


M. 


Hence --- is determined, and the value of H may be calculated using 

, , , H 

this and the value of MH previously obtained. 

The bar carrying the four pegs may be alternathmly arranged at 
right angles to the meridian, and the carriage containing the magnet 
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again placed on the pegs with the magnet at right angles to the meri- 
dian, producing a field of force at the magnetometer corresponding to 
the end-on position. The process described above is repeated, and the 
average deflections obtained enable the calculation of the mean 
deflections, and 6^, for the distances, and d^. 

Hence again 

TT. n 2M 1 

H tan 01 X 


(-1 ■)' 


^ ^ 2M 

H tan 02 = -~ X 

!)»•* 




to the same order as before. 

Once more eliminating I, half the distance between the poles of the 
magnet, we have 

^ M/ 1 1 

" ‘ H Vn 


M 


tan 01 d^ tan 02 




dx^ - d^\ 


whence may be again calculated. This second method gives larger 
jrt 

deflections and is therefore preferable to the first. 


The Dip Circle-Measurement of the Angle of Dip 

The dip circle consists of a long magnet supported on a horizontal 
axis which pas.sos approximately thfough its centre of gravity and is 
at right angles to its length. The magnet is supported on wheel bearings 
or on agate cdjrcs, so that it may turn freely astid with a minimum of 
friction. On the same base as the support for the knife-edges, is a 
vertical graduated circle which enables the position of the ends of the 
needle to ho obtained. The whole structure is supported on a circular 
table, wliich is capable of rotation around a vertical axis. This rotation 
may be mcasurctl to at least one minute of arc (see fig. 310) on a 
boT’izontal (urcular scale using a suitable vernier. 

Tlie position of the ends of the magnet may be read on the vertical 
by means of microscopes carrying verniers, which move round 
ilie. scale. If the plane of the vertical scale be turned in the direction 
of the iiKii'idian, so that the horizontal axis of support of the magnet 
is at right a,nglos to it, the magnet sets in the direction of the eartlfls 
lines oi' magnetic force, and the angle included between the horizontal 
and th(i jjosition of the needle is the angle of dip. 

However, tluTc are many sources of error. The axis of rotation of 
the magnet may nut coincide with the centre of the scale. One end, 
th(‘r<4c)rts ol' tlu' magnet would read too small, and the other too large, 
a deflection. 
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The axis of rotation may not be truly through the centre of gravity, 
in which case a couple is exerted, tending to turn the magnet so that 
the centre of gravity comes vertically under the axis of support. 

The axis of the magnet does not usually coincide with the geometric 
axis of the needle, so that the centres of the ends of the magnet do not 
give a correct reading for the angle of dip. 

A consideration of the observations taken and described below will 
show how these errors may be eliminated. 



To determine the angle of dip, the dip circle is set up and by means of 
the levelling screws on the base of the instrument, using a spirit-level, 
the ‘horizontal’ scale is made truly horizontal. 

The plane of the meridian must then be found, so that the magnet 
may set freely. To do this, the instrument is jSrst turned so that the 
upper south-seeldng pole is at the 90° mark, and the reading of the 
vernier on the horizontal scale is noted. 

It will, in general, be found that the lower, nortli-sec'king pele of tins 
magnet is not quite at the lower 90° scale reading. A slight turn of 
the screw which rotates the instrument about the vortic;!il axis is tluai 
made until the North Pole is at the 90° reading, and the horizonta,! 
vernier scale is once more read. The circle is next turiK;d (hrough 180° 
and the two observations are repeated. The needle is now reversfnl in 
its bearings and the four observations repeated. Tiui mean value of 
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the horizontal scale readings for these eight positions is taken. If the 
plane of rotation is set in this mean position it is perpendicular to the 
magnetic meridian. The ease is then moved through an angle of 90° 
from this position so that the plane of the needle now coincides with 
the magnetic meridian. 

The procedure is as follows: 

(1) Read the position of each end of the magnet, 

(2) Rotate the instrument through 180°, and once more read both 
ends of the magnet. 

(3) Reverse the needle in its bearings and read both ends on the 
graduated circle. 

(4) Turn the instrument through 180°, and again read both ends. 

(6) Remagnetize the needle and repeat the above process. 

The needle is remagnetized so that its poles are interchanged. 

The North Pole for the observations, 1 to 4, above now becomes a 
South Pole. Under these new conditions eight more values are obtained. 
The mean value of the 16 readings gives the true value of the inclination. 
The observations may be conveniently tabulated as below. 


Marked 
side of 

Marked pole dipping 
(needle readings) 

Magnet remagnetized 
(needle readings) 

magnet 

pole 

Upper 
polo * 

Lower , r 

polo 

Upper 

pole 

Lower 

pole 

Mean 

East 


a 



t/.’ 

West 

• 

i ' 

* 

i 



Needle reversed in bearmgs 




f 

4 ‘ . 

= B 
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PERMEABILITY AND SUSCEPTIBILITY 

Measorement o£ Permeability by the Magnetometer Method 
The relation between the magnetizing intensity, H, the induction, B, 
and the intensity of magnetization, I, is given by the equation 
B = II + 4ivI. 

If an external force, Hq, is applied, H has the value 
H == H(j — al. 

This means that the effect of the external force is diminished by the 
magnetization induced, the constant, a, depending upon the shape of 
the body. 

The permeability, g, is defined by the ratio g and the susceptibility, 

2:, by i, thus ^ = l+fa4. 

If the specimen of magnetizable material is in the form of a long 
thin rod the effect of the induced magnetization, in comparison with 
the external field can be neglected. This effect will cause no appreciable 
error if the length is about 200 times the diamettJr of the oross-section. 

If the specimen is arranged horizontally or vertically near a small 
magnet, suspended by#iin unspun silk fibre, the magnet will be deflected 
by the induced magnetism in the specimen. From a knowledge of 
the deflection and of H, the value of B, g., I, k, may be calculated. 

To find the above Quantities for a given wire sixjcimen, the type of 
reflecting magnetometer described on p, 462 is used. 

The inducing magnetic field is obtained from a solenoid, through 
which a current of luiown magnitude may be passed. 

Iron Wir& Specimen arranged Vertically 

The arrangement of the apparatus is seen in fig. 311. !.< is a lamp 
and scale, M the magnetometer which is clamped to the wooden base 
shown, at a convenient distance from the specimen which is placed in 
a vertical solenoid, S. The wooden base is arranged in an oast and west 
direction so that the magnetic effect of the specimen may lie measuixid. 

The solenoid is connected in series with a small coil, Cl, and several 
accumulators, a variable resistajace, an ammeter reading to 3 anqieros, 
and a reversing switch. The coil, C, is so arranged thali tin; magnetic; 
effect produced by it on the magnetometer is in the opposit.*; direction 
to that produced by the solenoid, S. 
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Tile position of C is adjusted so that wliatever is the value of the 
current in the circuit there is no movement of the needle. In this way 
the whole movement of the magnetometer in the main experiment is 
due to the magnetism mdueed in the iron wdre. 

The specimen of iron to be examined should be shorter than the 
solenoid S, so that there is a space at each end of the solenoid not 
effective in the magnetization, in other words, the region where the 
field in the solenoid is reduced due to end-effect is not utilized. A 
wooden spacing cylinder may be arranged at the base of the solenoid 
to arrange these conditions, and at the same time cause the effective 
induced pole to be on the same level as the magnetometer needle. 



The specimen of iron should be iniiially without residual magnetism. 
This condition may be brought about by heatipg it to red heat and 
boating with a hammer while the wire is at right angles to the earth’s 
field. A further precaution against magnetization in the specimen may 
be taken, either by using another large solenoid hr S itself. 

An alternating current of about 1 ampere is sent through the solenoid 
in which the specimen is placed, and the value of the current is 
gradually reduced to zero by means of a controlluig resistance. If 
alternating current is not available the process may be carried out 
using the current from an accumulator which passes through a com- 
mutator before reaching the solenoid. Rapid reversal of current is 
arranged to take place as the current is reduced by increasing a series 
resistance. 

If after these precautions are taken it is found that a deflection is 
produced in the magnetometer when the specimen is introduced into 
the solenoid, this deflection is probably due to magnetization induced 
by the earth’s vertical component. To neutralize this, an independent 
solenoid is wound about S and a current from a steady accumulator, 
controlled by a series resistance, is passed in a direction to produce a 
vertical magnetic field opposite to that of the earth’s field. By suitable 
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adjustment the deflection may be reduced to zero and the current in 
this circuit is kept constant throughout the experiment. 

A preliminary experiment on a second sample of the same iron wire 
enables a value of the current at saturation to be determined. The 
distance, MS, is adjusted so that a full-scale deflection is obtained 
when the sample is saturated. The original specimen is then introduced 
so that its lower end is level with the axis of the magnetometer magnet. 

Starting with the soft iron unmagnetized specimen, the zero position 
of the magnetometer on the scale is observed. The value of the current 
is then raised to, say, 0-2 ampere and the deflection noted. Then 



without breaking tlM> circuit the current strength is increased by 
increments of 0*2 to a final value of about 3 amperes, the exact value 
being determined by the saturation condition of the specimen. 

Havmg increased the current to a suitable maximum value, it is 
then decreased by similar steps, again taking care that the oirc:uit is 
not broken in the process, until no current circulates. Tlie current/ 
is then reversed and increased step by step to the same maximum in 
the other direction. The current is again brought back in steps to 
zero, and having once more reversed the current it is raised to the 
maximum in the original direction. 

Tabulating these results a connexion is found between the value of 
the current in amperes and the magnitude of the dofleciioiis or the 
value of the scale reading, which, when plotted, will sho\v the general 
form of the curve above. 

The results are then converted to the corresponding C.G.S. values 
for B and H. 
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In fig. 313, let ns represent the magnetized specimen which will 
produce at P, the position of the magnetometer, a field strength, F, 
at right angles to the earth’s horizontal component, and which causes 
the deflection, 0, say. 

We have P — H' tan 6, 

where H' is the magnitude of the earth’s horizontal component. 

Let m be the pole strength induced in the specimen, 

I be the length in cm., 

r the distance from the lower end of specimen to the magneto- 
meter in cm. 

I 

I 

X 

I 

I 

1 

Fig. 313 

Then 




Further, using a solenoid of w turns per cm. having a current of i 
amperes, the uniform field H = is effective on the specimen. 

Hence, for each reading in the table of results, I, B, and H, p and k 
may be calculated. If the curve is drawn for I and H, the area enclosed 
is equal to the work done on the specimen in the cycle {i.e, the heat 
developed). 


The B-H Curve for a Sample oi Iron usmg a Ballistic G-alvanometer 
This method is specially applicable to the determination of the B-H 
curve for a specimen in the form of an anchor ring, or a very short 


N/fiiollow cylinder. For such a specimen, magnetized by a magnetic 
force of, say, H, no free poles will be developed, and therefore no 
demagnetizing field will be set up.'^fhe value of the indued-, ion, B, will 
therefore correspond to H, and not some smaller fuild, W, as in the 
pre'vious cavse. 

The experimental arrangements of this method, as shown in fig. 314, 
are such that a variable field, H, may be set up by passing a current 
through a primary winding, P, which is closely wound on the anchor 



ring. The method employed to measure 13 is to wi'ap a few turns of 
wire, S, round the anchor ring and x^rimary winding and measure the 
quantity of electricity which passes through a ballistic! galvanometer*, 
BG, due to the change in the induction in the speclnuri for a known 
change in H. Since the ballistic galvanomctcir must bc! standardized, 
the secondary circuit is completed through a second small (toil of a. 
mutual inductance, M, used in the standardizing experimemt. Thus tlu! 
ballistic galvanometer is in a fixed resistance circuit in a ll nusisuremcmts. 

The current from an accumulator may be rc'gulatod by resistaucic's, 
Rj and Rg, and measured by an ammeter, A. By nurms of tlu! Poh! 
commutator the current may be sent directly or rcvcu'sc’d througli tlu! 
primary windings, P, when Kg is to the left, or through i hc standardizing 
mutual inductance, M, when the key Kg is closed on the i‘ight. 

By closing the key Kj, the resistance Rg may bo cut out. 
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The value of H may be calculated, as explained later, from the value 
of the current strength as obtained from the ammeter, and B may be 
calculated from the observed throw of the ballistic galvanometer, EG. 
Since the galvanometer circuit is composed of a comparatively low 
resistance, a movmg coil instrument may be too heavily damped to 
be serviceable (see p. 520).*" A moving needle instrument is used if this 
is the case. 

As a preliminary experiment, the key Kg closed to the left, and 
Rj and llg decreased, until on closing the Pohl commutator, the 
galvanometer gives a full-scale deflection from the zero, which should 
be the central graduation of the scale. The current required to do this 
is noted and is used as a maximum value m the mam experiment. 
Usually from 2 to 3 amperes will suffice, the sensitivity of the galvano- 
meter being adjusted to measure the throw produced. 

Any residual magnetism in the specimen must first be reduced to zero . 

To do this the galvanometer circuit is broken and the resistances 
and Rg reduced to a minimum. The current passing in P is then 
reversed many times and Rj and Rg gradually increased, until finally 
the current which is reversed is very small. It should be noted that 
Rj and Rg are such that changes in resistance may be brought about 
without breaking the circuit. 

Another method of demagnetizing the specimen is to pass an alter- 
nating current through P and a liquid resistance in series. The 
alternating current is^gradually reduced to zero by withdrawing the 
electrodes of the resistance. ^ 

The galvanometer is once more put in circuit with S, etc., by closing 
the key in the circuit (not shown in the diagram)* is closed, and Rj 
given the value«corresponding to the maximum current as determined 
by the preliminary experiment. The commutatoskis then closed to the 
right, and the throw of the ballistic galvanometer, S, noted. The 
reading of the ammeter is also noted. The throw will correspond to 
an induction, Bj, and the ammeter reading to a magnetizing force, Hi, 
represented by some point such as S in fig. 315. We now use this as 
a. point of reference. The galvanometer circuit is again broken, and 
■“the commutator is reversed rapidly some 20 to 25 times, and finally 
left on the right, i.e. the iron is taken several times round the cycle 
represented in fig. 315 and is said to be in the ‘cyclic state’. BG is v^' 
again put in circuit. When all is steady, Rg is given a small value and 
Ki is opened. The magnetizing field is thereby decreased and the throw 
of the galvanometer, Sg, noted. This throw corresponds to a decrease 
in induction, Bj — Bg. The value of the current corresponding to Hg 
is noted on the ammeter. 

Ki is now closed, the galvanometer key opened, the Pohl commutator 
reversed 20 to 25 times, and finally left to the right. The galvanometer 
is^nnt in circuit: R,„ is mven a larver value: K, is then onened and the 
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tlirow due to the change in the induction, say, ■— B 3 , is noted. The 
ammeter is again read. 

This process is repeated vrith the commutator to the right, until Eg 
is infinite and consequently the current and H zero, i,e. the relation ot 
B to H represented by the path, SA, of fig. 315, is investigated. 

After each measurement, the iron, by the reversal of the maximum 
current, is returned to the state represented by S, which therefore 
becomes the reference point. 

The key, Kj, being closed, the commutator is reversed some 20 times 
once more and finally left to the right, Rg is given a large value and 
the galvanometer is again put in circuit. 



The commutator m then thrown over to the left, and at the same 
time Kj is opened, i.e? the current is reversed and at the same time 
made of small value. This gives a point on the part Ab of the curve. 
The same starting-point, S, is taken, the drop in induction measured, 
and the change in H from a maximum position to a small negative 
value obtained. 

This process is repeated in many steps until finally Rg = 0, i.e. until 
the change in field, H, and induction, B, corresponds to a reversal of 
the maximum positive to maximum negative values. 

At this stage we may assume that the curve is symmetrical, and 
obtain the full hysteresis loop, having obtained SABS' experimentally, 
or we may proceed to find S'A'B'S by experiment, using S' now as our 
reference xioint. The process is as before except that the commutator 
is now left on the left-hand side. Ki is opened while Rg has various 
values from 0 to infinity. At this stage (point A') Rg is given values 
from infinity to 0 , and opened as the commutator is thrown over 
to the right-hand side. 

It should be found that the value of the throw for the reversal, when 
the full current is passing through the primary is identical for the change 
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CuiTent i 
in i 

E.M. units j 

(1) 

Field H 
ill 

E.M, units 

(2) 

Throw of galvanometer 

(S) 

(3) 

Change of 
induction i 
from S or S' 

(4) i 

Induction 

(B) 

assuming 

symmetry 

(5) 

' j 


FOB OUBRBNT j 

Drop 


i 

. 1 


CHANGE i 

from S 


0-24 1 


0 to 0-24=2-0 cm. i 

0 

10000 

0-22 


0*24 to 0*22= 1*5 cm. 

500 

9500 

0*20 


0-24 to 0*20=l-8 cm. 

700 

9300 

018 


0*24to0-18=2-4cm. 

' 1000 

; 9000 



etc. 



+ 0-02 

0-0 

- 0-02 


1 

! 

i 



-- 0-20 

- 0-22 

~0‘24 


0-24 to -0-24= 

20000, say 

-10000 


from S to S' and S' to S, and that either value is approximately twice 
the first recorded throw, Sj. ^ 

The results piay be tabulated as shown. Th^ original direction of the 
current in the coil, P, is taken as positive and tlm current value may be 
recorded ui column (1) and the corresponding throw in column (3). 

To calculate H, imagine a unit magnetic pole to be taken round the 
axial circle of the solenoid. If H is the value of the magnetic field 
strength due to a current, i, in the solenoid, the work done on the 
pole for such a complete circular path is 2Tcr . H, where r is the mean 
radius of the anchor ring. 

If there are N turns in the winding, the unit pole is linked with each 
winding in the complete path, therefore doing work ‘kzi for each or 
a total of 47T:Ni, whence 


= 2Ti:rII, 



where i is the current strength in theoretical E.M. units {not 
amperes). 

The value of the current in B.M. units shown in column (1) may be 
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converted to oersteds by multiplying by the factor --- as seen in 
equation (1). 

To calculate the induction, B, corresponding to the observed value 
of 6), an auxiliary experiment is necessary. The two-way switch, Kg, 
is closed on the right, so that a current may be sent through the long 
straight solenoid, M (about 40 cm. long and 4 cm. in diameter), which 
has m-i turns per cni. Inside M is the second small solenoid which has 
been in series with S and the galvanometer throughout the preceding 
experiment. 

For a current of i E.M. units flowing through M, since the solenoid 
is long, the field strength at the centre is 4 tcWi^ oersteds. 

Let the radius of the inner coil be cm., and Ng the total number 
of turns in this coil, then the total flux in the inner coil is 

4:-K7nji maxwells. 

If now the current be reversed in M the change in induction in the 
central coil is 

STt^Wj^tVg^Ng lines. 

Let R be the total resistance in the galvanometer circuit and i the 
value of the current in this circuit. Since the electromotive force is 

numerically -j-, 


dN fd 

dt J J] 

STC^miNg^g’ . 


the change 


For an instrument of the moving-needle type: 

^ TH 0 /, . x\ 


^ TH . 0 /^ , x\ 
Q = K,sin?(^l+i^, 


T H 

where . -- and is constant. 

. 7t (I 

For small deflections, d, the scale deflection is proportional to 0 and 
..00 

as sm - :n= - we may write 

Q — Kgd, 

where Kg is a constant. 

In the moving coil type of galvanometer the same relation holds, 
but the constant, Kg, has another value. 
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f 


i- 




if 


S 


4^' 


§■ 


■k 

■■Jl 


Substituting in (2) above 

^K,d. 

It 

or K.d = 87i:%2.i]Sr2y2^^) 

where K = KgR = constant. 

The last equation, which connects the deflection, d, with the total 
change in flux, enables the calculation of the value of B corresponding 
to each field H to be made. 

The change in the number of lines, threading the entire circuit, 
corresponding to 1 scale division deflection on the galvanometer scale is 

■K" — 


The deflections Sj, Sg, etc., in column (3) therefore correspond to 
a change in flux equal to K8j, KSg) etc. This is a change in the total 
flux in the space of the secondary wdnding, S. If is the radius of 
cross-section of the iron anchor ring, approximately that of the secon- 
dary winding, S, m the number of turns in the secondary, and (Bj — Bg) 
the change in induction to be entered in column (4), we have, since 
B is the number of lines per sq. cm. of cross-section: 

(Bj Bg) m , = K8, 


^ dm 



The term in brackets is evaluated and used as a reduction factor, 
converting 5 to induction for column (4). 

To obtain column (5), a symmetrical form for the curve may be 
assumed: that is, the induction for the maximum positive and negative 
current values are equally placed from the zero induction line, and 
equal to half the induction for a full current reversal, which is the 
mean of the extreme values in column (4). The method of calculation 
may be understood from the numbers shown in the suggested table. 

The B-H curve could also be obtained for an anchor ring, using a 
fluxmeter in place of the ballistic galvanometer. 

The calculation of H is as before. When the induction is large the 
^number of turns in the secondaiy coil can be diminished, so that the 
fluxmeter reading is not excessive. The calculation of B from the 
observed deflection, 6, for any current change in the primary, is more 
direct than in the preceding case. Unit scale deflection on the fluxmeter 
corresponds to a flux of 10,000 maxwells. So that if the secondary coil 
used is of m turns, and the radius of each turn of the secondary is 



the induction change (B^ — Bg) corresponding to the deflection 6, is 
given by; 

m X (Bi - Bg) X Tcf/ = 100000, 


Bi — Bg 


100000 
mitr-, 2 


The experiment is carried out in a manner similar to that described 
above. 


The Swseeptihilities oS Paramagnetic and Diamagnetic Substances 

In substances which fall into these classes the intensity of magnetiza- 
tion produced by an external field is much smaller than that which 
results in the case of ferromagnetic substances. In both cases the 
susceptibility is independent of the field strength, and since I is small 
in comparison with the applied field, no correction is required for the 
effect of demagnetization. In the equations given at the beginning of 
this chapter it is possible to write H = Hq without appreciable error. 

The small response in these cases calls for a different method of 
measurement. This will be illustrated in the following experiments, 
the first useful in the case of a solid, the second in the case of a liquid. 

In order to work out the result, the force on the substance situated 
in a non-uniform field is required. Let a small volume, v, of the 
magnetic material be situated in a place w'here the field strength is H. 
If the field strength varies from place to place the substance will tend 
to move to places of lower intensity in the 6ase of a diamagnetic 
substance, and to places of higher intensity in other cases. Thus, the 
substance will be subjected to a force. Let this force be denoted by F 
and suppose that the 'substance moves through a distance, dx. The 
work done by the force is Fdcr and is equal to the change in potential 
energy which results' from the displacement. A well-known example 
of this is that of a body falling under gravity. The force in this case 
is the weight of the body, and as it falls potential energy is lost. In 
the magnetic case, suppose that the material is at first outside the 
field, and that the medium occupying the field is of permeability, \j,q. 
u 

The energy density of the medium is ^ — . Thus the volume, v, into 
which the specimen is to be placed contains energy of amount 

' 8tc 

When the specimen is in position the energy is — 5- ^ \vhere a is the 

permeability of the material. Thus the energy arising from the replace- 
ment of a volume, v, of the medium by the same volume of the material 

is If the specimen is moved through the distance, da;, the 
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energy change is — — v dx, or in terms of susceptibilities, 

8tc dx 

I (& — kff) V dx. 
dx 

This change of energy in the field is equal to the work done on the 

body. Thus F = ^ (ife - . 

dx 

The Susceptibility of a Solid . 

Suitable substances for this experiment are wood, sulphur, or ebonite 
in the forrh of a rectangular slab. 

The variable magnetic field is provided by an electromagnet with 
wedge-shaped pole pieces. 




’(a) 


( 13 ) 


The figure illustrates the specimen AB in tlie field between the pole 
pieces of the magnet. The field will vary rapidly along the vertical 
direction, due to the wedging of the pole pieces. There will be some 
variation in the horizontal direction, but if the pole pieces are suffi- 
ciently wide apart the central part of the field will be uniform horizon- 
tally. The size of the specimen should be such that it can be suspended 
in the uniform region. The vertical dimension of the pole pieces is 
smaller, and there will be a rapid falling-off in the value of H. Thus, 
the force on the specimen will be vertical. The specimen is suspended 
from one arm of a sensitive balance and is first counterpoised when it 
is situated in a place where there is no field. In this experiment the 
influence of the earth’s field can be neglected. The material is then 
brought up to hang between the poles symmetrically, as shown, and 
the force resulting from the field is counterbalanced by altering the 
weights to counterpoise the specimen. If the difference is denoted by 
mp, this is equal to the force arising from the magnetic field. 

Let the area of the horizontal cross-section of the specimen be A, 



and let a: be a distance measured vertically from the upper end. The 
force on an element of volume, Ada;, is 

dF — — &o) Ada? 

Thus, integrating for the whole extent of the specimen, 

P = (A - l-o) f ^ <fo = I (* - (H,» - Ho”), 

2 J da? 2 

where denotes the intensity at the lower end and Ho that at the 
upper end of the slab. Ho can be neglected, for the .field falls off very 
rapidly from the poles. In the case of a paramagnetic substance the 
direction of this force is downwards into the region of greatest magnetic 
intensity. In this case the weights in the pan have to be increased, 
and in order to determine h we have 

and /i!o, the susceptibility of air, may be assumed to be zero in this 
experiment. 

The value of should be determined by means of the fluxmeter 
y(p. 521). 

The Susceptibility of a Solution 

The method to be described is suitable for the measurement of the 
susceptibility of a solution of a magnetic salt, and of other magnetic 
liquids. • 

For the purpose of the experiment a solution of a ferrous or ferric 
salt, e.g. the chloride, may be taken. 

The method consists in observing the rise of the liquid in a tube 
placed between the poies of a magnet. The conditions and. theoretical 
basis of the experiment are similar to those described. Tlie difference 
consists in the way the force is measured. 

The solution is placed in a U-tube consisting of a wide and a narrow 
limb. The former limb is placed outside the field and the latter within 
the region between the poles of the magnet. 

Suppose that the position of the liquid surfaces in the U-tube are 
A'B' and C'D' before the field is generated. The level of C'D' must 
be observed by means of a micrometer microscope. When the field is 
present let the new levels be AB and EF, and let the position of EF 
be observed by the microscope. Thus the height, FD', is obtained. 
Let this be denoted by h. The level in the wider limb has sunk to AB, 
so that EF stands at a height above the general level wliich is greater 
than %. This height has to be measured from the new level of AB. 
Suppose that A'B' sinks through a distance, c, then a volume of liquid 
of amount cA has passed into the other limb and now lies above O'D'. 
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Thus cA = hi. Adhere A and a are the areas of section of the wide and 
narrow limbs respectively. 

Thus c — ^ and the corrected height is h. 

This is the height of the column of liquid supported by the forces 
arising from the magnetic field. 



Take some section at 0 where the field is negligible and calculate 
the force on the liquid above this point. It will be found to have the 
value I {k ~~ w'-here is the field intensity at the upper level. 

Thus * I {h - -1- ^ ggh 

It is thiKS necessary to determine the sections of the limbs of the 
U-tube and the dcaisity of the liquid. 

Tlie value of is measured as in the last experiment, and it is a 
good ])lan to arrange that the level of the liquid rises to the centre of 
tins space between the magnetic poles and to measure the field strength 
at this level. Another method of making the measurement is to alloAv 
the liquid to rise in a capillary tube and to observe the further rise 
when the field is generated. The column should be long enough so 
that it projects below the poles of the magnet into a region of negligible 
magnetic intensity. 

If the rise be h, the above formula without the term ^ can be applied. 

for air may be neglected. 

It is interesting to study the variation of with concentration of 
an iron salt. If m denote the mass of iron in solution per c.c., a graph 



ADVANCED rBACTICAL PHYSICS EOE STUDENTS 

of h in terms of m should give a linear law. It will be found that the 
line cuts the axis m = 0 at a finite value of k. This is due to the 
contribution to the susceptibility of the solution which arises from the 
water. Recent results of experiment indicate a numerical value of this 
intercept of 0-72 X 10“® at 20° C. 



CHAPTER XIX 


AMMETERS, VOLTMETERS, ATO GALVANOMETERS 

The most convenient form of current measurer is the ampere meter 
or ammeter, wliioh indicates directly, on a graduated scale, the strength 
of the current passing through the circuit in which it is placed. 

As a result of the method of construction, the range of usefulness of 
the instrument is limited, in the usual form, to measurement of current 
not less than a milliampere. By improving the suspension, etc., the 
two-pivot instrument has been manufactured capable of measuring one 
microampere; for example, a Weston ammeter is made with an open 
scale division in microamperes. 

Similar conditions hold for the voltmeter. 



Fig. 318 


The Voltmeter 

This instrument consists essentially of a coil of thin copper wire, C, 
which is supported on an axis pivoted on jewelled pivots, P, P', and 
is free to move in the cylindrical gap between the soft iron pole piece, 
DL', of an aged steel permanent magnet, NS. 

The field is strengthened and made approximately radial by the 
insertion of a soft iron cylinder, I, in the space inside the coil. This 
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cylinder, as seen in the lower fig. 318, is fijsced to a brass bar, B, which 
forms a bridge between the pole pieces. The air gap is thus reduced 
and the coil moves freely in this space. 

To establish a restoring couple, the two hair-springs, H, H', are 
attached to the axis, and to points on the framework which are insu- 
lated from each other. These springs also serve as leads for the current, 
to and from the coil. 

Attached near the upper spring is a light counterpoised pointer 
which moves over a scale, G. The centre of gravity of the whole system 
is arranged to coincide with the axis of suspension. 



When in use, the instrument is placed in parallel with the points 
whose potential difference is to be measured. The internal resistance 
of the instrument must therefore be large in order to avoid any 
appreciable rearrangement of current and potential drop in the circuit. 
The current passing through the voltmeter is therefore very small for 
such a high internal resistance, and therefore the heating of the coil 
is not very great. 

The internal resistance is not made up entirely of that of the cojiper 
coil. In most forms the greater part of the internal resistance consists 
of a resistance in series with it (fig. 319). The chief reason for this is 
to avoid any error due to heating in the moving coil. 

Such heating may be due to (1) atmospheric rise in temperature, 
(2) the Joule effect. An increase in resistance of the moving part would 
occur in either case unless the temperature coefficient of the wire were 
small, Manganin has a small temperature coefficient, but a higher 
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specific resistance, i.e. for the same coil resistance a less radiating 
surface is available for manganin than copper. 

The effect of>.(2) in raising the temperature of the coil may be best 
eliminated by making the i^^ing cofi, resistance fairly low, and hence 
the percentage change of th^p^hole is reduced. 

Hence the usual compromise js a copper moving cod of comparatively 
small resistance and a series manganin coil of high resistance. This 
series resistance is constructed of thicker wire than would be possible 
for the moving coil. 

Having in this manner secured the besf approximation to constancy 
for the internal resistance, it will be seen that the small current, i, 
passing through the instrument is proportional to the potential dif- 
ference between the teiminals. Now the deflection produced is 
proportional to the current for a large range of deflection when the 
field is radial, and hence the deflection produced is proportional to the 
potential difference between the terminals. 

The instrument is made ‘dead beat’ by winding the moving coil on 
a copper frame. 

The same instrument may be used to measure different ranges of 
potential. This will be seen from fig. 319. Thus, if a potential of 3 volts, 
when applied to PL, produces a full-scale deflection in the instrument, 
whose internal resistance (AB coil) is 345*5 ohms, it will be seen 
that the current in the coil is 0-00865 ampere. 

Now, if a higher potential, say, 150 volts, is to be the new value 
corresponding to a fuff-scale deflection, this may be connected to H 
and P so that a bigger series resistance, BO, is included, such that the 
total internal resistance, R, is given by ^ 



R = 17270 ohms. 

The same current will flow through the coil, and hence the deflection 
will be again a full-scale deflection. 

The graduations on the scale will therefore subdivide the 0 to 150 
into equal increments, and each division corresponds to fift}?- times the 
value which corresponds to the lower voltage applied to PL. 

For the lower range voltmeter, measuring potential of the order of 
a millivolt, the value of the internal resistance is smaller, for the 
deflection is proportional to B^*, where B is the magnetic flux in the gap 
and i the current. B is constant and so to produce the deflection, when 
a low potential is applied, R must be decreased. 

In such a moving-coil instrument the direction of deflection depends 
upon the direction of the current. The higher potential should be 
connected to P which is marked -f , otherwise the needle may be 
strained. 



Ammeters 

To measure the current in a circuit, the measuring instrument used 
should be of low resistance, unless some account be taken (as in 
galv^anometers) of the resistance introduced by it. For example, if a 
small resistance of known magnitude, r, be included in the circuit, 
the current strength, may be found if the value of the potential 

drop, V, along t, be determined by means of a milli voltmeter, for ^ ^ • 

This arrangement of a voltmeter shunted with a low resistance is 
utilized in the ammeter. The fixed-range ammeter usually contains 
the shunt inside the case. The value of the shunt resistance is small, 
and therefore the resistance of the whole instrument is of the same 
order. The moving coil of the ammeter is often, also, provided with a 
series resistance as in the voltmeter to minimize temperature variations 
as described above. 

Many of the better forms of ammeter are not provided with fixed 
shunts, but require an external one. The value of the shunt resistance 
determines the range of the instrument. 

The greater the range, the smaller is the resistance of the shunt. 
Suppose the maximum scale reading is obtained for a current, «, 
through the coil; this is proportional to the potential difference between 
the ends of the shunt. If the external current be doubled the drop of 
potential along the shunt will be doubled. In order to keep the same 
current, i, in the coil, the shunt resistance must-be halved. The same 
principle applies for other multiples of the external current and the 
range of the instrument can be varied by means of a series of 
appropriate shunt resistances. 

The shunts are made of manganin, which has a .k)w-temperature 
coefficient. The dimensions required in using a given manganin strip 
can be calculated. If it is found that to produce a negligible heating 
the shunt width has to be excessive, it is usual to construct the shunt 
of several strips in parallel. 

The instrument should never be used without the ajyprojpriate shunt for 
the current to he measured. 

The ammeters and voltmeters described above have the advantage 
of being direct reading on a calibrated scale; they are robust and do 
not require any adjustment. But as indicated at the outset, the general 
type of mstrument is not sufficiently sensitive to measure currents of 
less than a miUiampere or potentials less than one millivolt. By more 
dehcate construction and general improvement they can be made to 
measure to one microampere and one microvolt. In such a case the 
extra sensitivity entails very precise work, and makes the cost of the 
instrument somewhat higher than for the ordinarj;^ range (i.e, one 
millivolt or miUiampere). 
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Some forms of instrument are available wliicli combine the voltmeter 
and ammeter. The necessary shunts and series resistance are contained 
inside the ease, and by connecting to the proper terminals, the instru- 
ment may be used either as an ammeter, or as a voltmeter of several 
ranges (see, for example, fig. 320, at p, 1). 

Uniplvot Instraments 

To increase the sensitivity of the above types of instruments, a 
modification of the support of the moving part was introduced by 
R. W. Paul. The pivot friction was reduced very considerably by the 
use of the one-pivot method of suspension, and at the same time all 
the advantages of the form of double-pivot suspension were retained, so 
that a sensitivity corresponding to one subdivision per microampere 
is obtainable for the Unipivot instrument. 



Fia. 322 


The construction is shown in figs. 321 (at p. 1) and 322. A circular coil 
is suspended about a spherical core of soft iron between the poles of a 
permanent magnet. 

Pig. 322 shows the detail of the coil support. A vertical spindle 
carries a light counterpoised pointer and rests on a polished jewel at 
the bottom of a cylindrical hole drilled in the soft iron sphere. 

The cylindrical spring at the upper end has a very slight lifting 
effect on the coil, and produces a restoring couple when the coil is 
deflected; it also serves as a lead for the crurent to the coil. The current 
leaves the coil -by the flexible wire shown at the lower extremity. 

The centre of gravity of the moving part is at the point of support. 


32 



A simple device is included to raise the point off the jewel when 
the instrument is not in use. This is shown under the coil in fig. 321, 
which gives the general appearance of the instrument when one pole 
piece and the magnet are removed. 

For many purposes it is necessary to be sure that the ammeter or 
voltmeter used is reliable to a known degree of accuracy. The instru- 
ment may be calibrated in the laboratory (e.g. by potentiometer and 
standard cell), but it is here suggested that each laboratory be provided 
with one form of ammeter or voltmeter which has been tested at the 
National Physical Laboratory, and is provided with a correction 
certificate. Such instruments should be retained as laboratory standards 
and the working instruments checked against them, 

Gralvaiiometers 

When smaller currents are to be measured, use must be made of 
some form of galvanometer. This instrument is not as robust as the 
above, it must be levelled before use, and the current must be calculated 
from the observed deflection produced by it. 

Thus it is not as convenient and simple to use as the ammeter, but 
has a sensitivity which is impossible to attain in the latter. 

The increase in sensitivity is largely produced by a more sensitive 
method of suspension. The friction of the pivot is entirely removed 
by the use of a fine suspension of silk or phosphor-bronze. The sus- 
pension carries a small concave mirror by means of which small 
movements of the moving part may be magnified. The two common 
methods of producing such magnification are by use of: 

, (1) a lamp and scale, 

112) a scale and telescope. 

(1) Lamp and Scale Method 

In this method, a beam of light from an incandescent lamp or Nernst 
filament is directed by means of a lens on to the concave mirror, which 
reflects it to a scale some distance away. The scale should be placed 
a distance away from the mirror equal to its radius of curvature. The 
condensing lens, over which is stretched a vertical wire, acts as an 
illuminated object whose image, a circular patch of light with vertical 
black line, is used to measure deflection. The greater the distance, D, 
between mirror and scale, the greater the magnification produced. 
When the mirror rotates through an angle, 0, the reflected beam moves 
through twice that angle, causing a movement of the spot of light, 
say, d cm. on the scale. 

Hence tan 20 = — . 

I) 

If the mirror is plane, a wire or part of the filament of the lamp is 
focused by a lens on the scale after reflection on the mirror. 
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To measure the deflection it is essential that the mirror should 
produce a clear image. For this reason, with the size and character 
of the mirror available on such a suspension, the usual maximum value 
of D is one metre. 

{2) The Telescope and Scale Method 

A scale is set up horizontally at about one metre from the galvano- 
meter mirror, and a telescope, usually under the central graduation 
of the scale, is turned towards the mirror. When the mirror, which 
should be a plane one for this method, is parallel to the scale, the 
latter will be seen in the telescope. The reading of the scale in coinci- 
dence with the cross-hair in the eyepiece of the telescope is noted. 
When the mirror moves, a second scale reading will coincide with the 
cross-hairs. The difference for an angular rotation, 6, of the moving 
system may be accurately measured. 

K this is equal to d cm., then tan 20 = 

It is advisable, for simplicity of reading, to use either a telescope 
with an erecting lens or prism or to use a scale provided with inverted 
graduations, so that the scale appears the right way up. 


The Constants of a Galvanometer 

(J) The Determination of the Resistance 
The first method to be described ij useful when the relation between 
the current through the instrument and the scale deflection is linear. 

It is more readily applicable when the galvanometer can be shunted 
so that the resistance of the galvanometer and shunt in parallel is 
practically ^hat of the shunt. • 

In the diagram, G and S denote the galvanometer and shunt resistance 
and R is a resistance which can be varied in series with G; both R and 
G being shunted by S. 

The rheostat, R', is used to keep the current constant in the main 
circuit, this constancy being checked by the ammeter, A. If G and R 
together are much greater than S, it will not be found necessary to 
alter R' very much as R is varied. The current in G is given by 


Si 


G-f R-f S 


= & 0 , 


where i denotes the current in the main circuit. 


Thus 


G+R , 1 _ i 
S M 


If S is very small compared with (G -}- R), unity on the left-hand 
side may be neglected. 
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On drawing a graph of R against - we obtain (G + S) from the 


intercept on the R axis. 

The graph will indicate whether the linear relation holds and thus 
w’^hether the method is applicable. 

A special case of this method may be used to give the value of G 
directly provided that a change in (G + R) makes no appreciable 
change in i. The value of S is adjusted to give a full-scale deflection 
when R is zero. R is then increased until the deflection is halved, and 
in this ease R = G, unity in the above equation being neglected. 



The second method can be used when the linear relation does not 
apply. In this case the deflection of the galvanometer is kept constant. 
Arrange the circuit as in the first method and let i be changed to 
various values, /f, where / is some number greater than unity. Adjust 
R to preserve the same deflection in G. 

Eeginning with R at zero and with the main current, i. With the 
current, fi, let R be changed so that the galvanometer deflection is the 
same as before. 

The condition satisfied is 

Si __ S/i 
G + S G-f-S-l-R 
or /(G4-S)==G + R-fS. 

S can usually be neglected, so that 

G(/-1) = R. 

Thus a graph of R against / will be linear and the intercept on the 
axis of R will give G. 
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In the case in which the current is doubled R = G. If it should 
be inconvenient to begin with R = 0, the first reading can be taken 
with R — Rq, when 

/(G + Ro) = G-f R. 

The graph again gives the value of G as the intercept on the R axis. 
Other methods are given on p. 528. 

(2). The Logarithmic Decrement. Resistance by Ilethod of Damaging 
The logarithmic decrement of the galvanometer is one of its impor- 
tant constants and is required for the correction of deflections in 
some cases. 

The method of finding the logarithmic decrement has already been 
described (p. 152). This can be applied in the present case. The 
determination of this quantity will be considered here in connexion 
with another method for finding the resistance of the galvanometer. 
Suppose that the moving coil of the instrument oscillates in a magnetic 
field of strength, H, when its terminals are Joined by a resistance which, 
with the galvanometer resistance, gives a total of R ohms. 

The resistance to the motion of the coil consists of the twist of the 
suspension, the air resistance, and the resistance produced by the 
application of Lena’s law to a circuit through which the magnetic 
flux is changing. The first of these is proportional to the deflection, 6, 
the second to the angular velocity, 6, and the third is proportional to 
the current in the coil. Thus, in the case of a rectangular coil carrying 
a current, in a field, H, the force p^r unit length on the vertical sides 
is iH. The current is proportional to the angular velocity and inversely 
proportional to the resistance. The third term i^ therefore of the form 

aS • * 

~, and with tlie usual notation the equation of motion can be written 
R , ♦ 

in the form I0 + 

In the notation of p. 150, this becomes 

0 -f M + w20 == 0. 



On open circuit, R being infinitely great, A is known as the log. dec, 
T6 

of the galvanometer. Its value rs Xq = and the damping is due to 
ah’ resistance. 

The experiment should be carried out by finding X for various values 
of R. A resistance, r, should be placed in series with the galvanometer 
of which the resistance is G. Xq is first determined and then X for 
various values of r. 


6^0 


+ 6 ) 0 -f [ji0 = 0. 
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■ ' ' ■"! ■ '41 /n ''. "'n 

Since = 

a linear graph will result from plotting - against r and. (> will bo 

(X Xq) 

given by the intercept on the axis of r. 

(3) The Period of Vibration 

This is another important constant which should be carefully 
measured and recorded. 

{4) The Current Sensitwity 

3?or many reasons it will be apparent that the instrument caimot 
be calibrated once for all. The scale distance is variable, the suspension 
may of necessity be replaced, and so on; there is, therefore, no perma- 
nent direct reading scale as in the case of ammeters and voltmeters. 

The usual method of converting scale readings to the corresponding 
currents is to obtain the sensitivity of the instrument. The sensitivity 
also gives an indication of the possibilities of the instrument. 

Current sensitivity may be defined in either of the two following ways: 

(а) The number of millimetres deflection produced on a scale 1 m. 
away by 1 microampere, i.e. by 10“® ampere, or 

(б) the number of microamperes required to produce 1 mm. 
deflection on a scale 1 m. from the galvanometer'^mirror. 

The second definition is from soCie points of view the better, but (a) 
gives a value which varies directly with the property measured. It 
must be understood tha.t a sensitivity of 1000 mm. per microampere 
means that a current produces a deflection in the proportion of 
1000 mm. per microampere assuming the deflection to be proportional 
to the angular movement of the coil. The deflections measured never 
actually exceed from 5° to 8°, 

Volt sensitivity may be similarly defined, substituting microvolt for 
microampere in the above. 

It will be seen that for a fixed current strength the current sensitivity 
is greater for a higher cofl. resistance, that is, for a greater number 
of turns. 

Volt sensitivity, which deals with a fixed potential applied to the 
galvanometer, is greater the smaller the value of the resistance of 
the coils. 

The measurement of current sensitivity is now simply carried out, 
if the instrument is not too sensitive, by placing the galvanometer, 
a megohm (10® ohms) and a steady cell of known E.BI.F., E, in series. 
The deflection produced, S mm., on a scale 1 m, away is observed 
directly and the current in microamperes is calculated from 
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B 


108 4. Q. 


. 108 , 


where G is the resistance of the galvanometer, which may be found by 
one of the methods given on pp. 499 et seq. If G is small in comparison 

with 10® ohms the sensitivity is ~ mm. per microampere. 

E 


A more precise value of the sensitivity may he found using the 
chcuit shown in fig. 324. This method may be used for instruments 
of all sensitivities. 



Fig. 324 


A steady accumulator whose electromotive fosyoe, E volts, is Icnown 
accurately — either by a potentiometer compari^n with a standard cell 
or by measurernent with a calibrated voltmeter — ^is comiected in series 
with a high*resistance, R ohms, through a confmutator, 0, to a low 
resistance, S, wliich is in parallel with the galvanometer of resistance, G. 

The mean deflection, S, say, for both positions of the commutator 
is obtained. 

The current causing the deflection is readily calculated for the 

SGr 

effective resistance of the shunt and galvanometer is the main 

S -f- G 

circuit current is therefore equal to* 


E 


R -f- ® “b 


SG 


...( 1 ) 


S + G 

where B is the battery resistance wliich, if an accumulator is used, is 


* N.B, — S is much less than B, the factor ^ 


may be omitted as this is a little 
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negligible compared with R. Hence, neglecting B hi (i), the current 
through the galvanometer is 

P S 

X — X 10® microamperes 


R + 


SG 


(S + G) 
E . S X 10® 


R (S -1- G) d- SG 


' (S+G) 


microamperes 


...(2) 


Hence the sensitivity is - mm. per microampere. 

%g 

Thus the sensitivity havhig been obtained, the deflection produced 
in any case may be converted to the corresponding current values so 
long as the suspension remains the same and the scale is at the same 
distance, one metre, from the galvanometer mirror. 


STEADY CURRENT MEASUREMENT 

Galvanometers for the measurement of steady direct current may 
be subdivided into two general classes aceordmg to the nature of the 
moving part: (a) moving needle, (6) moving coil. 


(a) Moving-needle Galvanometers 

The student will be familiar with the simple tangent galvanometer. 
In this form a small magnet is suspended at the centre of a coil of 
wire of n turns. When the current of C, expressed in eleotromagnetio 
units, passes through the coil, placed in the magnetic meridian, the 
magnetic field set up causes a deflection, 0, such that the restoring 
coujple due to the horiSontal component of the earth’s field, H, balances 
the couple due to the r&agnetic field of the current, and we have 
Hr 

« i = ~^-tan0, ^ ...(3) 

2tcW 

where r is the mean radius of the coil. 

In general the assumptions upon which the formula is developed 
are not Justified, and corrections should be applied to allow for the 
width of the coil, etc.; such corrections are but seldom applied, and the 
galvanometer is not used as a small current measurer. 

A modification, known as the Helmholtz galvanometer, consists of 
two similar coils placed on a common axis at a distance apart equal 
to the radius of either. 

A short magnet is supported at the mid-point between the centres 
of the coils. As with the tangent galvanometer, the plane of the 
coils is placed in the magnetic meridian, then using the same notation 

as before, i tan 0; ...(4) 

327r» ^ 

n is the number of turns in each coil. 
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These two forms are such that the absolute value of the current may 
be simply calculated, but they have no claim to great sensitivity. 

i Sensitive Current Detectors 

The result expressed in (3) for a simple tangent galvanometer shows 
that, for this form of instrument, the deflection for a given current 
1 may be increased by: 

i (a) decreasing H, the control field, 

' (P) decreasing r, 

(y) increasing n. 

There is a limit to methods (p) and (y) which is prescribed by the 
practical problem presented. 

Further, as r is decreased and n increased, the conditions upon 
which (3) was developed no longer hold. 

(a) may be carried out by the use of an external control magnet 

I! which neutralizes the value of the horizontal component of the earth’s 

ji field. Further, by using an astatic pair of magnets or group of magnets 

I the control effect may be reduced without interfering with the magni- 

i tude of the deflecting couple. 

! The above conditions are embodied in the Thomson (or Kelvin) and 

j Broca galvanometers. 



Fig. 326 

The Thomson Galvanometer 

The Thomson galvanometer is illustrated in fig. 326. The control 
magnets, EE, enable the galvanometer to be used in any position 
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independently of the earth’s field; the suspended astatic system is 
shown at the right of the diagram. Each set of magnets is placed at 
the centre of a pair of coils, FF. The magnets are mounted on a light 
rod, the whole being supported from a torsion head by an unspun silk 
or a quartz fibre, 

The magnitude and direction of the control field may be varied by 
alteration of the positions of EE along the vertical rod shown. 

Sets of coils of dififerent resistances are usually sup])lied. Using 
high-resistance coils a sensitivity of about GOO niin. per mioroampere 
may be attained, i.e. the instrument will detect currents of the order 
of 10"'* ampere. 

The movement of the magnet is detected by the small mirror, B. 

The Broca Cralvanometer 

This instrument is shown in fig. 326. The moving astatic pair is 
made up of two vertical magnets having consequent poles as shown. 
The control field is due to the magnet, which moves in a ball socket 
to any desired position. 



Fig. 326 


The coils may be of any suitable resistance, say, 10, 100, or 1000 ohms, 
as required for sensitivity in the circuit. They are connected in series, 
one at each side of the space occupied by the centre magnet, and 
arranged to produce a field in the same direction. 
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As in the Thomson galvanometer, an alummiuin vane, G, moves 
between two parallel plates which may be adjusted by the rods 
terminating in the metal knobs, HH. The damping of the system may 
be altered by an adjustment of the distance between these plates. 
Currents of the order of 10" ampere may be detected. 

The Thomson and Broca galvanometers are most advantageously 
employed as very sensitive current detectors whose sensitivity may be 
rapidly adjusted over a wide range by the control magnets. 

Both forms require levelling before using. 

(b) Mo?mg-eoil Galvanometer 

The moving-coil galvanometer is constructed in a manner very 
similar to the ammeter already described. A phosphor-bronze strip. 



F (fig. 327) acts as suspension to the coil, C, which is free to move in 
the gap between the pole pieces of a permanent magnet and a soft 
iron cjdinder, I, which is screwed to a brass plate as seen in the 
lower figure. 

In this case the magnetic field in the air gap is approximately radial, 
as shown by the broken lines in the lower figure (fig. 327). 

The current enters the coil via the phosphor-bronze strip, E, and 
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leaves at the lower end by means of a helix of phosphor-bronze, S. 
The control is mainly due to the twist of F in such a case. 

If B is the magnetic flux in the air gap, A the area of one turn, 
n the number of turns, and t the restoring couple per unit angular 
twist of the suspension, F, we have, for the case of a radial field wdien 
a current, i, passes, causing a deflection, d, 

BwAf = T0, ...(5) 

Qi = T0, 

G = B%A 

and is the couple on the coil for unit current and is called the 
galvanometer constant, 
or i = kd, 

where lb is a constant and equal to 

BwA 

For small deflections 6 is proportional to d, the deflection on the scale. 
From (5) above it will be seen that to increase the sensitivity, t must 
be made as small as j)ossible, and B, n, and A as large as possible. 

To decrease t we may decrease the cross-section of the strip or 
increase its length. 

For a circular wire it was shown on p. 86 that 


The most profitable method of decreasing x ts therefore to reduce 
the cross-section, i.e. use a fine sifepension. This is limited by the fact 
that very fine suspen^ons are also very fragile and somewhat difficult 
to use. From this point^f view phosphor-bronze is the most satisfactory 
material and is almost universally employed. The usuaftype of moving 
coil is supported by a* fibre of the greatest convenient length. 

The increase of B, n, and A must be considered together as the terms 
are interdependent. 

Assuming the magnet to be fully saturated, the value of B in the 
air gap depends on the size of the gap. The smaller the air space, the 
larger is B. The effect of increasing nA is to increase the size of the 
coil, and consequently the air gap, and hence decrease B. 

In practice it is usual to use a standard size of air gap which allows 
a frame of such size to be wound with wire and move freely in the 
available space, that the best compromise between these two effects 
is obtained for a maximum value to the product B»A. 

An example of galvanometers of this type is shown in fig. 328 
(atp. 1). 

Such instruments may have a sensitivity as great as 1500 mm. per 
microampere, i.e. the instrument will measure currents of the order 
10“^° ampere. 
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Adjustment 

The moving-coil instrument must he adjusted before use. The coil 
is jBrst released, then the instrument is levelled by means of the levelling 
screws, so that the coil does not touch either the pole pieces or the 
iron core, and is thus able to swing ifreely. 

The instrument may be used in any position, and the coil is turned 
by means of a torsion head, which carries the suspension, until the 
plane of the coil is approximately parallel to the sides of the magnet. 
It is inadvisable to make this adjustment, unless the reflected beam does 
not fall on the scale, for there is a danger of breaking the suspension. 

Onwood Moving-coil Instruments 

The Onwood galvanometer differs somewhat from the above general 
types in that it requires no levelling, is not so fragile, and is more 
convenient to move. 

The difference is in the method of suspension, as seen in fig. 329. 
NS is the permanent magnet with a soft iron core, d, which is drilled 



to the centre. From this point, h, is a short suspension, c, which is of 
sufficient length to support the coil, a, from the point, g, clear of the 
fixed parts. A small mass, e, at the end of the rod, /, keeps the system 
vertical. 

The current is led through the frame to the iron core, and thence 
through the suspension and the tube, 6, to the coil, which it leaves 
by means of a flexible ligament at the base of the coil, but not shown 
in the diagram. • 
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Since the coil is supported at the centre it will be equidistant from 
pole pieces and iron core alike for ^1 positions of the instrument not 
too far removed from the horizontal, i.e. the instrument does not 
require levelling. 

A small spring, not shown, at the upper end of the suspension 
protects the latter against sudden shocks. 

The galvanometer is a very small one and the sensitivity claimed 
ranges from 20 to 500 mm. per microampere according to construction 
details. 

THE CHOICE OP A GALVANOMETER FOR THE MEASUREMENT 
OP A STEADY DIRECT CURRENT 

To select the galvanometer most suitable for a particular experiment 
many factors must be considered. To decide firstly between the 
two general types described above, their relative advantages and 
disadvantages are discussed below. 

Moving-needle Type 

(1) The value of the control field is affected by the proximity of 
external magnetic fields. The instrument may register a deflection 
when no current circulates tlmough the coils, when magnets are moved 
in the laboratory or dynamos set in motion or even by a passing 
electric tramway car. Thus there is some uncertainty unless such stray 
fields are eliminated. 

(2) The moving mq,gnet may have its moment altered by the field 
set up when a current passes through the coil. 

(3) Unless the instrument is made ‘dead beat’ the needle takes a 
long time to come to 'rest and is therefore somewhat troublesome to 
use. This may be overcome to some extent by using an external 
damping circuit, consisting of a solenoid through which a current may 
pass when the circuit is closed. This solenoid is placed near the case of 
the instrument and the circuit closed momentarily as the needle swings, 
in siroh a way as to produce a field which opposes its motion. 

(4) The damping of the instrument is independent of the resistance 
of the circuit in which it is placed. 

(5) The needle may be supported by means of a quartz suspension 
which has the property of returning after deflection to its original 
position. The slight torsion in the fibre is usually negligible. 

Moving-coil Type 

(1) The moving-coil galvanometer has a large permanent magnet, 
and is therefore practically unaffected by stray external fields. 

(2) No demagnetizing effect is possible on the moving part. 
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(3) The movement of the coil may be very rapidly arrested, even 
when the instrument is not ‘dead beat’, by connecting the ends of 
the coil together through a very low resistance as the coil passes its 
rest position. 

(4) The electromagnetic damping varies with the value of the 
resistance of the external circuit. If used in series with a low resistance 
this damping is very high, and the coil may take several minutes to 
attain the full deflection, a fact which is very often overlooked wdien 
the instrument is used. 

(5) The zero-keeping quality of the suspension depends upon the 
degree of sensitivity attained. The torsion in the fi.bre is taken into 
account in the expressions for the current. 

Having decided, from the conditions of the experiment, the t3q)e 
of instrument most suitable, the next problem is to decide on the most 
satisfactory galvanometer resistance. 


The Order of Resistance of a Moving-coil Galvanometer which is most 
sensitive in a given Circuit 

In general terms we may state that if the current is to be of a fixed 
value, independently of the galvanometer, considering all factors, the 
sensitivity will be proportional, approximately, to V'Q, i.e. will increase 
with increasing resistance. 

If a fixed potential difierence is to be measured, the sensitivity will 
obviously be greater the smaller the resistance; approximately, the 


sensitivity is proportional to 


VG’ 


i.«, high resistance for detecting 


current, and low for detecting potential differences. 

The usual pnoblem is to find the best valub of the galvanometer 
resistance, G, when dealing with a fixed exteriial resistance, R, and 
electromotive force, E. , 

We saw (p. 408, equation 5) that the couple due to the current i 
is nABi, and if E is the electromotive force in the circuit 


E 


' B + G 

Further, in a galvanometer there is but a limited space between the 
pole pieces, Eig. 330 shows a cross-section of the frame which will just 
move freely in this space. Let the cross-section of the whole of the 
windings be a sq. cm. and assume that the windings entirely fill the 
space with copper. If ^ be the mean perimeter of the coil windings, 

we have length of wire used — np, cross-section of the wire = 

^ _ anp _ n^pa ^ 


Therefore 
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where cr is the resistivity or specific resistance of the wire, usually copper, 


per 


...(7) 


Hence the couple due to the current — BwAi 




R + G 


from (6) and (7). 



Fig. 330 


The condition for the couple to be a maximum is that 

. BAEVa VQ 

■\/pa R + G 

be a maximum. • 

We have seen that a and p are«constant, so that the condition is 

5!..^^. is to be a maximum 

!?-*+ G 

R — 

or that -' 7 — -)- VG be a minimum, ^ 


Vg ■ 


R = G. 


That is, under the circumstances stated, the maximum sensitivity is 
obtained when the galvanometer resistance is equal to the total exteriial 
resistance. 

It should be noted that the galvanometer resistance in this discussion 
refers to the copper coil resistance only. The resistance of the sus- 
pension should be included in the value of R, This being so, it is 
apparent that there is a lower limit beyond which the resistance of 
a coil may not be reduced with any advantage. 

If the galvanometer is to be chosen as a detector or measurer of 
small differences of potential the most suitable instrument will be one 
of low resistance (e.g. for thermocouple work). 

Other qualities of galvanometers to be considered when making a 
selection of galvanometers are: 
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(1) Damping 

The damping of the moving part in a galvanometer apart from 
external artificial agency may be considered to be due to two causes. 

(а) The damping due to the viscosity of the air. This is present in 
moving coil and needle alike, and is approximately proportional to 
the angular velocity of the system. It is always present, but is usually 
small. 

(б) Electromagnetic damping. In the case of a moving magnet the 
amount of damping due to this cause is very slight when the magnet 
is in a non-metallic case, and when the coils are wound on wood or 
ebonite. 

This is the reason for the long and troublesome wait which occurs 
before the needle returns to its rest position. Tliis may be reduced as 
described below. However, in either case the amount of damping is 
obviously independent of the external crrouit. 

In the case of the moving-coil instrument, the suspended coil, moves 
in a strong magnetic field. When the circuit is closed the movement 
of the coil is opposed by the current induced. The damping produced 
in this way is known as electromagnetic damping. 

The value of the damping current depends on the magnitude of 
the external resistance, and may become very great for a low series 
resistance. 

Tor many purposes it is necessary or convenient to have a galvano- 
meter such that the moving part returns to the zero position without 
oscillation after being Heflected. A galvanometer having this property 
is said to be ‘dead beat’, * 

In both types of instrument this may be brought about by increasing 
the electromagnetic damping. In the movmig-needle type this is 
accomplished by encasing the needle in a copper, or similar metal, 
case. The mbvement of the needle sets up eddy currents in the copper 
and the magnet is rapidly brought to rest. 

The moving coil may be rendered dead beat by winding it on a 
metal ‘former’ or frame. This constitutes a closed metallic circuit, and 
the desired result is obtained. Alternatively, if the galvanometer is 
wound, for ballistic purposes, on a non-metallic frame, e.g. bamboo, 
the same result is obtained by facing the edge of the coil wdth a thin 
sheet of copper foil, 

(2) Period and Constancy of the Zero 

A galvanometer which is very sensitive has a long time of swing. 
Further, due to the very fine suspension, trouble may be caused by 
the ‘creep’ of the zero. However, the kind of instrument used in 
experiments in this book will not be of the extremely sensitive type 
with which this trouble arises. The main cure for the trouble lies in 
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the selection of the suspension, and that realty involves the selection 
of an instrument-maker who will take the trouble to minimize this 
fault. Beyond this, the correction of residual effect must be solved by 
the ingenuity of the experimenter applied to the particular experiment 
concerned. 

Quartz for moving magnets and phosphor-bronze for moving coils 
cause least trouble in this respect. 

For accurate measurements a period of five to ten seconds is suitable, 
and for less precise measurements the period need be no more than 
two seconds. 

MEASUEEMENT OF QUANTITY OF ELECTMCITY 
The Ballistic Gralvanometer 

A galvanometer suitable for measurmg a quantity of electricity is 
called a ballistic galvanometer, and has the following essential features: 

(1) The periodic time of swing, T, of the moving part is fairly large. 

(2) Damping of the moving part is very small. 

The first condition is fulfilled by making the moment of inertia of 
the needle or coil which forms the moving part as large as practicable 
and by reducing the controlling forces, for 

where I is the moment of inertia of moving part, and t is the restoring 
couple per unit angular displacement. 

Thus, by increasing I and decreasing the restoring forces, T, the 
time for one complete swing, is increased. 

The second facton, damping, is reduced in a way which depends on 
the instrument (needle or coil) ■ ’ 

The electromagnet’.c damping only may be reduced (p, ^13). The air 
damping is usually small. 

(3) A third condition is, that when used to measure a quantity of 
electricity, the whole of the transient current shall pass before the 
needle or coil moves from the zero position. Should there arise a case 
in. which the quantity of electricity to be measured takes a longer 
time to traverse the instrument, due, for example, to inductance in the 
circuit, the time of swing of the needle must be increased, by loading 
it, so that this third condition is fulfilled. 

As indicated above, the galvanometer may be of the moving-needle 
or moving-coil type. We shall develop a relation between the throw 
or angular deflection in each type, and the quantity of electricity 
which passes. 

Moving-needle Type 

This type of ballistic galvanometer consists of a needle suspended 
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I by a fine quartz or unspmi silk fibre, at the centre of a coil, through 
I which the quantity of electricity, Q, passes. 

■ The control in this case is either the earth’s field or a control magnet. 
The needle in its zero position is arranged at right angles to the axis 

I of the coils, so that when a current passes a field is set up at right 

; angles to the control field. 

I Let G be the galvanometer constant, i.e. the field due to the coils 

I for unit current circulating through them, 

j H the value of the control field strength, 

I I the moment of inertia of the magnet about the axis of 

I suspension, 

I M the magnetic moment of the magnet. 

* Suppose a current of strength, i, to pass through the coils for a very 

, small interval of time. Since the third condition above holds, the 

( needle will be at right angles to a field of strength Gi, and will experience 

a turning moment, GiM. 

This couple will produce an angular acceleration, 6, in the needle. 
Hence (p. 37) 

■ 16 = GiM, 

I 10 = = GMQ. ...{8) 

I 

I At the end of the swing, the needle having turned through an angle 

^ Oq, the kinetic energy of the moving needle, |I0^, has been reduced 

I to zero in doing wofk against the magnetic force, Em (m being the 

' pole strength of the needle) at eaclf pole. 

■ The work done is 2Hm ^ cos fin i * 

\2 2 7 ' 

, , = Hml (1 — cos do) * 

=:2MHsin2^, 

where I is the distance between the poles. 

Thus 2MH sm2 ^ = 1102, 

102 =4MHsm2^. ...(9) 

2 ■ 

Hence, squaring (8) and dividing by (9), 

...( 10 ) 

4HMsin2^ 

■ , 2 

We have also for the period, T, of the suspended needle in the 
control field, H 
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1 = 


' a /: 

47c2 ' 


_L" 

mh’ 


. ..(]!.) 


Equating (10) and.(ll): 


Hence 


4HM sm2 

0 -? ? 
“ TC ' G ‘ 


T^MH 


...( 12 ) 


In developing this result we have assumed that the original kinetic 
energy of the needle is wholly used in moving the magnet against the 
field, H, through an angle, d^. If, however, there are any frictional 
forces, i.e, the needle is damped, some energy will be required to 
overcome this force, and the result will be that the observed angle of 
swing, say, a, is not truly of the magnitude given in the undamped 
case. The true value for Q is therefore dependent not on the observed 
value, a, of the angle, but on some slightly bigger angle, 0o* 


It will be shown that Oq — a ^1 “b where X is the logarithmic 
decrement of the suspended system, , 

, / i\ 1 

...(12a) 




Moving-coil Ballistic Galvanometer 

In the moving-coil type of ballistic galvanometer, !,he electro- 
magnetic damping is reduced by using a coil wound on a bamboo 
frame; T is increased by using a fine phosphor-bronze strip suspension. 

To obtain the connexion between Q, the quantity of electricity dis- 
charged through the galvanometer, and the first throw, we may 
first of all assume that there is no damping. 

Let G be the galvanometer constant, i.e. the couple acting on the 
coil when unit current passes through it, 

T the restoring couple due to the suspension, for unit angular 
displacement. 

I the moment of inertia of the suspended system about the 
axis of suspension. 

As for the moving magnet galvanometer (p, 515), let i be the value 
of the current at a time, t, then 

Gi = IS, 


...(13) 
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Integrating, G JwZi == GQ = 10. ...(14) 

If 0 is the original angular velocity given to the coil by the impulse 
due to the discharge of a quantity of electricity, Q, the initial kinetic 
energy is |-I0‘2. 

This energy is used in twisting the suspension. At any angular 
displacement, d, the restoring couple is nrd. To twist through a further 
angle, dd, the work done is t0 . dd; i.e. the total work done in deflecting 
the coil is 

Td.de == ...(15) 

jo 2 

Thus we have t 0(,2 ^ 102 

~2 2 “ 

I02=:t0o2 ...(10) 


Squaring equation (14) and dividing by (16) 


G2Q2 

tOq^ 


...(17) 


Again the time of swing of the coil is given by 


or 


I = 


T«t 

■ 4tc2* 


Substituting this value in (17) ^ 

T^t _ G^Qg 

471:^ 

or « = 

or if a is the observed first swing, and X is the logarithmic decrement, 

Suppose now we send a steady current of known magnitude, i, 
through the galvanometer and observe the steady deflection, 9 , 

G^ == T(p 



Oi» 
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Hence 




...(19) 


Tims 




It should he noted that the preceding paragraph gives a very ready 
method of finding the ballistic reduction factor for the galvanometer. 
This reduction factor, k, is defined by the relation Q — &0„. 

T X steady current 
27 t X steady deflection 
Subsequent deflections maj?- be converted to quantity by multiplying 
these deflections by k. 

A similar factor may be deduced for the moving-magnet ballistic 
galvanometer, using equation (23a), 

The introduction of the factor (-9 in the ballistic galvanometer 

formulae follows from the discussion on damped oscillations (p. 150), 
It was shown that the expression for the deflection at any time, t, is 


0 = Ce" 




4 


In the case when there is no damping, k — 0, and the amplitude is 
0 or 6q in the notation used in the case of the galvanometer. 

When damping occurs the first swing, «, is observed after a quarter 
T 

of a period, t ~ 


Thus 


i = Ce « ~ 0q6 


when the damping is fjjtnall. This approximation is justified in the case 
of galvanometers, 

X may be obtained by one of the methods of pp. 152 to 154, and the 
correcting factor, (■ + calculated. The galvanometer must be in the 


circuit of the experiment when X is obtained, so that the damping- 
conditions are the same. 

A shorter method of arriving at the correction, although not so 
accurate, is to observe the first swing and the next swing on the same 
side of the zero. Let these be denoted by and a^, which are given b}?^ 
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and therefore, substituting in (20), we have 

\i 

...( 21 ) 


■G)‘ 


The correction for damping obtained in this way wdll be sufficiently 
correct for many experiments. 

Of course ai, and are not measured as angles. The corre- 
sponding scale deflections, Sj, Sg, and Sg, are measured. 

Sj _ tan £«! 


Now 


So tan 2a3 


for small deflections. 


and since under these circumstances the value of tan 2a is approxi- 
mately the same as 2a, 


So that (19) for the moving-coil galvanometer becomes 


and (12a) 


Q = 


TT 9 2 \y.s/ ’ 

...(22) 

TH . fa, /a, VI 
- - . sm 4 V( - 1 V 

TT U- 12 yag/ J 

...(23) 


Equation (23) may be modified to conform with (22). For if a steady 
current, i, produces a deflection, <p, 
iQ = H tan 9, 

i.e. Q ~ ~ — ~ — . sm '—( L ...(23a) 

TV tan 9 \ I i 




The Quantity Sensitivity of a Ballistic Galvanor^eter 

It will be supposed that the galvanometer is of the moving-coil type 
to which the formula (18a), p. 517, applies. 

The quantity sensitivity means the number of millimetres scale de- 
flection produced by a charge of one microcoulomb when the distance 
between mirror and scale is one metre. 

It is the object of this experiment to determine the ratio ~ expressed 

in units in accordance with the definition. The value of Q can be 
obtained by a flux method , the theory of which has been given on j). 485. 

A coil of Ng turns and of cross-section A = rcr^'^ is connected to the 
terminals of the galvanometer. This is placed well within a long 
solenoid containing turns per cm. This solenoid is connected 
through a reversing key to a supply of electric current, the 
of which is adjusted to give a full-scale deflection in the galv 
on reversal. If the current has the value i E.M. units the 
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in the secondary coil due to reversal is If the resistance 

of the circuit is R E.M. units, the quantity expressed in these units is 
STc^miN^r^H 

In practice, i -will be expressed in amperes and R in ohms, and if it l)e 
remembered that i amperes = ^ E.M.U. and R ohms ™ 10'’R E.M.U,, 
it follows that with i in amperes and R in ohms tbe quantity is 


Q = 


io»r” 


coulombs. 


To Reduce the Excessive Damping in a Moving-coil Ballistic Galvano- 
meter used in a Low-resistance Circuit 
It was shown in the discussion of damping that the moving- coil 
galvanometer has a large ,amount of electromagnetic damping when 
in a closed circuit of low resistance. This would make the use of a 
moving-coil ballistic galvanometer inadmissible in many experiments 
unless some means were taken to reduce the damping. 

The quantity of electricity passing through the instrument is due 
to some current change. If, therefore, the galvanometer is in circuit 



Fia. 331 


whilst such change takes place, and is then allowed to sowing freely 
when it has received the impulse due to that cause, the damping ivS 
almost eliminated. 

By use of a compound key, such as that shown in iig. 331, this may 
be brought about. The three brass strips mounted on an ebonite block 
(shaded) are connected to separate terminals, as is the stop, S. The 
battery circuit is comiected to A and S, and the galvanometer to 0 
and B. When the key is depressed, 0 and B, A and S are connected, 
but B and A remain insulated by the ebonite stops shown (shaded). 
When the key is released A and S are broken, the impulse is given to 
the galvanometer, and then G and B are disconnected by the upward 
movement of the key. If the time interval between the break of the 
battery and the galvanometer circuits is small compared with the 
period, T, of the coil of the galvanometer, the latter wiU swing an 
amount which is almost independent of the electromagnetic damping of 
the low-resistance circuit. 
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If such a key is used for a moviug-eoil instrument the damping 
correction used should be obtained from observations of the coil when 
swinging freely in open circuit. 

The CSrassot Himneter 

The Grassot fiuxmeter is an instrument which performs the same 
function as a ballistic galvanometer, as, for example, in experiments 
on i)p. 369, 459, 597, 606, etc. However, the instrument is specially 
designed for measuring magnetic field strengths directly. 

It is a suspended coil instrument which depends entirely on the 
electromagnetic damping for control. The coil, D, is supported by a 
single cocoon silk fibre, which has a negligible torsional control, from 
a flat spiral, E (fig. 332), to eliminate the effect of shocks. The current 



enters and leaves the coil by the silver strip coils, H, as shown in the 
figure. The usual iron core, B, and permanent magnet pole pieces, 
N, S, supply a constant magnetic field in which the coil swings. 

The light frame, EE, carries a pointer and a concave mirror, not 
shown in the figure. The points, T, T', correspond to terminals on the 
case of the instrument. 

In general use a search coil, 0, of known mean area and number of 
turns is comiected to T, T'. 

The search coil is placed into the magnetic field to be measured, and 
the induced electromotive force causes a current to flow in the closed 
circuit and so produces a deflection which may be measured either by 
a lamp and scale arrangement, using the concave mirror, or, if suffi- 
ciently large, by direct reading of the pointer over a scale. 
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■^The instrument produces a deflection ■which is proportional to the 
quantity of electricity which passes through it. 

Fig. 333 (at p. 1) shows the general appearance of the instrument in 
use to measure the magnetic distribution along a magnet. 

The method of calibration of the graduated scale and general possi- 
bilities of the instrument will be apparent from a consideration of the 
theory of the instrument. 

Let R = the resistance of the circuit, i.e. of the search coil, C, and 
leads, and the suspended coil, D, 

L == the self-induction of the whole circuit, 

I = the moment of inertia of the coil, D, about the axis of 
suspension, 

E = the B.M.F. induced in C 1 
i — the current in the circuit > at any instant, 
to = the angular velocity of the coil J 
K = induced E.M.F. set up in D for unit angular velocity, 

G = the galvanometer constant, i.e. the couple exerted on the 
coil due to unit current passing through it, 

A = the couple due to air resistance for unit angular velocity. 


Expressing Ohm’s law for the circuit, we have 
iR = E - 




< = -K..Y 

R\ dt /• 

■ Aco. 

d. remembe 


The equation of motion of the Coil is 

Substituting the above value for i and remembering that to 
dco ^ GE __J.Gdi _ /GK Y 
di R ~U dt V k. 


..(24) 


...(25) 

dt' 


Now L, G, R, K, and A are constants; further, if the coil starts 
from its rest position when no current passes, and becomes deflected 
through an angle, a, by the quantity discharged through it, the coil is at 
rest at the end of the swing when no current again passes through it. 

Therefore, integrating the last equation over the whole swing with 
respect to i, we have 
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Thus it appears that the value of the deflection, a, is determined by 
JEfi/, since the other terms are constant. An important case occurs 
when the coil is placed in a magnetic field, thus setting up an induced. 
E.M.E. It follows, as is shown below, that the total deflection is inde- 
pendent of the speed of motion of the coil. 


AR/ 

Now in general the value of A is small and the term ~ may be 


neglected in comparison wdth K. Hence we have 


imt = 

approximately. 

With this approximation the deflection a is independent of the value 
of B, i.e. the search coil may he replaced by another, provided that 
B does not become very large, in which case the approximation is 
not justifiable. 

It is worthy of note that the deflection is, as for the ballistic galvano- 

fE 

meter, proportional to the quantity of electricity, which passes 

through the coils. 

The E.M.E. , E, arises from a change in the magnetic flux passing 
through the search coil. Thus, since we are not concerned with the 
direction of the E.M.E. we can write 


E = 


m 

dt ’ 


from which jEdt = 'Ni — N^, where denotes the number of lines 
of induction passing through the cdil at the end of the movement and 
No the number at the beginning, ^ 

If No is zero N = Ka. 

In a fluxmeter the scale, which is clearly a hnear one, is calibrated 
to give the flux in maxwells corresponding to the deflection of the 
pointer. 

Eor many of the experiments in which the instrument is used the 
graduated scale is too coarse. Use is then made of the mirror, using 
a lamp and scale arrangement as in the ordinary galvanometer. A full 
scale deflection is produced in the instrument by a definite flux change 
in a search coil; the position of the reflected spot of light is noted, 
as is the movement of the pointer on the graduated scale. By repetition, 
the corresponding values are obtained. From such observations the 
value of the flux change, corresponding to 1 min. scale deflection (at, 
say, 1 m.), is deduced from the graduated scale deflection. 


MEASUREMENT OF VARYING CURRENT 
The preceding account has included the method of measuring 
(1) steady direct current, (2) quantity of electricity. 
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We now consider briefly methods available for the measurement of 
varying currents. Such currents may be subdivided into (a) cuiTents 
of short duration at regular or irregular intervals, (6) alternating 
oun’ents. 

The EiEtho¥en Galvanometer 

The principle of this instrument may be understood from fig. 334. 
A ‘string’, 00, of fine platinum or tungsten wire is supported vertically 
between the poles of an electromagnet. If a current be sent down the 
string, the latter will be deflected in a direction parallel to the face 
of the pole pieces. In the diagram, the direction of movement is shown 
by the arrow, a, for a field in the direction, NS. 



To observe the movement, the pole pieces of the d:nagnet are 
drilled, as shown by the broken lines, in a direction parallel to that 
of the magnetic field. Light from a bright point source is concen- 
trated by a condenser, CF, placed in one hole, and the movement 
of the illuminated string is magnified by a telescope, DE, placed in 
the other. 

The string is usually attached to the ends of two small springs whicli 
keep it stretched. The tension may be altered to any desired amount 
by a micrometer adjustment at one end. The string and tension- 
varying device are supported on a frame which may be removed bodily 
from the gap between the pole pieces. 

The deflection produced for a given current depends upon the 
tension on the string and the strength of the magnetic field. The 
former may be varied as indicated above, whilst the latter may be 
adjusted by regulation of the current flowing through the coils of the 
electromagnet. The sensitivity of the instrument may be therefore 
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varied over a wide range quite simply. At a fixed sensitivity the 
deflection is proportional to the current. 

Tlie usual method of detecting deflections is to use a photographic 
arrangement. The beam of light emerging from ED, if allowed to fall 
on a screen, forms a shadow image of the string. This is reflected on 
to a cylindrical lens which forms an image of the central portion of 
the hne, i.e. if the string is still and a photographic plate is moved 
vertically at the focus of the lens, a straight white line is produced on 
the plate when developed. If a current passes, the string moves, and a 
shift of the shadow image residts. The point focus of the cylindrical 
lens is thereby deflected. This results in a lateral displacement of the 
line image on the photographic plate. The magnitude of the displace- 
ment gives a measure of the current strength, The natural period of 
the string is small and it rapidly returns to the rest position when the 
current ceases to flow (not more than a few hundredths of a second are 
required). Thus, if a succession of small currents pass in the circuit, 
the instrument detects them, even when but a few hundredths of a 
second elapse between successive currents, whereas an ordinary galvano- 
meter would not distinguish the interval between them. 

To measure the interval of time between successive impulses, or the 
duration of one of them, a time scale is imprinted on the record of the 
current by means of a time marker, as shown in fig, 335 (at p. 1). This 
consists of a device for intercepting the light at regular intervals and 
thereby making transverse white lines across the photographic plate 
on which the currenfis recorded. 

A small motor is made, as sho’flln in the figure with a soft iron 
armature of, say, ten teeth. Intermittent curr^t is supplied to the 
electromagnets by connecting them in series^ mth the circuit of an 
electrically maintained tuning-fork, the impulses given to the motor 



are therefore regular. Suppose the fork vibrates fifty times per second, 
the synchronous motor will rotate five times per second. This drives a 
circular disk provided with projecting arms, as shown in the figure. 
These arms are usually allowed to move across the beam of light 
illuminating the apparatus. The figure shows five such spokes, the 
fifth being broader than the others. A spoke intercepts the light 
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twenty- five times per second and makes a time scale on the photo- 
graphic plate of second. 

By having twenty spokes to the wheel second graduations may 
be obtained. The width of a division may be varied by varying the speed 
of movement of the plate. For a continuous record a cinematograph 
film may bo used. 

A number of strings may be used, and the image focused simul- 
taneously on the same film by placing a 45° right-angled prism in the 
path of each image. The whole is therefore concentrated on to the slit 
in the camera box. The arrangement of the parts is seen in fig. 336, 
which shows a plan of the apparatus. 

The Dnddeli Oscillograph 

Fig. 337 shows the essential features of this form of instrument. 
A thin phosphor-bronze strip, ss, is supported over a small ivory 
bobbin, P, and fastened at the lower ends. The tension on the strip may 
be adjusted by regulation of the tension on the spring suspension of P. 



If a current is passed through the loop, ss, the two strips will sulfer 
a deflection in opposite directions, and consequently rotate a mirror, 
M, which is attached to both. If the current is reversed, the direction 
of rotation is also reversed. 

Thus, using alternating current, the mirror will rotate backwards 
and forwards, provided that the natural period of the loop is small 
compared with that of the alternating supply. 

The image of a source of light reflected by the mirror on to a scale 
or screen by M will therefore be drawn out into a line. 

If the image is focused on to a photographic plate in a camera, and 
the plate is moved at constant speed in a direction normal to the beam 
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of light and the direction of vibration of the image, the trace on the 
plate will be approximately a sine curve. The form of the current- time 
curve may then be investigated from the record. 

To obtain the wave-form visually, the photographic arrangement can 
be dispensed with, and a mirror , made to rotate and reflect the beam 
on to a screen. 

The amplitude of the curve gives an indication of the maximum 
current strength which is proportional to it. 

Tills instrument can also be employed in many oases as an alternative 
to the Einthoven galvanometer. 


CHAPTER XX 


RESISTANCE MEASUREMENTS 


The Wheatstone Bridge 

The student will be familiar with the Wheatstone net as shown in 
fig. 338, When the bridge is balanced the relation 


Q S 


...(I) 


holds. For maximum sensitivity, using a fixed galvanometer and 
battery and measuring a resistance, R, it has been shown* that P, Q, 
and S should be chosen so that 


Q* = BG, = 

X\i -r br 


S2 = RB 


R + G 
R +B’ 


where B is the resistance of the battery. If a choice of galvanometer 


B 



is possible, it should have a resistance comparable with the other arms. 
When P = Q = R = S maximum sensitivity is obtained when G ~ P. 


Measurement of the Resistance of a Galvanometer 

This may be done in several ways, of which representative methods 
are given below. 


(1) Kelvin’s Method 

In this method the galvanometer acts as its own detector of balance 
in a Wheatstone net. The galvanometer is placed in the arm, DC 
(fig. 338), and the galvanometer of that figure is replaced by a single- 
way key, so that B and U may be connected together when the key 
is depressed. 

* See Gray, iifeoattremewfcj, Vol. I, p. 331 (1888). 
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When the battery circuit is completed, a steady current flows through 
the galvanometer. P, Q, and R are adjusted until on joining B to D 

P R 

through the key, no change is produced in that deflection, then - = 

Q Gr 

where G is the resistance of the galvanometer. 

The usual dilflculty with a Sensitive galvanometer is that the steady 
current is too large. The galvanometer may not be shunted in this 
experiment, but the potential applied may be reduced, e.g. the cell 
may be connected through a high resistance, and leads from the end 
of a small fraction of the resistance may be taken to A and C instead 
of the battery directly applied. This, however, decreases the sensitivity 
of the method. 

For a moving-magnet instrument it is better to apply the cell 
directly, and to reduce the steady deflection to zero by adjustment 
of the control magnet, or, if that is not sufficiently strong, by the 
adjustment of an external bar magnet. The sensitivity is thereby 
retained. This method has historic interest, but it is not in general to 
be recommended. 

(2) For a moving-coil instrument where no adjustment is available, 
the simplest course is to clamp the coil of the instrument and find its 
resistance ftsing another galvanometer as detector in the usual way. 

(3) The method given on p. 499 may be used for a sirhple and 

approximate evaluation. In fig. 323 R is made equal to zero and R' 
adjusted until a deflection of 30 or 40 cm. is obtained, the shunt, S, 
being adjusted to a suitable valu^ R is then increased until the 
deflection is reduced to half its initial value. G is then approximately 
equal to R. 1 


P , R , • Q , 

C C* D D* E E* P F‘ 


({ 

M 

N 

3 in ID— 01 g 

R 
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B 


Eio. 339 


The Carey Foster Bridge 

The Carey Foster Bridge, shown in fig. 339, is a modification of the 
metre bridge. It is provided, as seen, with four gaps, CC’ , DD^, EE^, 
and FF^, which may be closed by the insertion of resistances. 

Suppose the gaps be closed with resistances Y in CG^, R in DD’-, 
Ri in EE^, Z in FF^, as shown in fig. 340. The battery, E, and galvano- 
meter, G, are connected to the points AC and BD respectively, which 
eorrcs];)ond to the points in the theoretical net diagram, fig. 338. If 
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tlie point D is chosen such that no current passes through the galvano- 
meter, we have 

R ^ Y -f >1 

Ri Z -\r (100 p 

where 

p is the resistance per cm. of bridge wire, 

Xi the length, SI), 

DT (100 - Xj) if ST is one metre, 

r-i is the value of the resistance at the soldered junction, S, 
resistance at T. 



Fig. 340 


If the simple metre bridge were used to compare R and R^, i.e. 
Y = Z = 0, we should have a balance at, say, cm., such that, 
neglecting and for the moment, 

R ^ j p ® 

Ri "" [lOO^ IJ 7 

Now suppose Y ~ ryp and Z = 2 p, equation (2) becomes 
ft ^ {y -f x^p 

^Ri {7+ TiOO - aJi)} p’ 

if ri and be neglected. 

It is obvious from a comparison of the two results that the Carey 
Foster bridge functions as though the length of the wire were increased, 
i.e. the same error in obtaining a balance point gives rise to a less 
percentage error in the Carey Foster bridge determination than in. the 
simple metre bridge. 

Comparison of the British Association. Ohm and the Legal Ohm 
The comparison of two resistances, very nearly equal, serves to show 
a common, use for this bridge. In the following method it will be seen 
that the end resistances are eliminated. 

The resistances R and R' are made approximately equal to the 
values of Y and Z. Coimecting as in , fig. 340 with, say, Z, a B.A. ohm, 
and Y, a legal ohm, whilst R and R' are each 1 legal ohm, we should 
obtain a balance at a point, . D, cm. from. S, so that 
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R 

R' 


-f- ^1 p 


...(3) 


' Z + Ta + (100 ~ p’ 

If now Y and Z are interchanged, a balance can be oljtained at a 
distance from S, from which we have 

R __ Z + r-^ + x^p 
r7 “ 


•'^ 2 ) p 


...( 4 ) 


Y +r2 + (100 
Equation (3) may be rewritten 

R _ ^ Y + >*1 + %P 

R '+ R' Y + Z + + rg -rioOp’ 

and (4) similarly becomes 

R _ _ 2 + ?'i + ^2 P 

R + R' “ yT Z + -h rg + ioOp^ 

Equating numerators of these equations, we have 
+ ^'1 + ^iP == Z + + x^p, 

Y -Z = {x, -x,) p, ...(5) 

i.e. the difference between Y and Z is equal to the resistance of the 
bridge wire between the two points of balance. It is independent of 
the value of and r^, and of the total length of the bridge wire. 

To obtain the value of the B.A. ohm in terms of the legal ohm, we 
have, Y being the legal ohm, 

B.A. ohjn = {1 — {z^ — ajj)?} legal ohm. 

The value of the resistance of the bridge wire between the points of 
balance may be obtained by calibrating the bridge wire (see p. 533), 
or, if the wii'e is uniform, the following simple |nbthod will serve. 


Resisfa7ice of» Unit Length of Bridge Wire (p) * 

(1) The bridge coimexions of the main experiment above remain as 
before. R and R' are approximately equal, and may very well be the 
same as above. Y and Z are replaced respectively by a fraction of an 
ohm, say, Y', and a stout strip of copper of negligible resistance, 
say Z' == 0. 

Following the same procedure as before, a balance is obtained at a 
distance xf from S, when Y' and Z' are in the positions of Y and Z 
in fig. 340. When Y' and Z' are interchanged the balance will move 
to another point, a-^', from S'. 

Then by equation (5) 

Y' ~ Z' = (a:2' ->i')p, 
or since Z' — 0, and Y is known, 


Y' 
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Hence, using this value of p, the difference between Y and Z in the 
first case may be evaluated. 

This method may obviously be applied to any similar case, and a 
comparison between two nearly equal resistances obtained. 

Experimental Details 

The resistances and Y, Z, R, and R' are connected by means of 
stout copper strips. These will have practically zero resistance, and 
the small difference to be measured will be inappreciably affected by 
them. It is also essential, of course, that all connexions be very tightly 
screwed. 

In performing the second part of the experiment, i.e. to find p, two 
or three sets of observations should be made. 

For example, Y' should be made 0*1, 0-2, 0'3, 0*4 ohm successively, 
and p calculated in each case, from which a mean value is obtained. 
It may be found that, 0-4 ohm acting as Y', no balance is obtainable. 
In that case the total resistance of the bridge whe is less than 04 ohm. 

The followtug set of observations shows the order of the result 
obtained in such an experiment. 

Using Z = 1 B.A. ohm, Y = 1 legal ohm, 
x^ — 51*2 cm., a?! — 48*2 cm. 


EXPERIMENTS TO DETERMINE p 


Y' in ohms 

0-1 ♦ 

0-2 

0-3 

04 

x' in cm. 

36-35 

23-76 

11-2 

no balance 

x^' in cm. 
p ohms per cm. 

Y' 

^ 63-75 

76-34 

88-9 


x^ 

0-00365 

0-00380 

0-00386 



Mean value of p — 0-00377. 

Hence since 

Y — Z = (*2 — aJi) 9 , 

Legal ohm - B.A. ohm = (61*2 - 48-2) (0-00377), 

B.A. ohm = 1 - 3 X 0-00377 = 0-989 legal ohm. 

(2) Another equally simple method for finding the resistance per 
cm. of bridge wire may be used. Suppose Y, Z, R, and R' (fig. 340) 
are all 1-ohm coils of the same kind, e.g. B.A. ohms. R and R' are set 
up as before. To introduce a small difference between Y and Z, one 
of them is shunted with, say, 10 ohms, i.e. the net result is ohm. 
If now the process described above is carried out, interchanging the 
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1 ohm and effective ohm, we have two balance positions, and 
Zg cm., say, and, 

Y-Z=(Z,-Zg)p, 
i.e. = (Zj _ Zg) p. 

Hence p is determined. 

To Construct a Resistance Coil of Known Magnitude 
To construct, for example, a 1-ohm coil, a wire with small tempera- 
ture coefficient between 10° and 20° C. is selected, e.g. manganin, and 
the resistance per cm. of the specimen available is obtained by finding 
the resistance of about 100 cm. 

The length of wire required to have a resistance not less than 
1*1 ohm is calculated and cut off. The insulation covering is removed 
from the ends and, usmg a non-corrosive ffux (e.g. resin), the two ends 
are soldered to two stout copper wires which are soldered to flat copper 
forks, A and B (fig. 341). A and B and the rods are then fastened to 



opposite sides of a wooden bobbin by means hf terminals as shown, 
and the wire wrapped, as in the diagram, in*a non-inductive manner 
round the ^bobbin. The middle of the wire, T, is freed from the silk 
cover. The resistance between A and B is obtained by the Carey 
•Foster method. The middle, T, is twisted with pliers, cutting out the 
end loop until, compared with a standard 1-ohm coil by the method 
of p. 530, the balance is near the centre of the bridge. T is then soldered 
in position, and the value of this copy of the standard ohm when 
completed is compared with the true standard as already described. 

CALIBBATION OF A BRIDGE WIRE 
The simple metre bridge, briefly referred to on p. 530, the Carey 
Foster bridge, the potentiometer and similar instruments, depend upon 
measurement to a point of balance on a stretched wire. For simplicity 
it is often assumed that the wire is of uniform cross-section, and that 
its resistance per cm. is consequently constant throughout the length. 
Further, the soldered end and the thick copper coimectmg strip are 
assumed to be of zero resistance. 
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In a practical measurement it is better to make no such assumptions, 
but to determine the variation diie to these causes by a preliminary 
calibration of the bridge. 

Determination of the End Correction of the Bridge Wire 

For this determination the outer gaps of the bridge (GC^, FF^ in 
fig. 339) are closed by short, clean, thick copper strips of negligible 
resistance, and in the inner gaps are two unequal resistances, say a, 
10- and a 1-ohm coil (R and R^). 

Let a balance be obtained at cm. from A. The 10-ohm and 1-ohm 
coils are interchanged, and a second balance is obtained at cm. 
Now, if the end resistance at A is equivalent to Ij^ cm. of the bridge 
wire, and if the end resistance at B is equivalent to cm. of bridge 
wire, we have 


R 

+ ^1 

Ri” 

+ 

1 

1 

Ri _ 


R ~ 

100 — iTg + 


from which and may be calculated. 

Calibration of the Wire 

This may be done in many ways, of which we will consider two. 

The object of these experiments is to find, at different points along 
the wire, lengths having the samefiresistance, usuallj^ equal to that of 
a gauge employed. Knowing the total resistance, S, of the whe, the 
mean value of the resistance of such a length is readily calculated, and 
hence the correction to'^be applied at each segment ttdvcn, to reduce 
to the mean value, may be determined. Alternatively, havipg obtained 
the lengths which have the fixed resistance, the method of analysis 
used in the calibration of a tube may bo applied (p. 27). Suppose 
we wish to test every 5 cm. of the wire, and this will be quite sufficient 
for most cases, the following methods may be used. 

(1) Carey Poster’s Method 

The object of the calibration of the wire of a metre bridge is to 
enable the readings of the bridge to be reduced to what they woitld 
have been had the wire been uniform throughout its length. 

In Carey Foster’s method a standard resistance is taken and lengths 
of the bridge wire are measured which have the resistance of this 
standard. It is convenient to take a strip of wire identical with the 
bridge wire as the standard. For this purpose approximately 7 cm. 
should be cut and 1 cm. at each end should be soldered to thick pieces 
of copper, leaving as nearly as possible 5 cm. between them (fig. 342). 
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Except for the variations which are to be determined tiiis will make it 
possible to examine the wire in 5-cm. strips from one end to the other. 

The standard is first placed across the gap at Y and Z is closed by 
a thick strip of copper of negligible resistance. 

In order to cause the balance points to move along A33, a second 
wire CD, is introduced, as in fig. 343, and the galvanometer is connected 



Fig. 342 


to a point, H, of it. The ends of CD are connected by thick copper 
strips to the bridge. This wire replaces the part, UWV, of the bridge, 
the point, H, now talcing the place of W, and the strips, CH and HD, 
replace the resistances which usually fill the gaps at IT and V. By 
sliding the contact H along CD, the effect is to vary the resistances of 
the gap and thus to vary the point of balance at P. If the wire, CD, 



is similar to that of AB, a displacement of H will cause an equal dis- 
placement of F. In practice there is not exact similarity, but the two 
dipsplacements will not be very different, and if CD is of the length of 
AB it will be possible to cover the whole wire, AB, as a result of 
sucees,sive displacements of H. 

Begin by placing the standard at Y and zero resistance at Z. Adjust 
F to lie as closely as possible to A and obtain a balance by adjusting H. 
With H fixed, interchange the standard and zero resistances in Y and 
Z and restore the balance by displacing F. If the length of the wire 
between the two positions of F be Zj, the resistance of this length of 
the bridge is (Y — Z) by equation (5), p. 531. Thus, at this region of 
the bridge the length Ztl has the resistance of the standard. 
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In order to proceed to the next measurement let F remain at the 
last position of balance and bring the standard back to Y, placing the 
zero at Z. Restore the balance by displacing IL If the interchange 
at Y and Z be made a new position of F will be found about 6 cm. 
farther on. Suppose the new lengths of wire between the positions of 
F be Lj,. In this region length has the resistance of the standard. 
The procedure should be repeated step by step until a last adjustment 
brings us within 5 cm. of B. 

In order to smooth out the lack of uniformity of the bridge wire 
a table is constructed as illustrated below. 


Eegion 
of -wire 
examined 

Length 
of -wire of 
resistance of 
standard 

Mean length 
equal to 
standard 

Difference 
from mean 

Corrections to reduce 
to equivalent uniform 
wire 

cm. 

0- 5 

h 


i 

Si 

6- 10 

k 


1 — 

Sl+«2 

10- 16 

h 


1 1^=8^ 

«1+52+«3 



1 = ^1 







n 




— 

— 


— 

" 

90- 95 




•Si+6'a-f- • • • 

95-100 

h 


Z — 



The table is constructed in order to make it possible to reduce the 
results to those of an- equivalent uniform wire. In orde^ to see how 
this is brought about it is to be noted that if we construct a wire made 
of a succession of strips of length Z, sufficient to extend from the 
beginning to the end of the scale, a uniform bridge wire has been 
constructed of the same length but with the irregularities smoothed 
out. With this wire the first balance would have been obtained at I 
instead of at the second would have been obtained at length 21 
from the end instead of at (Zj d- Zg), and so on. The inaccuracy of the 
bridge hes ia these facts. The reading at Zj is incorrect on account of 
the lack of uniformity, and to get the correction we add to Zj in 
order to get Z. In the case of the strip of length (Z^ + Zg) we add 
+ ^ 2 ) order to get 2Z, and so on. This addition is to he taken in 
the algebraic sense, since some of the corrections may be negative. 

A curve should be drawn with the numbers in the fifth column of 
the table as ordinates and the lengths, Z^, (Zj + Zg), etc., as abscissae. 
The graph obtained in this way can be used to give the corrections 
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to the various lengths, and it has the advantage that it provides an 
interpolation for points between those actually investigated. 

In this experiment it is more than usually important to pay attention 
to the avoidance of contact resistances. This does not mean that all 
screws should be turned as in a vice; it means that no wires should be 
loosely held in screw terminals and no threads of insulating material 
should separate metal surfaces. If there is any suspicion of rust or 
corrosion at metal faces which are to come into contact, careful cleaning 
is necessary. 

It should be borne in mind that the corrections to the bridge obtained 
in this way do not account for end corrections which have to be applied 
in addition. 

The graph representing the correction curve as a result of the errors 
at the ends will be a straight line joining the ends of the ordinates 
representing the amounts to be added at the zero end and at the 
other end. Corrections at intermediate points are read from the grsrph, 
and in obtaining the total correction at any point the ordinates of the 
graph for lack of miiformity and of the graph for end corrections must 
be added algebraically. 


(2) Direct Calibration by a Potentiometer Method 
The wire, ST, of the bridge is connected, as shown in fig. 344, in 
series with an adjustable resistance, Rg, and a 2- volt accumulator 


i — vCS} 


•(Tab 

’ 11 


, X 

1 P M 


c D 

n5~i 


IRil — “ 

K 

Big. 344 



which is in good condition and well charged. A similar accumulator 
is comieoted in series with a second adjustable resistance, R;^, and a 
length of, say, 20 cm. of stretched wire of the same material and 
ap)proximate cross-section as the bridge wire. G is a high-resistance 
galvanometer. 

0 is soldered to the wire, M,* and with A and B in contact with ST, 

* Alternatively, the potentiometer may be made up of two resistance boxes, and 
Ej', in place of the wireM and box Bj. 
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say, between the 0 and 6 onii readings, and about 5 cm. apart, D is 
adjusted until no deflection is given in the galvanometer. D is then 
soldered to M. 

It should be noted that convenient resistances for Rj and lig are 
of the order 20 to 50 ohms. The adjustment of those resistances is 
made until the currents are about equal. 

Leaving B in contact with ST, reverse the current in ])y means 
of the commutator, K, and move A to the other side of B; a,djust 
till again no deflection is produced. Repeat this procsess over the 
length of ST. 

If the latter is uniform, then of course the length AB will be the 
same. Variations of the cross-section will be made apparent by the 
different values of AB. 

Tabulate the length of AB as before, and deduce the correction curve ; 
for the wire. 

This method may also be used for any stretched wire, e.g. potentio- 
meter, etc. 

DETERMINATIONS OP THE VALUE OP A HIGH OR LOW 
RESISTANCE 

The ordinary Post Office box method of finding resistance is a very 
ready method, but for resistances of a million (10®) ohms or more it is 
unsuitable. The ordinary Post Office box enables a magnification of 
1000 to 10 only to be obtained, and in the adjustable arm 10,000 ohms 
is the maximum resistance availalDle, so, for a resistance greater than 
10® ohms a special m^hod is required. 

Corresponding limitations for very small resistances ^make it neces- 
sary to employ other methods in this case. 

Some of these special methods are described below. '' li 

Low Resistance 

(1) The Direct Deflection Method 

To find the resistance, r, of a low resistance wire, AB, the following 
simple method gives a fair approximation. AB is joined in series with 
a known low resistance, R, an accumulator (2-volt), and an adjustable, 
fairly large resistance, S (fig. 345). | 

Having by means of S adjusted a small current, i, through the 
circuit, there will be a drop of potential, ir, across AB, and ill between 
the ends of R. If a high-resistance galvanometer is used, the current ^ 

in the main cheuit is almost unaltered, and the resulting current in the v 

galvanometer is proportional to the potential ir or iR applied to it. i 

If this causes a small deflection, dj cm., using the usual lamp and scale 
method, ir cc approximately. 



539 


RESISTANCE IdEASUEEMENTS 

The same galvanometer will have deflection cm. when connected 
to the ends of R. Again, iR oc approximately, i.e. 

ir __ r 

dig iR R 

Hence r = . R. ...(6) 

dg 

This method of observing deflections may be used to find the specific 
resistance of copper. 



A length of copper wire is soldered to two terminals about 1 metre 
apart on a wooden base, and is connected in series with 0-1 or 0-01 ohm, 
a constant source of potential such as a steady 2-volt accumulator, 
and a resistance box of 0 to 100 ohms. (It is not advisable to have 
less than 20 to 30 ohms in the circuii^.) 

The ends of the wire AB (r) and of the xV ohm (R) are connected 
to a double pole two-way switch (indicated by' the broken lines in 
fig. 345), which* is connected to a high-resistcftice galvanometer, G, 
the deflections of which may be observed by the,usual lamp and scale 
method. 

The deflection given when the potential differences between the ends 
of r and R are applied is measured by taking the reading of the deflected 
spot of light in each case. The battery is then reversed and the reading 
is obtained on the other side; half the difference m readings giving 
di and dg . 

S is adjusted and the experiment repeated for 2 or 3 values of the 
current, and the mean value of r is obtained. 

Hence, putting R — or xun in (6), r is evaluated. 

(2) Potentiometer Method 

A steady lead accumulator, E^, is set up in the potentiometer 
circuit, AB. 

The two small resistances to be compared, R and r, are joined in series 
with a third variable resistance, S. 


rttAuxiUAij Jt'BJrsios FOJa students 


A galvanometers G, is connected as shoTvn, and a double pole two-way 
switch is used. This should be a mercury-cup key, using well amal- 
gamated copper connecting strips. 

A balance is obtained at H when cups 1 and 4, 2 and 5 are joined 
together. A second balance is obtained at H' when 2 and 4, 5 and 3, 
are joined together. 



Fig. 346 


The P.D, between *C and D is iR, where i is the Steady current in 
the circuit CPS; in the same way the P.D. between D a*id P is ir. So 
that if AH = Zj and AH' = Zg, 

ZR _ Zj ^ 

ir Zg r Zg 

The length, Z^, is obtained, then Zg, and finally Z^ is checked; if any 
difference is found the mean of Zj and Ij' is compared with Zg, in tlie 
usual way. The experiment is repeated with different currents in 
the circuit, CPS, obtained by varying the resistance, S. 


(3) The Kelvin Bridge 

A more accurate comparison of two small resistances may be made 
with the Kelvin bridge, shown diagrammatically in fig. 347. In the 
more commonly used form of bridge the resistance, is made equal 



i, where the resistances are of the order 
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of 1 or 2 ohms. To increase the range of measurement, however, the 

bridge is also constructed so that ^ = n, when n is usually 10, 

100, 0-i, or 0-01. ^2 

The tw'o low resistances to be compared, DE (r) and EG (r'), are 
connected in series with an accumulator and key. If r and r' are rods 
or tliick wires they are joined at B in a mercmy cup and a fairly large 
current is passed through them. The parts DE and EG of the rods 
are compared, and it can be shown that the resistance between E and E 



has no effect on the final result. One of the contacts on the rods, say G, 
is a movable knife-edge and the other contacts, D, E, and F, are fixed. 
To compare r and r' , G is moved alt>ng BC until on closing the battery 
key and then the galvanometer key no deflectiqp. in the galvanometer 
results, in which case * 



The relation shown in (7) may be simply deduced by assuming the 
condition of balance, in which case the current in the galvanometer 
{ig) is zero. Let i be the current in r (DE), the current in and % 
the current in Then, since ig — 0 the current in is ij, in ^4 is ^2, 
and in r' (EG) is 

At balance the potential difference between K and N is zero, or; 
ir = igrg 


and + ir' = 

or 


i.e. i (n-4 — r^r') - ~ rp-4), 

and since by (7) and i is not equal to zero, 

rr^^T^r' 



The rcaistanoes rj^, r^, r^, should be made of wire of the same 
material or -wires of similar temperature coefficients, and should be 
placed near each other to ensure a common temperature througliout 
the exj;)eriment. When the battery circuit is closed it should be for a 
miniumm time to test for balance, in order to reduce the heating in 
the network, and especially in AB and BC, where the wires presunnibly 
have different temperature coefficients. 

The galvanometer used should be a sensitive one of low resistaiuie 
and E and F should be arranged to be near B. 

To find the specific resistance of brass, as an example of the method 
described, a brass rod of radius A is placed at BC and a copper rod 



N 

Fig. 347 (a) 


of radius a is placed at AB. The comiexions from D, h], F, and (I are 
made with thick copper wire. The connexion D should Ixi a soldtu’od 
joint and the leads from and should be dropped into the nu'reut'y 
cup (i.e. E, B, and F coincide). The variable contact at G should bo 
a knife-edge clamped in the final position to the brass rod. Wlu'u th<‘. 
balance is found, suppose the length of brass rod FG L cm. a,nd the 
length of copper rod DE — Z cm., then 


and ^ = 


slA^ 

SLa2’ 


wffiere s and S are the specific resistances of copper and brass res- 
pectively. The value of s from drawn coiipcr at i8°C. is 1-78 x 
10“® ohm- cm., and hence S may be calculated. 
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The value of S may be cheeked by repeating the experiment, using 
a standard O'Ol ohm resistance for r and the brass rod for rh If in 
this case the length of brass for balance is L, 


S = 0-01 ^ . 


A2 

L‘ 


It is obvious that if we are to find the value of the resistance of a 
fixed length of wire or of a fixed small resistance, the value of r must 
be variable. This can be brought about by having a variable length 
ol copper wire at DE (i.e. have D movable) or DE may be made up 
of a number of coils of, say, O'Ol ohm resistance in series with the wire. 
In the standard Kelvin bridge this latter method is employed, as 
illuvstrated in figs. 348 (at p. 1) and 349. 



For measuring the specific resistance of a wire* of low resistance, the 
special clamping contact arrangement shown at the back of fig. 348 
is used. For other forms of low resistance, the terminals X of that figure 
and fig. 349 are used directly. 

Such an apparatus has a wider range and is more adjustable than 
the simpler form already described, but is, in principle, identical with 
the bridge illustrated in fig. 347. To emphasize this, fig. 349 has been 
drawn showing the internal arrangements of fig. 348, lettered to agree 
with fig. 347. 

The proof that the resistance, K, between E and F does not affect 
the final result is as follows. 

Let the diagram of fig. 347 (a) denote the network and let the current 
through the galvanometer be denoted by 

If the circles denote the direction of the currents in the various 
elements of the network and the letters attached to them the amount 
of current in the arm of a unit wTii-’E ic -- 
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units, tlie application of Ejrchhoff’s laws leads to tho following 
equations, b denoting the battery resistance and B its E.M.F.: 

zb + {z — y) r + {z — w) R + (2 — - aJ •— y) ~ B; 

{y —z)r+yr^~xG: -^-iy ~w)r^^0-, 
a'G + {x -h y) {x y ~ z) r' {x y ~ w) 0 ; 

{w — a) R 4- {iv — y) + {w — x — y) ra — 0. 

If these equations are arranged in the form {Ax + By 4 - Oa + D) = 0, 
they can be solved and the value of x will be found to be: 

I E — (f 4 r' ) (6 4 r 4 R 4 ^*0 -- | 

0 44 ^ 3 . 4 ^ 3 ) ~r -fi 

0 (r' 4 ^2 4 ^ 4 ) ~r' — ‘ 

0 — (?’! 4 ^’ 2 ) — B (R 4 4 ^a) I 

where A is the determinant consisting of the terms like A, B, C, D, 
in the rows. 

Balance occurs when x ~ 0. On working out the term in the 
numerator of x it is found that it will vanish for any value of R, 
provided that 


The coils which make up r^, r^, r^, r^, are accurately adjusted to 
ensure the condition of (7) above, and may give values of n = O'Ol, 
0-1, 1, 10, or 100. 

As shown in the figure, r is th^ unknown resistance, and r ' may be 
one or more of the four coils each of 0*02 ohm, together with a part, 
E'G', of the graduated and calibrated wire, G'G''. The length of the 
wire is about 450 mm,*^and each millimetre has a resistance of O’OOOOS 
ohm, i.e. 40 cm. of the wire add 0-02 ohm to the value tafeen from CG' 
(0’04 in the diagram — GG'). The wire is graduated in fractions of 
an ohm. 

A comparison of figs. 349 and 347 will show the general arrangements. 

For example, suppose an unknown resistance r were balanced when 

— was made = 0*01, by 0-04 ohm from the coils, and 290 units of the 
slide wire, as shown approximately in fig. 349, 

I == (0-04 4 290 X 0-00005) 0-01 

= (0'04 4 0-0145) 0-01 
=5 0-000545 ohm. 

This instrument will measure resistances of 10 to 0-00001 ohm. 

Fig. 351 shows a second form of Kelvin bridge made from the 
potentiometer illustrated in fig. 372, and a double ratio box (fig. 350, 
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at p. 1). This enables a range of measurement from 1*5 ohms to 
0-00001 ohm, about. 

The double ratio box contains resistances (fig. 351), LN, NN', N'N", 
and which are respectively iffr, and of the total 

resistance of LM. A similar arrangement holds for the parts of HI, so 
that the resistances LN : NM = HK : KI (1 : 1) or LN' : N'M = HK' : 
K'l (= 10 : 1), etc. The scheme of connexions is lettered to conform 
with the letters of fig. 347. A comparison with that figure shows the 
reason for this scheme: r\ the unknown resistance, is equal to the 



Fig. ::551 


resistance between E and D when the galvanometer is connected to 
NK as in the case taken, or is when the galvanometer is 

connected at N'K', etij. 

The coils to which D is tapped arfe each 0-1 ohm and the resistance 
of the slide wire is 0*001 ohm per small division. JChus, using N"K" as 
galvanometer terminals, a resistance of 0-0000][ may be measured. 

High-resistance Measurement * 

As ak-eady stated, a special method is required to determine resis- 
tances of greater values than 1 megohm (i.e. 10® ohms). One of tlie 
simplest ways of evaluating resistances of this order is the method of 
substitution. Eig. 324, p. 503, shows the scheme of connexions. 

A steady accumulator, E, is connected in series with the unknown 
resistance, R, and connected to a commutator, C, whence the current 
may be sent in either direction through a galvanometer, G, which is 
provided with a variable shunt, S. 

Let the steady deflection due to the current be cl cm. on a scale one 
metre away (corresponding to a movement of the suspended system 
of 0°). A. Imown adjustable resistance is substituted in place of R, and 
if on adjusting the known resistance a steady deflection, d cm., is 
obtained again, the known resistance is of the same value as the 
unlmown. If no variable known resistances of the order of the unknown 
■■■■ 
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resistance is available, the galvanometer is shunted no tha,t one- 
thonsandth part of the current is allowed to pass through it. When 
a large known resistance (e.g. 10,000 to 20,000 ohms IVoni two Post 
Office boxes in series) is placed in series with it and the steady accumu- 
lator, a deflection of the same order as that given wiuai the unknowm 
resistance is j)lacod in the circuit may be obtained. 

Under these circumstances, suppose that is the deikaition caused 
by the battery when in series with the unknown r(^sistaIlce, R ohms, 
and dg when in series with r, the known resistanoe. 

Then if E is tlie E.M.F. of the accumulator, B the r{^sistallco of the 
battery, and G the resistance of the galvanometer, we have, wluwe k 
is the galvanometer constant, 

M ® 

" '1 B + G + R’ 


• ^ .. 

“ dg” S(B + G-1-R) ~ G I- R ’ 

since B may be neglected in comparison with r or R. 

The experiment may be carried out, using an a,djustable known 
resistance and a shunt of known value across the galvanometer. The 
Imown resistance, r, is adjusted *until = d^, i.e. equal deflections 
are obtained. Then, if G is small compared with R, 

R = 1000r, ^ ...(10) 

if the shunt is -jfTj-y G. 

Alternatively, if the known resistance is not vsuffieicntly adjustable 
to cause equal deflections, the values of and d^, Ijoth of the same 
order, arc noted, then we have: 

R == -.±-? . r d- G - iV 

dj b \di / 

Determine by the above methods the value of the resistance of a 
leaky condenser. Another suitable high resistance to be measured by 
these methods is made by taking a sheet of ebonite, say 20 cm. by 5 cm. 
Two holes are drilled about 15 cm. apart, and the surface of the ebonite 
blackened round the holes with a black lead pencil. Two terminals 
are screwed down in the holes, and a fine black lead pencil line is ruled 
between them. The sheet is covered with a thin sheet of ebonite to 
prevent any accidental change in the dimensions of the line. 

The apparatus should be set up as in fig. 324, and the values of R 
obtained. 


e-> 
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Using a thin black lead jjencil line, the following results were 
obtained: 

d^— 1-95 cm., E, = ? no slmnt; 

fU 9-30 cm., ?’ = 10,000 ohms, shunt 

Hencic 

R i’i X 10000 X 1000 = 47-7 X 10« ohms. 

1-95 

Using a thicker line on ebonite, the method of equal deflections gave 
the following results: 

deflection 10 cm. when R was in circuit, no shunt; 
deflection 10 cm. when 3640 ohms replaced R, shunt 

Thus, R = 3640 X 1000 = 3*64 X 106 ohms. 

Determination of High Resistance by Leakage* using a Ballistic Galvano- 
meter 

On p. 652 a method is given for finding the value of a high resistance 
by leakage. The method here described is identical in principle but 
employs a ballistic galvanometer in place of the quadrant electrometer 
of fig. 427. 

B.G. 



Fig. 352 shows the arrangement of apparatus. C is a standard 
capacity (lusually to 1 microfarad), BG the ballistic galvanometer, 
R the high resistance, E a steady lead accumulator, and K^, Kg, Kj 
are condenser keys which do not leak appreciably. 
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Ki is depressed and the condenser is charged. Kj is then raised 
and by depressing Kg, the quantity of electricity (see p. 654) passes 
through the galvanometer causing a deflection (?i. Ki is again depressed 
and released, Kg is then closed for a measured number of seconds, 
it is then opened and Kg again closed, and Qg, the quantity of electricity 
remaining in the condenser is measured by means of a deilecstion, Og. 
The time is estimated from preliminary experiments, so that 0^ is 
about half of Oj, and, if dy and dg are the corresponding scale readings, 
we have as on p. 654, equation (3), 

2«303C logio 

The value of t may be varied and a plot of t and log ~ made; from 

dg 

the slope of the curve, knowing C, R may be found. 

The graph will be found to deviate from a straight line if certain 
high resistances are used (e.g, carbon lines and ‘grid leaks’). This should 
be investigated. 

Measurement ot Small Intervals of Time 

To measure the interval of contact of, say, a metal pendulum bob 
and a metal plate against which it strikes, the bob and plate are 
cleaned, and the bob is suspended by a copper wire. The plate is 
arranged so that it is just in contact with the j)all as the latter is in 
its equilibrium position. The wl\ple arrangement is then put in place 

of Kg, R is given values sufficiently small that dg is of the order of 

where d^ is obtained ^s before, and dg is the scale deflection alter the 
plate has been struck once by the ball. In this experimoiit ail the 
factors except t are known and therefore t may be calculated. 

To make sure that one contact only is made between the ball and 
plate, it is better to place the two between R and Kg; depress Kg until 
the noise of contact is heard, then release Kg, and depress Kg to find 
the amount of electricity left in 0. 

In this way find how the time of contact varies with the velocity 
of the ball at the time of contact. 

THE VARIATION OF RESISTANCE WITH TEMPERATURE 

The value of a resistance of a specimen of wire, in most cases, 
increases with temperature. 

The relation between Rg, the resktance at 0° C., and R^, the resistance 
at another temperature, t°G., measured on the air scale is 

Rf :== Rg (1 -f- ...(11) 

where a and fi are constants. 



RBSISTANOE MEASUIIEMEITTS 


549 


The constant, p, is small, and therefore over small ranges of tempera- 
ture the resistance is practically a linear function of the temperature, 
he. Rf = Ilo(l + ««) ...(12) 

expresses the relation, for small temperature ranges, between resistance 
and temperature {t should not exceed 100° C, for (12) to be valid). 
From (12) we have 

qt _ — Rq 

and a may be called the 'coefficient of increase of resistance ivitli tem- 
perature’ for the limited range taken. 

Determination of the Resistance of a Wire at Temperatnres from 0° G. 
to 100° C. 

A length of thin platinum wire of about 1 ohm resistance is momited 
non-induotively on a mica frame, as shown in fig. 353. The ends of 



this wire are soldered to two thick copper wires whose resistance is 
negligible compared with that of the platinum. This arrangement is 
mounted rigidly in a glass tube, with mica or rubber supports, as shown 
at M. The free ends of the copper wires are soldered to two long leads, 
and two identical leads, cut from the same w-ire, are joined (D) together. 
The four free ends of the leads axe soldered to copper connecting strips, 
shown in fig. 357, P, P', C, and G' ; These ensure good contacts with 
terminals under which they are fixed. 
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The pair, P, P', are the ends of the leads from the platinum wire; 
C, G' are the compensating leads. 

The inner gaps in the bridge are occupied by two equal resistances 
of the same order as that of the platinum wire; in tlie case taken these 
resistances, R]_ and Rg, are both made 1 ohm (fig. 354). 

P and P' arc connected in one of the outer gaps and. tlie compensating 
leads in series with a resistance box, S, fill the fourth. 

It must be remembered that Rj., Rg, and 8 should be connected to 
the bridge by means of copper strips, and every source of uncertain 
resistance, such as a bad or dirty connexion, must be eliminated. 

All the resistances should be non-inductive, for in this method it 
will be seen that the galvanometer is permanently connected in tlie 
circuit, and the battery is connected to the sliding contact. 



This is essential, for we must balance the resistance df the platinum 
at the temperature which is fixed by the surroundings, ^o that the 
current should not pass for any appreciable time and cause heating 
in the spiral. 

S is a resistance box in which are all values from 0-1 to 10 or more 
ohms. 

The function of the compensating leads will bo apparojit from the 
theory of the bridge given below. Since the material and length of the 
leads are identical with those of the leads to the platinum, their resis- 
tances are equal, and since the two pairs of leads are side by side, 
variation in the resistance of this part of the circuit due to changes of 
temperature affect each in the same way. 

The value of S is so adjusted that A is near the middle of the wire. 
In obtaining a balance the current must not be allowed to flow for 
more than an instant, i.e. balance is obtained by ensuring no immediate 
deflection of the galvanometer for contacts of short duration. If the 
current continues to flow, a change in the resistance of the platinum 
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wire, duo to the hetiting by the current, will cause a deflection in the 
galvanometer. 

Supijosc the glass tube containing the platinum wire specimen is 
immersed in a constant-temperature bath and a balance is obtained 
at rr cm. from the end of the bridge, we have, if Ej is the re.sistanoe of 
the platinum at this temperature f, 

Ej ^ Rf + y + trp 
Eg ” r + S + (100 -'4 p’ 

where ?' is the resistance of either pair of leads, p is the resistance of 
1 cm. of bridge wire. 

Since Rj = E^ = 1 ohm, 

Ri + »* + xp ~ S + r -f (100 — a;) p, 

Ri = S + (100 - 2a;) p. ...(13) 

Hence, if p be known, R^ may be calculated. 

The value of Eg is obtained by immersing the resistance in melting 
ice. After twenty minutes or half an hour the whole of the tube will 
have attained the temperature of 0°C.; the balance is obtained near the 
centre of the bridge by adjusting S at a value Sg. A is Xg cm. from the 
end. If after five minutes the balance is still at a;g, we may safely 
assume that the resistance is at 0°C. 

The value of p may be obtained at this stage by varying Sg to Sg' 
and finding the new balance at Xq. Sg' is again adjusted to a third 
value, Sg", and the balance is now* at Xq". The platinum wire is 
meanwhile at 0”C. anil therefore its resistance remains Rg, 
i.e. Eo = So + (1*00 - 2a?o) p, 

Eg = So' + (100 - 2a;o') p? 

* R„ = S„"+{100-2<'fp. 

From these equations, taken in pairs, threS values of p may be 
calculated. The mean value is substituted in the first equation to give 
a value of Eg. 

The glass tube and contents are then placed in a hypsoineter, and 
a balance is obtained once more, when the temperature of the ware 
has acquired that of the steam which is made to pass round it in the 
hypsometer, • 

The value of the resistance at, say, 40° C., 60° G., 80° C., is obtained 
in the same way by immersing the container in a waater bath main- 
tained at steady temperatures near these points. In each case time is 
allowed for the platinum to acquire the temperature of the bath. 

The values of E are plotted against temperature. The result will be 
approximately a straight Ime. From the slope of the straight line 
drawn through the observed points, calculate a as defined above. 

In the theoretical account df the balance given above it w^as assumed 
that there were no end corrections to the bridge wire. 
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If and Zg are the equivalent lengths obtained in the bridge cali- 
bration (see p. 534), equation (13) would become 

^ “h H" ^iP = S -f” "f* (100 — r) p -I- ^apj 

R* = 8 4- (100 - 2x) p + ik - h) P- 

Since and Zg are known, the effect produced may bo allowed for 
in this way throughout the determinations. 

The values of a: and (100 —■ x) should be corrected from a calibration 
curve as obtained in the manner given on pp. 534-7. 





The Platmnm Resistance Thermometer. Callendiar-^rifflths Bridge 
The platinum resistance thermometer is a temperature-measuring 
instrument which depends for its action on the variation of the resis- 
tance of a wire with temperature, investigated in the last experiment. 

The temperature of any enclosure is calculated from 
the observed value of the resistance of a calibrated 
specimen of platinum wire. 

The instrument consists of a length of fine platinum 
wire, wound non-inductively on a mica frame. The 
^ ends of this thin wire are soldered to two thick leads 
which are connected at the other ends to two terminals 
on the cap of the porcelain tube whioli contains them. 

Arranged parallel to these thick leads is a second 
pair, of identical material and size, soldered to two 
more terminals on the cap. The other ends of this 
second pair are joined together, as shown in fig. 365. 

The terminals are usually marked in a distinctive 
mannf^r, P, Pj, C, 0^; C, being the ends of the com- 
pensating leads. 

We Jiave already seen (p. 648) that the resistance, 
Rf, of a given specimen of wire, at a temperature Z°0., 
maybe expressed in terms of the resistance at 0“C., 
Bfl, and two constants a and p in the following manner: 

= Ro (I 4- ai + ...(11) 

'Thus, if the resistance of the platinum wire were 
measured at 0° and two other known temperatures, we 
should have two equations from which a and p could be 
calculated. The wire would then be standardized, so 
that if Rf were measured at an unknown temperature 
the latter could be calculated from equation (11) above or from the 
values of Rq, a, and p, a caHhration curve could be drawn showing the 
relation between R and t, and hence the temperature corresponding 
to any resistance could be obtained. 

Anotber way of using the measmements obtained is to make use 
of the platinum resistance temperature scale. 


Fig. 355 
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Let Rg be the resistance of the platinum wire at the temperature of 
melting ice and Rjgg that at the temperature of steam at standard 
pressure; Rioo~L.o, the increase in resistance for 100° rise in tempera- 
ture is called the 'fundamental interval’. 

The platinum scale makes the size of the degree such that each 
degree rise in temperature on this scale corresponds to an equal increase 
of resistance of the specimen of wire of amount 
^100 — 1 ^0 
100 


The platinum scale so defined coincides therefore with the gas scale 
at 0° and 100°, but will differ at other points since equation (11) above 
expresses the true relation between R and t on the gas scale. 

Let R be the resistance of the wire at any temperature, i°C., or ip 
on the platinum scale. By definition 


•^100 ~ ^0 

The difference betw^een tp and t has been found to be given by 


t k 



t 

100 ’ 


...(14a) 


where k ~ l-o for pure platinum, but its value for any particular 
specimen may be obtained by measming the resistance Rg, R,xoo» 

Rf at 0°C., 100° 0., and a third standard temperature, say, the boiling- 
point of sulphur for \^ch f is 444-7° C. The value of i is calculated 
by (14) and k is deduced from (14a)., 

The values of the resistances may most conveniently be determined 
by using the Callendar- Griffiths bridge. * 


The Callendar-Griffiths Bridge 

Rig. 356 (at p.l) shows the general appearance of an example 
of this type of bridge. 

Reference to fig. 357 will make the principle of construction clear. 

Rj and Rg are equal resistances. ER an adjustable resistance capable 
of giving 5, 10, 20, 40, 80, 160, 320, 640, 1280 arbitrary units of 
resistance. ML is a straight, stretched wire chosen by reason of its 
uniformity, and T a second parallel wire of the same material, which 
may be eormected to ML by means of a short length, of the same wire. 
Thus the possibility of thermo-electrical effect when the galvanometer 
is connected to the wire is eliminated. 

Suppose the thermometer be balanced at a temperature, against 
S units from ER, when the contact is made at 0, the centre of ML, 
then using the same notation as before, 

Rf + + resistance LO = S + r + resistance OM. 


r, = S. 


or 
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If now at a second slightly different temperature, i5'j„ tlie tlieianoineter 
has resistance and is balanced by moving the contact 1 unit of 
length to the riglit, 

Ri f-r+resistancc of (OL — 1) == S+r+resistance of (OM -I- 1), 
i.e. R] — S -I- 2 resistance of 1 cm, of LM, 

If the resistance per cm. of ML; is half an arbitrary unit in whicli H 
is mtiasured, 

Itj = (S -f 1) arbitrary units. 

The scale on which measurements of MO, etc., are made is usually 
inscribed in arbitrary units. 

If the balance is to the right of the mid-point of LM, the number of 
units must be added to S; if to the left the number is taken from S. 



The length of the wire, LM, is usually sufficient to allow about 
15 units each side of the centre. 

To arrange this simple relation between the length of the wire and 
the arbitrary units, a coil, s, of suitable resistance is shunted across 
the bridge wire. The coil is adjusted to give to the bridge wire the 
desired value of resistance per cm. 

The arbitrary unit of resistance often chosen is deduced from the 
value of the fundamental interval of the thermometer (i.e. the change 
in resistance for a change in temperature from 0° to 100° C.). 

The platinum thermometer is constructed with such a resistance 
that its fundamental interval is 1 ohm and one-hundredth part of this 
is taken as the unit. The coils in S have, therefore, resistances of 
0'05, 0-1, etc. 

The resistance per cm, of bridge wire in the example taken would 
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therefore be (O-Ol) or 0-005, the eflfect of 1 cm. change in balance 
being 2 x 0-005 = 0-01, i.e. a change of balance of 1 cm. corresponds 
to a change in resistance of the platinum wire of 1 unit. 

The form of Callendar-Griffiths bridge illustrated in fig. 356 is 
provided with a scale for the slide wire bridge which is graduated from 
0 to 15 units, i.e. the readings are continuous from one end of the 
wire to the other. The balance points give directly the number of 
units to be added to S to give the equivalent resistance of the thermo- 
meter. The half, MO, of the wire is m this case within the instrument 
in the form of a coil, 

A more recent feature of the bridge is the use of mercury cup contacts 
instead of the usual plug contacts in the adjustable arm, S, Fig. 358 
shows an enlarged view of one of the contacts. 



The coil is connected to two mercury cups inside a tightly fitting 
cover. 

A plug, D, when inserted in the hole, G, corresponding to this 
resistance, strikes a thin circular sheet, E, which is covered with baizo 
and is ordinarily held tightly against the hole by means of the spring, 
A, and a spiral spring, F, thus keeping dirt and dust from the mercury. 
When D is allowed to depress this arrangement, the copper connecting 
strip, B, which is amalgamated at the ends, dips into the cups and the 
resistance is thereby cut out. The total value of the resistance, S, is 
therefore the sum of the numbers opposite the holes without plugs. 

The makers suggest that when not in use all plugs should be in to 
maintain the amalgamation of the connecting strip, B. 

The balance point on the bridge wire may be maintained by a rough 
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movement of the slider, followed by a fine adjustment by means of 
the small lever attachment. The position of the balance is read on a 
vernier which enables one-tenth of the small scale division to be 
measured, i.e. if graduated in lengths corresponding to a unit and 
subdivided into tenths, one may read to rffu of the unit. 

Reference to fig. 359 will make clear the internal wiring of the 
bridge. The lettering in this diagram corresponds to tliat of fig. 357. 
A 2-voit accumulator or Daniel cell is connected to BB' and a galvaxio- 
meter to GG'. PP' and 00' are gaps for the thermometer and 
compensating leads. It will be noted that R^ and R^ are contained 
in the bridge. 

The point A in fig. 359 is capable of slight adjustment in many forms 
of the bridge, so that, if in error, Rj may be made equal to Rg. 



Before using the bridge with the thermometer it is advisable to chock 
some of the points of construction which have already been described. 

[a) See that the zero of the scale is truly the mid -point of the bridge. 
This is readily done by inserting equal resistances, e.g, two thick copper 
strips, in the gap provided for the thermometer and eompen.sating 
leads. With S = 0, find the balance-point on the wire. This is the 
mid-point and should coincide with the zero graduation; if this is not 
so, then probably the values of R and R' are not truly the .sauie; this 
may be further checked by using two equal resistances of 5 or 10 ohms 
in the gaps PP' and CC' . A balance is obtained. 'The coils are then 
interchanged and a second balance obtained. The mean of the two 
readings should be the zero of the scale. This method, cannot be very 
well used in the second form of bridge wire described above. 

However, for the purpose of comparing resistances the slight error 
in equality will not affect the comparison. 
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(6) Verify the relation between arbitrary units of resistance in S 
and the resistance per unit length of bridge wire, and see that the 
resistances in S are consistent among themselres. 

The gap CC' is closed by means of a copper connecting strip, and 
an external resistance is connected by copper strips to the gap PP'. 

The coil 1280 is unplugged and balanced against an external resis- 
tance of, say, 12*9 ohms. Suppose be the reading on the bridge 
at balance. 

Beplace the 1280 coil by the rest of the coils, i.e. 

640 + 320 -h ... 10 + 5, 

and again balance these coils (nominal value 1275 units) at a 
point ajj'j using the same external resistance. Let be the resistance 
corresponding to a change in balance — x^. 

Then coil 1280 — sum of the rest ...(15) 


Carry out this test using the 640 coil: balance against an external 
resistance making the point of balance at x^, say. Out out the 640 coil 
and, again leaving the external resistance the same, balance the rest 
of the coils (320 -f- 160 + 80 -f 40 -f 20 -f 10 -f- 5) at a second point 
x^' cm. Let the resistance corresponding to the change x^' — x^ ~ 
then 

resistance (coil 640 — the rest) = Zg. ...(16) 

Carry out this test with each coil in turn. 

Finally, « 

resistance (coil 5 — • 0) — Zg. 

Nine equations are obtained in this way for tjie bridge described. 
The difference between the first and second Equations, where each 
term represent! the corresponding resistance, is 
coil 1280*- coil (640 320 . . . + 5) 

— {coil 640 — coil (320 + . . . -f 5)} = Z^ - Za, 
i.e. coil 1280 — 2 coil 640 = Z, — - 


coil 640 = 


coil 1280 ^ Zg — Zj 


...(17) 


In the same way, taking the third equation from the second 

coil 320 = + ...(18) 

and so on. Substituting in (18) the value of coil 640 in terms of 1280 
from equation (17): 

coil 1280 Zg-Zi j k — h 

4 4 . 2 ' : V 


coil 320 = - 


This process is carried on throughout the range. We may express 
each coil in terms of the largest one. Equation (17) and (19) give 
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the corrections to be applied to each ggH to make them coiisistoiit with 
the largest. 

For a perfect set of coils = Z 2 ~ . . , — ~ — the length of 

wire having 5 units of resistance. 

It is important to note that the unit often taken is O-Oi ohm, so 
that for safety the 1280 coil should be out as a permanent addition 
when testing the 80-, 40-, 20-, 10-, and 5- unit coils. 

The results may be tabulated as shown above, the last column giving 
the correction to each coil. 


External 

resistance 

Coil 

Bridge wire 
reading 
a: units 
resistance 

.1 )iHcrene(! 

/ 

Correction 


1280 

640 +320 -b ... +5 

640 

320+160+ ... +5 

320 

160+80+ . . . +5 

ICO 

80+40+ ... +5 
80 (+1280) 
40+20+10+5 
(+1280) 

40 ('+1280) 

20+10+5(+1280) 
20 (+1280) 
10+5 (+1280) 

10 (+1280) 

5 (+1280) 

5 (+1280) 

0 (+1280) 

i 

■■ 

- 


The above calibration gives the moan value per unit length of 
bridge wire. 

For some purposes, and especially when the bridge has had con- 
siderable use, it is necessary to calibrate the bridge wire. This may 
bo done by a slight modification of the method given on p. 534-. But 
a new bridge wire should be untform to within 0-3 per cent, and there- 
fore will give readings correct to the second decimal place in degrees 
on the platinum scale. 
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Calibration and Use o£ the Platinum Thermometer 

Having tested the bridge and calibrated the coil and ’ivire as indicated 
above, the thermometer is placed in melting ice and allowed to remain 
there until the resistance remains constant. The value of this resistance 
is noted. 

The thermometer is next placed in a hypsometer, in which water 
is boiled, and again the steady resistance, at the teinperatui'e of the 
steam, is obtained after being in the steam for 20 to 30 minutes. 

The temperature of the steam corresponding to the atmospheric 
pressure is determined, from tables (= 6°C. say) then, if is the 
resistance obtained in the steam, and in ice at 0° C,, 

Rft — Hq 

' I 

is the change in resistance per degree centigrade. 

The thermometer is next immersed in the vapour from boiling 
sulphur (see below for method), and from the balance of the bridge, 
when steady, the value of R, the resistance at the temperature of the 
sulphur vapour, is obtained. 

The boiling-point of sulphur in degrees on the platinum scale is 
from (14): 

__6(R^Ro) 

" R, - Ro ‘ 

Now the value of ®bhe boiling-point of the sulphur at 76 cm . of 
mercury pressure is 444*7° C., and the value at any other pressure, 
p mm., is * 

t = 44^*7 + 0*0904 {p - 760) — 0-O00Q52 {p - 760)2. 

The value i)f t, the boiling-xioint at the pressure which, obtains during 
the experiment is calculated and hence, substituting tj, and t in (14a), 
the value of A: may be calculated. 

It will be found to be approximately 1*5. The thermometer is now 
fully calibrated and may be used, for example, to find the B.P, of aniline 
in degrees on the platinum scale. The corresponding value in degrees 
centigrade may be found by (14«). 

It will be noted that in equation (14a) the correction to be made to 

in order to give t is expressed in terms of t. The value of the air 
scale temperature is unknown, and the procedure is to obtain it by 
successive approximations, tj, and t differ by a small amount aod the 
first approximation is found by substituting t = on the right-hand 
si(le. This will give a value for t which can again be substituted on 
the right-hand side. If this procedure is continued, it will be found 
that the stage is soon reached at which the approximation is as close 
as the conditions of the experiment allow. 
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To Obtain the Boiling-point of Sulphur 

The apparatus of fig. 360 is convenient. This is readily made by 
taking a length of iron tube about two inches dia, meter, and about 
four or five inches longer than the thermometer, Tiic lower end of the 
tube is closed by brazing on a circular disk of iron. 

The lower end of the tube is covered completely with aslx'stos paper 
and then wound with nichrome wire of suitable gauge and length to 
produce sufficient heating. For example, the on<j shown in tlio figure 
was made by winding with nichrome wire of 0-092 (jm. diameter and 



6 m. in length. This was satisfactory for use with a series resis- 
tance on 100-volt mains. The length of the same gauge wire may be 
varied to suit the potential of the mains available. It may be found 
advisable, in addition f;o the thick layer of asbestos around^the nichrome 
winding, to surround the boiler with dry sand. The sulphur vapour 
condenses on the upper walls of the tube and runs back. 

The boiling-point under the pressure which obtains during the 
experiment may be obtained from the formula given on p. 559. 

The Variation of the Resistance of a Bismuth Spiral in a Magnetic Field 
In this experiment a bismuth spiral such as that shown in fig. 361 
is placed in a variable magnetic field, and the resistance is determined 
for each value of the field strength. The measurements involved are 
therefore (1) the strength of the field, (2) the resistance of the spiral. 
The magnetic field should be of as large a range as possible, and 
may be obtained by using a large magnet as shown in fig. 362. A direct 
current is passed through a series of frame resistances, R, to the magnet, 
and an incandescent lamp, L, in parallel. The current passing through 
the windings of the magnet may be measured on a calibrated ammeter, 
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A, and may be reversed by the commutator, C. In order that the am- 
meter is not affected by the magnet they are placed a considerable 
distance apart. 

By varying the frame resistance, the current passing may be of 
values from, say, 0 to 5 amperes. 



Fia. 361 


The bismuth spiral is placed centrally between the poles of the 
magnet with the plane of the spiral normal to the magnetic field of 
the magnet. The resistance of the spiral is measured either by a Post 
Office box, or by the Carey Poster method. In the latter case the 
scheme of connexions shown in fiig. 354 may be used, where the gap, 

mains 



PP' , is closed by the spiral and the resistance, S, may be of any value 
from 0 to 50 ohms. and Rg are given convenient values. For a 
spiral of resistance 15 to 20 ohms R^ and Rg may be 20 ohms. 

Its magnitude is determined for values of the field corresponding to 
currents in the electromagnet windings ranging from 0 to 5 amperes, 
by, say, 0*3 ampere steps. 

The initial value of the resistance will depend upon the past history 
of the specimen, but will increase with increasing magnetic fields. The 
order of this increase will be 10 per cent of the original value, depending 
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upon the field change which a current variation of 0 to 5 amperes 
creates. 

The values of the current and resistance are tabulated. 

The next part of the experiment is an estimation of the magnetic 
field corresponding to the currents used. 

This may he carried out in either of the following ways: 

(1) Fliixnieter Determination of the Field Strength {H) 

The fluxmeter is set up, away from the electromagnet, and a, search 
coil of the same area as the bismuth spiral is made. This is connected 
to the fiuxmeter and introduced between the poles of the magnet. 
The deflection is noted, either directly or on a scale one metre away 
(for the weaker field this method is essential). The scale readings are 
converted to maxwells, as described on p. 523. 

If a is the area of the search’ coil per turn and there are n turns, 
the total flux recorded in maxwells is 

m = ndK, or H — — oersteds. 

na 

As explained in dealing with the theory of the fluxmeter (p. 521), 
the total deflection is independent of the speed of insertion of the 
search coil. 

The field is found in this way for each of the current values used in 
the resistance determination and the relation between the current and 
the field strength is represented graphically. 

(2) Ballistic Galvanometer Method of Fielding H 

In this method a^similar search coil is made and connected to a 
ballistic galvanometer. This forms a low-resistance ^ circuit, so that 
a moving-needle type would be preferable to avoid heavy damping. 
This, however, should be removed to a very great distance from 
the magnet and ammeter. 

It wiU. generally be better to use a moving-coil instrument, also 
removed from the magnet, though not necessarily as far away as the 
needle type. In such a case a key such as described on p. 520 should 
be used so that the circuit may be broken immediately after the passage 
of the discharge. 

Under such circumstances, when the current is passed through the 
windings of the electromagnet, the search coil being in the gap between 
the pole pieces of the magnet, replacing the bismuth coil, a transient 
E.M.F. is set up in the galvanometer circuit through which a quantity 
of electricity, Q, will be discharged. The quantity, Q, as shown earlier 
may be expressed by equation (19), p. 557. 

T i , oci /a. 


i 
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where 

T is the periodic time, 
is the first deflection, 

ag is the second deflection on the same side, 

i is a small steady current, 

qj is the corresponding steady deflection. 

The correction for damping ( — ^ will only be applicable for the 
Vs/ 

moving-coil instrument when the circuit is broken as soon as the 
impulse is given to the galvanometer. 

The value of 9 corresponding to a current, i, may be obtained by 
passing a current from a 2-volt accumulator through one megohm, and 
the galvanometer shunted by a small resistance. The deflection is 
observed and the current, a, calculated, as on p. 519. T, Kj, 1 x 3 are 
observed in the usual way. 

Now suppose that the field strength to be measured is H oersteds, 
and let i' be the current passing through the coil at any instant, t, 
after the circuit is made. During a small interval of time, dt, let dIN 
be the number of lines threading the circuit, then 
dN 

E.M.F — (numerically), 

./ iZN-.. 

or n = ---, 

where r is the total resistance of th>e galvanometer circuit (galvano- 
meter, leads and search coil), ^ 

i.e. 


Qr 


when a is the area of one turn 
in the search coil. 


-Mr- ■ 

tcR®), and n is the number of turns. 




H = 


y Tc 9 2 an J yas/ 


The bracket term is constant during the experiment and may be 
evaluated and used as a reduction factor throughout. 

The observations described above may be carried out successively. 
The search coil is placed in the gap between the pole pieces; a^, are 
observed. The bismuth spiral is then introduced and its resistance 
* If the search coil is placed in the gap between the magnets and the current reversed 


in the windings, Q=: -- 


2anH. 
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measured. The search coil is replaced and the current cut off. The 
values, aj', ttg', are again noted. A new value of the cuiTcnt strength 
is obtained by an adjustment of the frame resistance, and the current 
switched on. The throws are observed and then the bismuth spiral 
resistance is again measured. The check value for the throws is again 
obtained when the current is switched off, and so on. 

With either method of working compile a table showing the relation 
between the magnetic field strength and the resistance, and plot a 
curve showing this relation. 

The form of the curve will suggest that the relation between R and 
H is of the form 

Rh == E-o + ® 

where Rg is the resistance in a field of strength, H, 

Rq the resistance in zero'field, 
b, c are constants. 

By substituting values for two points, find b and c. 

Calculate the expected value of R for other magnetic fields, in the 
range of the experiment, as far removed from the first two points as 
convenient, and test the results experimentall 3 ^ 

Determination of the Absolute Resistance of a Metal Rod. (Lorentz’s 
Method) 

This method of measuring resistance in absolute units is one in which 
a steady drop of potential at tlie ends of a rod, as determined by Ohm’s 
law, is balanced against one set up by induction. The measurements 
are reduced to those of length and time. 

Fig. 363 shows the details. The sketch shows a copppr disk, mounted 
on a horizontal axis about which it may be rotated, either by hand 
or by a motor. A metal brush, C, makes contact at the rim of the 
disk, and a second contact to the disk is made at the axle. 

At an adjustable distance, d, from the plane of the disk is a coil, I), of 
N turns of wire, of about the same radius as that of the disk (a cm.). 

By regulating the position of the movable base, S, the distance, d, 
may be made any length within the limits of the length of the base. 
Fig. .363 also shows, in a diagrammatic form, the connexions used in 
the experiment. AB is the metal rod, say, of brass. A single accumu- 
lator is connected in series with the coil, I), and the resistance, AB. 

If R is the resistance of the rod in absolute E.M. units, the drop in 
potential at the ends of AB is iR, when i is the current in these nnits. 

The rod is also connected, by copper wires, in series with the disli 
and a galvanometer. 

When the current from the accumulator, E, circulates through the 
coil, a definite number of lines of magnetic force cut the disk. If M is 
the coefficient of mutual inductance of the disk and the coil, there is 
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a iiux lines tiirough the disk. If, therefore, the latter is made to 
rotate, an E.M.E. will be set up in the disk circuit, which will depend 
on the direction and speed of rotation of the disk. 

The direction of rotation is chosen such that the E.M.E. set up 
by induction opposes the E.M.F., due to the steady current of 
the coil circuit. By adjusting the speed of rotation, or by altering the 
distance, d (usuaUy by both these methods), we may balance the 
potential due to the two causes. Suppose there are n revolutions per 



second when this balance occurs, as shown by no deflection in the 
sensitive galvanometer, G. 

In the disk circuit we have an E.M.E. due to the induction equal to 

mn, 

since Mi lines are cut by any radius for one evolution, there are n 
revolutions pej’ second, Miw is the number of 4ines cut per second, and 
opposing this is an E.M.E., Bi. For balance 
Min = Bi, 

or B = wM. 

The resistance, B, is therefore determined if M, the coefficient of 
mutual induction, is known, and w, the number of revolutions per 
second, is counted. 

Maxwell’s formula for the coefficient of mutual inductance in the 
case of two circuits of one turn each, of radius, a, and separated by 
a distance, d, is 

The coefficient, M, above is thus Mw, 
i.e. B — »mN, 

or R = {2-303. log,, 


' Awoigu Pjj^^OtiOAL physios PO.R STUDENTS 
'■ 1.0 olims, where the ohm is defined as 10® E.M.U., is 

of the earth’s field in the induction of 
iiO..,. ' plane is turned SO that it is in tlie ruaauotic 


Oa. K. 

iMriiiii,, 

vviOi *r sensitive moving-magnet galvanometer, works 
f'Xpcriment. 

'Available, a fair result is obtained by rotating the disk 
bnnul hv rotation which can be best maintained steady 

^ ' uieut. S(>' * experiment, and the coil and disk placed at a con- 

of ready, the disk is rotated until the 

A f I hiK sf • ' galvanometer is brought back to the zero reading, 

^ Is maintained constant. The number of 

■{ lifi'in ) is counted and timed, with a sto23-clock, over as long 

“ * the light spot can be kept at zero. 

“‘>1 us a knowledge of n may be obtained. 

Il'Tl'*' i^ cm., and the value of R calculated, 

• it <1*- ^ ^ cross-section of the rod are measurable, the value 

f ^^'®p^tanee may be also calculated. 

,n ** ■‘’’'1 experimental result for a determination made 

^'Uii .,ucji jui apparatus: 

bH) revolutions of the disk in 172-5 seconds; 

* < 2-fi25 revolutions ner second. 

--11-8 cm., 
ti 5-0 ct^., 

N UH) cm«j 

H = 100 X *2-325 X 148-1 / 2-303 x 1-2761 A + \ 

\ \ ^ 2227-87 

__25 ' " 

2227-1 

= 35372 absolute E.M. units. 

Spcffifie Kesistanoo: 

|j(‘ugth of rod ~ 16-7 cm., area of cross-section =■= Tt(0-64)2, 
Hpeeific Resistance = 

16-7 

= 2732 E.M. units 
(or 0-000002732 ohm). 

Conductivity of Sait Solutions (Electrolytes) 

Whe-n a direct current is passed through an electrolyte, the resulting 
.ularization causes an increase in the resistance of the oieetrolyte. 
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Further, for continued passage of current through such a liquid, the 
resultmg decomposition also causes a change in the resistance, due to 
alteration of the concentration of the solution. 

The usual special methods adopted to measure such resistances are 
designed to overcome these difficulties, and are either a potentiometer 
method, or one making use of an alternating current. 

The second is the one most generally employed. If the alterna-ting 
current is small, and the area of the electrodes large, the polarization 
effijct is reduced to a negligible amount. This is brought about more 
completely when rapidly alternating current is used. 

Thus, whereas it is impossible to obtam reliable values for the 
resistance of salt solutions by the Wheatstone bridge method in the 

0 



r s 


r 


4 

A 

p 

Fig. 364 

B 


ordinary way, by using alternatii% current ui conjunction with a 
Wheatstone net, the value of the resistance of the electrolyte may be 
found. Of course in such an arrangement an ojjdinary galvanometer is 
useless as detector; a telephone replaces it in the usual modification. 

It is not advisable to introduce any inductance or capacity into the 
net, so for this reason the wire bridge is preferable to the Post Office 
box type, as the one or ten metres of wire have less self-inductance 
than the cobs of the Post Office box.[ 

The scheme of connexions is shown in fig, 364. 

AB is a stretched wire of one or tQn metres in length, 

R an adjustable resistance, 

S a vessel containing the solution, 

T a telephone, 

C a small induction coil. 

For a simple experiment the supply may consist of the output of an 
induction coil giving a low E.M.F. 

The telephone, T, should be a bead-piece receiver. 

The vessel, S, shown in fig, 364, should be surrounded by a water 
bath, and be provided with platinum electrodes. The temperature of 
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Tile resistanoe in ohms, where tEe ohm is defined as 10*^ E.M.U., is 
R X 10-». 

Ex'perimental Details 

To avoid the complication of the earth’s field in the induction of 
the lil.M.F. in the disk, its plane is turned so that it is in the magnetic 
meridian. 

The Broca, or other sensitive moving-magnet galvanometer, works 
very well in this experiment. 

If no motor is available, a fair result is obtained liy rotating the disk 
by hand. The speed of rotation which can be best maintained stoa,dy 
is found by a trial experiment, and the coil and disk placed at a con- 
venient separation, d. When all is ready, the disk is rotated until the 
spot of light from the galvanometer is brought back to the zero reading. 
At this stage the rotation is maintained constant. The number of 
revolutions made is counted and timed, with a stop-clock, over as long 
a period as the 4ight spot can be kept at zero. 

From this a knowledge of w may be obtained. 

d and a are measured in cm., and the value of R calculated. 

If the length and cross-section of the rod are measurable, the value 
of the specific resistance may be also calculated. 

The following is an experimental result for a dfjtermination made 
with such an apparatus: 

400 revolutions of the disk in 172-5 seconds; 
n == 2-325 revolutions per second. 
a = ITS cm., 
ll 5-0 Cl^l., 

N == 100 emp) * 

R 100 X "2-325 X 148-1 1 2-303 X T2761 U + J'" \ 

35372 absolute E.M. units. 

tSp(3oific Resistance; 

Length of rod = 16-7 cm., area of cross-section == tc(0-64)‘‘^, 

™ , 35372 X 1-29 

^ 16-7 

2732 E.M. units 
(or 0-000002732 ohm). 

Conductivity o£ Salt Solutions (Electrolytes) 

When a direct current is passed through an electrolyte, the resulting 
polarization causes an increase in the resistance of the clectrolyto. 
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Further, for continued passage of current through such a liquid, the 
resulting decomposition also causes a change in the resistance, due to 
alteration of the concentration of the solution. 

The usual special methods adopted to measure such resistances are 
designed to overcome these difficulties, and are either a potentiometer 
method, or one making use of an alternating current. 

The second is the one most generally employed. If the alternating 
current is small, and the area of the electrodes large, the polarization 
effect is reduced to a negligible amount. This is brought about more 
completely when rapidly alternating current is used. 

Thus, whereas it is impossible to obtain reliable values for the 
resistance of salt solutions by the Wheatstone bridge method in the 


C 



ordinary way, by using alternatin*^ current in conjunction with a 
Wheatstone net, the value of tlie resistance of the electrolyte may be 
found. Of courie in such an arrangement an oiidinary galvanometer is 
useless as detector; a telephone replaces it in the usual modification. 

It is not advisable to introduce any indiictance or cai:)acity into the 
net, so for this reason the wire bridge is preferable to the Post Office 
box type, as the one or ten metres of wire have less self-indTictance 
than the coils of the Post Office box.[ 

The scheme of connexions is shown in fig. 364. 

AB is a stretched wire of one or ten metres in length, 

E an adjustable resistance, 

S a vessel containing the solution, 

T a telephone, 

C a small induction coil. 

For a simple experiment the supply may consist of the output of an 
induction coil giving a low E.M.F. 

The telephone, T, should be a head-piece receiver. 

The vessel, S, shown in fig. 364, should be surrounded by a water 
bath, and be provided with platinum electrodes. The temperature of 




the water jacket is maintained constant, as the resiwstance of thcj 
solution varies rapidly with temperature. 

The platinum electrodes are coated with finely divided platinum to 
increase their effective area, and to decrease the back (dcctromotivc 
force due to polarization. If this has not already boon done, the 
electrodes should be immersed in a solution mad,o by taking 1 part 
platinum chloride, 30 parts water, and 0*008 part lead acetate, and 
a small current passed first in one direction, and then, the rc‘vo.rs^.^. To 
prevent an absorption of salt from the solution, the platinized electrode 
are then raised to dull rod heat and allowed to cool. 

The solution of known concentration is placed in S, and E is adjusted 
so that a point P is obtained near the centre of the bridge, such that 
the sound in the telephone is entirely cut out or, as more often liax.)]p6ns, 
until the sound is reduced to a minimum, when the usual Wheatstone 
result may be applied, E. __ AP 

S “ PB 

It is usual to express the results in terms of the sp^ific conductivity 
of the solution, i.e. the reciprocal of the resistance <yi one centimetre, 
one square centimetre in oross-seotion. 

If f is the resistance in ohms between the electrodes, 
s the specific conductivity, 

then s oc , 

r 


or s ~ , 

r r 

where A is a constant depending on the dimensions of the vessel used. 

A tuay he obtained by finding r for a liquid of known specific con- 
ductivity. We may take potassium chloride as a standafdizing solution, 
using the data in the table shown on p. 669, whei’e the specific equiva- 
lent conductivity is the quotient of the specific conductivity and the 
number of gramme molecules of the salt per litre. 

It will be seen that for a dilute solution this quantity is nearly 
independent of the concentration. 

Make up a solution of KCl containing a definite number of gra/mmo 
molecules per litre, and find the resistance, r, of the solution when 
filling the vessel, S. Dilute this solution so that the solution contains 
half this number of gramme molecules. The value of the specific 
conductivity for these two strengths may be taken from the table, 
and the mean value of A calculated. 


Then, using this calibrated vessel, find the resistance of several 
solutions of NaCl from a concentration of, say, 29*25 gm. per litre 

to 0*2925 gm. per litre, by diluting the concentrated solution 


© 
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Plot a curve showing the relation between specific conductivity and 
concentration, and specific equivalent conductivity and concentration. 

The variation of the resistance of one of the solutions with tempera- 
ture may also be investigated by heating the water baths surrounding 
the cell, S, and the value of the temperature coefficient may be 
calculated. 

Using a container for the solution, of more measurable dimensions, 
the specific conductivity, and hence equivalent conductivity, may be 
calculated in the way usually employed in solids. For example, in 
fig. 365, a uniform tube comiects two bottles in each of which is 



immersed an electrode; the column of liquid conveying the current is 
practically one coinciding with the tube, i.e. of length I cm. and cross- 
section equal to that of the internal cross-section of the tube. The 
resistance is measured as above; the specific resistance is then directly 
calculated in the usual way, and the experiment proceeds as already 
described. % 


Parts by weight 
of KOI in ibO 
parts of .solution 

Gramme mol. 
per litre 

Specific conductwlty 
atl8“C. 

Specific equivalent 
conductivity 

0-00746 

0-001 

0-125 X 10-3 

125x10-3 

0-0746 

0-01 

1-206 

120-6 

0-743 

0-1 

11-300 

1130 

1*48 

0-2 

22-00 

110-0 

3-64 

0-5 

50-60 

101-6 

7-43 

1-0 

99-10 

99-1 

13-7 

2-0 

188-8 

94-4 

19-7 

3-0 

274-2 

91-4 


Instead of using a single length, I, of tubing, it is preferable to 
measure the resistance, R, for various lengths and to plot R against Z. 
Any end correction will then be apparent from the intercept on the 
axis of R and the resistance per unit length may be obtained from the 
slope of the graph. 


The simple oscillator described above should, when jiossibh;, bo 
substituted by a valve oscillator which generates an R.M'.F. of a single 
frequency without harmonics. In addition, tlu'- Hi4iudard rcfsistarie-cs 
used should be pure ohmic resistances. 

Under these conditions it will be possible to obi.ain sileiKic in tho 
tolophones at tho point of balance. In the (iuse of the induction coil 
tho wave-form is comp] ojfc, and it is iinpossibh', to obtain llui eotidition 
of ootnplote silence. The balance has to Ixi obtuitn^d by )‘(xlu(*ing tin' 
sound in tho telephones to a minimum and aceuracy is then p(jor. 
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MEASUREMENT OF POTENTIAL 

Standard Cells 

The two standard cells in common use are the Weston or Cadmium 
cell and the Clark cell; of these, the former is better for most purposes. 

The two cells have each a constant electromotive force at one tem- 
perature; the value of the E.M.F. varies with temperature. 

The Weston cell is shown in diagram form in fig. 366, 



Two tubes are arranged as shown, each being provided with an 
external lead which is in contact with the bottom layers. These layers 
consist of j)UrQ mercury, M, and an amalgam of pure mercury and 
cadmium, A, respectively. Above the pure mercury is a layer of a 
paste of mercurous sulphate, P, made as described later. Above this 
and the cadmium amalgam is a layer in each tube of pTire cadmium 
sulphate crystals, CC. Finally, a layer of a saturated solution of pure 
cadmium sulphate occupies the upper parts of the tubes. 

To make a Cadmium Cell 

The following is a method of construction for the Weston cell; for 
a more permanent and exact cell the specification given in the Report 




07 Z 


ADVANCED PBACTIOAL I’HYBICS EOB KTUDENTIS 

of the British Association Meeting, 1905, on p. 98, by F. E. Smith, 
should he consulted. 

(a) Mercury is at first obtained in as pure a (jondition as x^cssiblc 
commercially. It is then passed through a dilute solution of nitric 
acid, drop by drop. To bring this about take a tube of about three- 
quarters to one inch in diameter, and about 60 to 100 cm. long; draw 
out the end to a smaller diameter and bond this sinalUu; tube so as 
to leave a short U-tube at the end; the shorter t.md is bent over as 
seen in fig. 367. 

A second length of the wide tube is drawn out at one end to a fine 
capillary of such diameter, that when the tube is filled with mercury 


DlU. ^ 

HNO3 

TJ 

B’ig. 307 

the latter will just emerge as very small drops. Idiis tube is inserted 
at the upper end of the first, whfch is filled with dilute nitric acid. The 
mercury is collected in the U-tube and passes over into a collecting 
vessel. ^ » 

The process is repeated and the partially jmrified^ mercury is next 
distilled under reduded pressure, air being bubbled through it during 
this process. To carry out this distillation the mercury is placed in a 
round-bottomed flask, provided with a side tube which leads through 
a condenser to a second round-bottomed flask, itself connected to a 
good water filter pump, as shown in fig. 368. 

Into the first flask, through a tightly fitting cork, a narrow glass 
tube passes under the mercury. A clip regulates the inflow of air. 
When the pump has reduced the pressure inside the system, the 
mercury is heated on a sand bath, and the condensed mercury is 
collected in the second fl.a8k. 

The air is allowed to enter through the mercury as a slow succession 
of bubbles. This oxidizes such impurities as zinc and minimizes the 
risk of their distillation with the mercury. 

(6) The amalgam is made by dissolving pure cadmium in pure mer- 
cury, to make a 12 to 13 per cent cadmium amalgam (i.c. about in the 
proportion of 1 gm, of cadmium to 7 gm. of pure mercury). 
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(c) The paste is made in a mortar by grinding together pure iner- 
curons sulphate, cadmium sulphate, and purified mercury in the 
IDroportion of 8 ; 4 : 1. The mixture is made into a thin paste by the 
addition of a solution of cadmium sulphate. 

Before filling the cell the platinum wires must be amalgamated. In 
the form of tube shown in fig. 366, this is done by the electrolysis of 
mercuric nitrate in the glass tubes, using the wires as electrodes and 
reversing the current. 

Another form of glass container for the cell consists of a double tube 
with open upper ends. Corks are selected to fit the open ends tightly, 



and through holes in the corks a narrow glass 4aibe may be inserted, 
one in each tube, to carry the wire through^ ^le cell content jto the 
mercury or amalgam. 

Such platinum wires can be amalgamated by heating to red heat 
and dipping in mercury. 

Having amalgamated the platinum wires, the tubes are next carefully 
filled, as shown in fig. 366. If the open-tube type is used, the corks 
should be finally coated with marine glue or a mixture of beeswax 
and re, sin. 

'The E.M.F. of the cell so formed will be found constant at consia,uii 
temperature. On no account must a current of any ajp%yreciahle magnit ude 
be taken from the cell. 

The International Conference on Electrical Units and Standards, 
1008, adopted the following formula as giving most accurately the 
E.M.F. of the cell: 

1-0184 - 4-06 X 10- » {t 20) 

-- 9-5 X 10- ’ (t 20)2 + 10 - {t - 20y volt, ...(1) 
where t is expressed in degrees centigrade. 

The temperature coef&cient is therefore small. , 
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The ClarkCeH 

This is made in a manner identical with that described above, with 
the exception that cadmium is replaced in this case by zinc, cadmium 
sulphate by zinc sulphate, etc. Proceeding as above, again using pure 
salts and mercury, the standard cell so constructed has an olectromotivo 
force expressed by the formula: 

Ef = 14328 - M9 X 10-3 (« - 15) - 7 x 10 -« {t - 15)3. ...(2) 

Thus this cell has a larger temperature coefficient than th(5 Weston, 
a fact which explains the more general use of the latter. When using 
either of these standard cells in potentiometer work, a largo resistance, 
represented by r in fig. 337, should be in series until the point of 
balance is nearly reached. The key. Kg, can then be closed and the 
exact balance point obtained. This precaution is necessary, for if these 
cells supply more than a small current they are subject to polarization 
and the value of the E.M.E. becomes uncertain. 

Comparison of Electromotive Force 

The potentiometer method of comparing two electromotive forces 
is the most satisfactory one. It is assumed that the reader is familiar 
with the direct comparison of two E.M.P.s, using a stretched wire 
potentiometer. In this method a steady accumulator is arranged as at 
E in fig. 369, and E^ and Eg whose E.M.F.s are to be compared are in 


E 

1 1 

— l2 ^ 



Fia. 369 

turn placed in series with the galvanometer, and a point of balance 
obtained at and cm. respectively,’^ then, if the wire is of uniform 
resistance, 

Eg V 

Using one of the methods given on p. 533, sqq., the wire, AB, can 

* h is the mean of, say, three observations, and tlie mean of two observations 
taken alternately; this eliminates the effect of the variation of E.Md?. of E. 
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be calibrated and then, if and are the corrected lengths corres- 
ponding to and 

5l — V. 

Eg I2 

For the actual value of the E.M.F. of either cell a third balance 
can bo obtained at, sa.y, for a cadmium cell whose E.M.F. is known 
at the temperature of the experiment. Whence and Eg may be 
obtained in volts. 

For making such a comparison, the accuracy of the determination 
depends on the accuracy of obtaining the balance point. If instead 
of using a 1-m. potentiometer, a wire of 10 m. be used, then each 
cm. of wire has a potential drop equal to one-tenth the drop in 
the simpler potentiometer, i.e, a movement of 1 mm, in the single wire 
bridge would correspond to 1 cm. movement in the 10-m. instru- 
ment. Hence, by using the 10-m. potentiometer the true balance 
pomt may be more nearly estimated. 

It is often convenient to make the potentiometer a direct reading 
instrument. To do this we arrange that between the ends of a definite 
length there is a fixed potential difference, say, 10“® volts. 

Using a 10-m. potentiometer, the most convenient length to 
employ to correspond to 10"^ volts is 5 mm. This is brought about 
as follows: 

A standard cadmium cell (E.M.F. = T0184- volts at 20“ C.) is 
connected to A, and i^e jockey makes contact with the wire at 1018*4 
units of length from the end. , 

We have chosen the unit for this purpose as 5 mm., i.e. P is fixed 
at 509*2 cm. from A, as in fig. 370. E is now adju,lled until the galvano- 



meter gives no deflection, i.e. the current in the whe AB, due to E, 
is such as to cause 10~® volt drop per 5 mm. of the wire (assumed 
uniform). Leaving B. fixed, any other E.M.F. may be found by balanc- 
ing on the potentiometer at, say, 7 cm. from A or 2Z X 5 mm., i.e. 
21 X 10"'^ volts is the value of the balanced E.M.F. The above assumes 
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that the accumulator E remains steady. This should be checked at 
intervals, if a series of comparisons are to be made, by roiiiKserting the 
standard cell, SO, and adjusting R to effect a balanc(3 at 509'2 cm. 

For many purposes it is convement to replace the wire by vaxiable 
standard resistances when comparing potentials. A suitable arrange- 
ment of apparatus using such a method is seen in fig. 371.. .Hij and 



Rg are two resistance boxes, each having a resistance up to, say, 
10,000 ohms, e.g. two Post Office boxes. 

E is a steady accumulator which is conneoted in series with Rj and 
Rg. The cells to be compared are conneoted to A and P through a 
galvanometer, G. 

For direct comparison the resistance (R^ -j- Rg) is kept constant, 
say 10,000 ohms, and Rj and Rg are varied until no deflection is 
obtained when Kg is'olosed. The value of Rj is noted. 

The process is repeated with the second cell, say, a -cadmium cell, a 
balance being obtained for a resistance Rj' in the box between A.P. 

Then, as before ^ ~ , 

Eg Rj' 

for the drop in potential between AP due to E is 

ERi 

R'l +Rg'+^’ 

where B is the resistance of the cell E. When a balance is obtained 


similarly, 

and 



Rj -j" Rg + B 


E; 


Eg = 

R, 


- y 

"R/ 4-R/-1- B' " 

+ Rg == Rj^ + Rg^ 

■ ■ „ _Bi . 

Eg Rj' 


Hence 
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MEASUBEMENTr OF POTENTIAL 

Another way of using the above form of potentiometer is similar to 
the direct-reading method of using the wire potentiometer. 

One of the cells to be balanced against E is a cadmium cell. If the 
temperature of the experiment is 20° 0., the electromotive force of the 
cell is 1*0184 volts. 

is given the value 1018*4 ohms. Knowing the approximate electro- 
motive force of the cell, E, the value of Rg may be estimated such that 
the potential droj;) in AP 1*0184 volts. The standard cell is placed in 
series with the galvanometer G; Kg being open, r, of about 1.0^ ohms 
is placed in series with SO, to avoid damaging it during the preliminary 
balancing. Rg is now adjusted until no deflection is noted in G. is 
closed and the final balance verified. The total value of R^ Rg 
under these conditions is noted and maintained constant throughout 
the comparison. 

Now 1018*4 ohms have a drop of potential of 1*0184 volts, i.e. each 
ohm corresponds to a potential drop of 10~^ volts. 

Therefore, when a second cell, E^, is introduced, if Rj has a new 
value, Ri' ohms at balance ((Ri'+Rg') being equal to (Ri-f-Rg) as 
obtained in the first test), Ej is x 10"^ volts. 

The above methods of making the potentiometer direct reading are 
only suggested for those cases where several comparisons are to be 
made, for under such circumstances subsequent calculation is 
eliminated. 

The experimental arrangements described above are most sensitive 
.for comparison of electromotive forces of the order of one volt. If now 
a small difference of potential is to tfe determined it will be apparent 
that these arrangements are not sufficiently sensitive. In the case of 
a stretched wire, the sensitivity increases wi^h* increase in length; 
therefore, to measure a potential difference of the order of, say, 
10 ”3 volts witii fair accuracy, the potentiometer wire would require an 
extension of several metres of wire, or, what is more convenient, the 
inclusion in the circuit of a resistance several times that of the 
wire. For example, if a potentiometer wire of 1 m. is of 1 ohm 
resistance, and the accumulator E has an E.M.F. of 2 volts, a potential 
difference of tlie order of 10 millivolts will balance at a distance of 
5 mm. Irom the end of the wire. A small error in reading 6 mm. could 
easily lead to an error of several per cent. Further, under such circum- 
stances the calibration of the wire would be of great importance. 

If on the other hand 99 ohms be placed in series with the wire, the 
drop of potential in the wire will be 1/100 of 2 volts, and the true 
balance point will therefore be at 50 cm. An error in estimating 
the balance point of 1 mm. will only be 2 per cent compared with 
20 per cent in the first case. 

An example of the application of this method is seen in fig. 377, 

p. 682 . '■ , 
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Direct Reading Potentiometers 

As described above, the potentiometer may be made ‘direct reading’. 
Several forms of potentiometer are now on the }narkct which are 
constructed on the above principles and are calibrated directly in volts. 

Of the simpler forms of compact mauiifactured instruments, which 
measure potential of the order of a volt to one millivolt, we will 
describe the form illustrated in fig. 372 (at p. 1). ddui internal 
wiring is indicated by white lines drawn on the c‘,ast\ and the instrument, 
is an application of the form shown in fig. 370, The 2-volt accumulator 
which is connected to the terminals, EF, sends a current through an 
adjustable rheostat, a series of coils provided with tappings to the 
studs shown, and through the slide wire. ’This constitutes the main 
circuit. 

When the current is adjusted to the correct amount, the fall in 
potential along each of the resistances, connected to the studs, is 
OT volt, and along the slide wire, 0-12 volt. 

The wire is divided into 120 parts, each corresponding in adjustment 
to a fall of potential of 10“* volts. 

To adjust the current to this strength, a standard cell is inserted in 
the gap marked ‘potential’, and a galvanometer of low resistance in. 
the gap marked ‘galv,’. The two adjustable contacts are sot at points 
which correspond to the true E.M.F, of the cell at the temperature of 
the room, e.g. if the E.M.F. of the cell is I -018, the sliding contact at, 
the hack of the instrument is set at 1*0 and the contact on the wire 
made at 0*018. « 

The rheostat is then adjusted so that when the key is closed no 
current is indicated'in the galvanometer. 

iFthe rheostat is nou sufficiently large to bring this sfbout the battery 
should be connected- to E and G, not EF. This intjjroduccH more 
resistance in the circuit, a.s indicated in the figure, and, using a 2-voIt 
accumulator, the balance for the standard cell is attained. 

To obtain the value of an unknown electromotive force, it is con- 
nected to replace the standard cell. Leaving the rheostat in the 
balanced position, the sliding contacts are adjusted until a balance 
is obtained, as indicated by xero defiection of the galvanometer. The 
value of the electromotive force is then directly obtaimid on the 
calibrated scales. 

The width of the small divisions is sufficiently large to allow eye 
estimation to one-fifth of a division, but is not suitable for the measure- 
ment of potentials of the order of one-fifth of a millivolt. Thus, whereas 
the instrument would measure a potential of 1*0182 with a good degree 
of accuracy, it cannot be used to measure 0*0002 volt with any cer- 
tainty, nor is it reasonable to expect it with an instrument having a 
range 0 to 1*5 volts. 
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For such measurements as that of thermo E.M.F.s an instrument 
having a range of 0 to 50 millivolts is more suitable. 

Potentiometers with this range are manufactured by many firms, 
e.g. Nalder, Cambridge and Paul, Crompton, GambrelL 

Figs. 373 (at p. 1) and 374 show the general appearance and 
iiiterjuil arrangements of a typical instrument. 



The current to the main circuit is supplied by a 2-volt accumulator, 
B. As seen, this circuit consists of adjustable resistances, and Rg, 
fixed resistances, E and F, MVC, Dj and I) 2 > fwo stretched 

wires, SS and VV. 

The range of the instrument is 30 millivolts (0 to 30, 30 to 60, or 
00 to 90). The resistance MVC is made up of 29 similar coils of such 
a resistance that when the current is adjusted as described below, the 
potential difference between the ends of each coil is 1 millivolt. Also 
the wire, W, is of a resistance such that for this adjustment the droj) 
of potential along its length' is 1*2 millivolts. By subdivision, a value 
of 0*005 millivolt may be obtained. 
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Further, the. value of the resistance, F, and that of the wire, SS, is 
such that the graduation along SS gives the potential between M and 
N when adjusted. 

To standardize the potentiometer, the standard cell, SC, is connected 
to tlio galvanometer, G, by means of the double pok.^ switch. The 
point, N, is chosen equal to the potential of the standtird cell, and 
Itg are then adjusted until the low-resistaiuie galvanoiuotor shows no 
deflection, i.e. the drop of potential along IVIN corrcspoiids to the 
graduation value. Under such circumstances the pottnitiai diffoiaaii'c 
per coil of MVO is 1 millivolt. 

To measure an unknown electromotive force between (1 and 30 milli- 
volts, plugs are inserted at the points shown in fig, 374, and tiu’s 
unknown potential connected to X. The commutator is thrown over 
so that XX are connected to the galvanometer, and a balance is 
obtained by varying the point of contact, P, on MVO and Q on VV. 
If Dg is of zero resistance the unknown potential corresponds to that 
between P and Q, and is therefore obtained directly from the scale. 

Suppose a higger potential, say, 30 to 60 is to be measured, Bg is 
now made of such resistance that there is a potential drop oqaix] to 
30 millivolts along its length, and therefore for the balanced position 
the potential is 30 + the readings of MVO and VV, 

Similarly for 60 to 90 millivolts, Bg is increased so that for the 
steady current in the main circuit the potential difference between the 
ends of Bg = 60 millivolts. 

To maintain the current in the main circuit^at a fixed value, the 
resistance of B^ must be decreased by the same amount as tlio increase 
in resistance of Bg. 

ThermO“ElecMcity---Thermo-Jtmctions 

When a circuit is composed of two dissimilar metals and*th(^ junctions 
of these metals are maintained at different temperaturtvs, an B.M.F. is 
set up in the circuit. This electromotive force varies w.lth th(‘. difference 
in temperature between the junctions, and whcji <jnc junction is 
maintained at 0°C, is given by 

Ei == at + ht‘\ 

where a and b are constants and t eximesses the temperature of* the 
hot junction in degrees centigrade. 

The direction of the electromotive force depends on the metals. 

It is custoinary to express E< for any metal with respect to a standard 
metal which is taken as one of the pair. The usual choice of standard 
metal is lead. 

In drawing the curve giving the relation between the E.M.F. and 
temperature, the E,M.F. is taken as positive when the current tends 
to flow from lead to the metal at the hot junction. 
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Thus fig. 376 shows the form of these curves for Pb/Fe and Pb/Cu. 
At a temperature fC., AB represents the E.M.F. developed in a Pb/Cu 
junction and, according to the above rule, the electromotive force is 
from the lead to the metal at the hot junction. Similarly, AC is the 



magnitude of the electromotive force developed from lead to iron at 
the hot junction. 

The law of intermediate metals may now be applied to determine 
the value of the E.M.P. developed at a copper-iron junction at a 
temperature fO., the other junction being maintained at 0°C., for, 




Fig. 376 


according to tliis law the E.M.F. developed at the temperature foi- 
a Gii/.Pe junction, is expressed by 

E.M.F. Cu/Ee = E.M.E.(Cu/Pb + Pb/Ee) 

AB + AG 
.■.=;.+ Ba, 

i.e. there is an electromotive force of magnitude BC from co2->per to iron 
ai i/ifi since BO is positive. 
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Reference to fig. 376 will show this from another point of view. 
If junctions X and Y, are maintained at temperature, f, Z being 
maintained at 0“C., the arrows show the direction of the l!l.M.F.8 of 
magnitude AG at X counter-clockwise and AB at Y clockwivSc — a net 
result of BC counter-clockwise. This, according to the law of inter- 
mediate metals, is the value of the E.M.F. if XY are brought together, 
the lead being removed. The result is an E.M J<h, IFl, in a, counter- 
clockwise direction, i.e. from the copper to the iron at the hot junc,bion. 

Isperimental Determination of the Thermo-Electromotive Force- 
Temperature Diagram 

The magnitude of the thermo-electric E.M.F. is of the order of a 
few millivolts. It is best investigated by means of a potentiometer of 
the form described on p. 576. Aii instructive result is obtained, using 



the three metals, copper, iron, and lead. As will be seen from the 
above, it is only necessary to obtain the E.MkF. for two pairs of the 
metals, that of the third pair may be estimated, making use of the law of 
intermediate metals. 

A uniform wire potentiometer of, say, ten metres is employed (one 
of one or two metres, if the other form is not available). If ’the best 
results are to be obtained a preliminary calibration of the wire is 
advised. 

A steady accumulator, G, is joined in series with. R^, and the 
potentiometer wire (Rj and Rg should contain resistances up to 
10,000 ohms). A preliminary experiment gives the value of r the 
resistance of the ten metres of wire. 





A thermo- junction is constructed, usiug copper and iron wire. Care 
must, of course, be taken that the wires are in contact at the junction 
only. For this purpose a suitable form of junction is seen in fig. 378, 
One wire, B, passes down a thin glass tube, G, the other. A, 
is joined to it at J. To ensure good contact, J is dipped 
into mercury at the bottom of the test-tube, T, This does 
not affect the E.M.F. If one or both of the metals are 
aflectod chemically by mercury, it must be dispensed with, 
and special care paid to the welding of the junctions. 

Three of these junctions are required, one for copper and 
iron and two for the leads to the copper and iron as shown in 
fig. 377. The latter are maintained at the same tempera- 
ture, 0°C., in the experiment described. The use of such 
junctions is to eliminate thermal electromotive forces be- 
tween the metal of the connecting leads and the metals of 
the thermo- junction proper. 

If the junctions to the connecting wires are maintained 
at 0°C. by surrounding with ice, and the hot junction is 
placed in a water bath at a temperature t°G., an E.M.F. 
will be developed in the direction A to L via the junctions. 

The positive pole of C is therefore comiected to B. 378 

The maximum E.M.F. developed in the above couple is of the order 
of 1500 microvolts: the rise in potential along AB should therefore 
be arranged not very much in excess of this. A voltmeter gives the 
approximate potential available from C, and r being known, the value 
of E-i -f- Kg to cause such a rise ma^ be calculated, 

potential difference in AB __ -T r 

EM-FTofC' ^ ~ 

the accumufator resistance being negligibly small. 

Having fixed and Kg, the point, L, is made to coincide with A, 
and the standard cell, say a cadmium cell, is put in series with the 
galvanometer; Kg is adjusted, keeping + Rg at the value determined 
abovcis, until no deflection is given in G when contact is made at A. 

If the room temperature is 20°C. the E.M.F, of the cadmium cell is 
1*0 181. Hence the drop of potential along BA is 

10184 , 

Ra 

whence the drop per cm, of the wire is 

4" X X 

Rg, 

The thcrmo-j unction is now placed in circuit and the hot junction 
is raised to about 95°C. in a water bath: the length of wire required 


ir 

Lt 

Ig 
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for balance is obtained. The water is allowed to coo! and balance 
points obtained for intervals of temperature of about 5’^’C. 

The hot junction is placed in a hypsoraetor. When the junction is at 
the temperature of the steam, a steady balance point is obtained and 
noted. 

The hot junction test-tube is next placed in a boiling tube containing 
mercury. This is heated slowly. Balance point.s arc o])taint!d at 
intervals and the temperature noted on a special mercury therino- 
meter which reads to 360°C. The process is carried on until tiui 
mercury boils. 

The lengths are converted to B.M.F. by multiplying by the reduction 
factor given in (3) above, and a graph relating teinporaturo and. 
is drawn. 

The process is repeated, using a lead wire in place of the iron, and 
the results are plotted as in fig. 3'75, E.M.F. in microvolts (10"® volts) 
against the temperature of the hot junction. 

From these results obtain the corresponding curve for lead-iron. 

It will be found that at a temperature of about 24()‘’C. the Fe/Cu 
junction will give a maximum E.M.F. This temperature is called the 
neutral point. 

The same results could be obtained directly, using a, direct read- 
ing potentiometer. With a 10-m. instrument r will probably bo just 
greater than 10 ohms. If a shunt, S, be placed between A and B 
(fig. 377) and S given a suitable value whitdi can be calculated from 
a knowledge of f, the wire and shunt may bo biade to have exactly 
10 ohms resistance. ^ 

As before, suppose the E.M.F. of the cadmium coll to bo T()184 volts 
at th^ temperature oF the experiment, 'fhen to obt-ain a drop of lO"® 
volts per mm. of bridge wire, Rg is given the value (1018*4 —10) 1()08*4 
ohms. The cadmium cell is placed in series with the galvairomottw, and 
the sliding contact, L, is made at B (fig. 377). is adjusted until a 

balance is obtained. Then the drop in potential from B to A = 

. ^ 1018-4 

of 1*0184 or 10~2 volts, hence the drop per mm. is 1()- ® volts. 

The lengths for balance in the thermo-couple expcu'iinent now give 
the potential in microvolts directly. 

The same process applies in the case of a singlo-motre potentio- 
meter. 

If no standard cell is available the value of the potential per cm, of 
wire may be calculated from a knowledge of r, B,j, and and E, the 
E.M.F. of the cell, 0, as determined by means of a high-resistance 
voltmeter, but this method is not recommended. 

Consider the curves obtained. If we take any two fixed temperatures 
and determine from the curve the value of the E.M.F. developed, in 
microvolts, we shall be provided with two equations having two 
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unknown constants, for we have seen that the relation between the 
E.M.F. developed E, and the temperature i°C. is 

E — ui -|- 

So by choosing two such pahs of temperatures and finding E on 
the lead -copper and lead-iron curve, the values of a and h for these 
junctions may be obtained. 

Hence, since -5 == a -f 2bt, 

At ■ ’ 


we know the value of the thermo-electric power 


’ dt ’ 


at any temperature. 


The thermo-electric power fines for Cu and Fe against the standard, 
lead, may thus be drawn and the j)oint of intersection, which gives the 
neutral temperature for iron-copper, may be ascertained- This should 
be compared with the neutral temperature as found directly from the 
E.M.F. temperature curve for the iron-copper junction. 


The Use of a Thermo-Electric Couple as a Thermometer 

It will be seen from the curves obtained {fig. 375) that a couple 
such as copper-iron is not a suitable one to use as a thermometer. 
The neutral point is too near 0°C. The ideal couple for this purpose 
is one with a neutral point well removed from 0°C., and which will 
therefore give an E.M.F. approximately proportional to the tempera- 
ture difference. In many experiments in this book a couple of this sort 
is required. A couple of copper and eureka or oonstantaii serves well 
for this purpose. 

When the thermo- junction is used in this way »fche form of potentio- 
meter described on p. 678, fig. 373, is convenient, but the form of 
direct reading potentiometer of ten metres of wj.re (p. 582) when once 
adjusted serves quite well. 

In either case the electromotive force-temperature curve of tlie 
junction sliould be obtained as described up to, say, 240° G. The value 
of tlui tmuperature corresponding to any other electromotive force may 
then }>{; obtained from the standardizing curve so obtained. 


Lippmann’s Capillary Electrometer 
'^riic essential feature of the Lippmann capillary electrometer is a 
very line ciapillary tube drawn from a thin glass tube, mounted so 
that a column of mercury of variable height may be placed over the 
itieniscus of a liquid which rises in the capillary. 

Fig. 379 shows how this is usually arranged: C is the capillary 
attached to a vertical glass tube, AB, by means of a short length of 
pressure tube at B. The side tube is connected by pressure tubing to 
an adjustable reservoir, R, full of mercury. A scale in millimetres is 
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placed behind either AB or the reservoir R, so that changes in level of 
the mercury may be measured. 

The capillary tube, which dips into sulphuric acid, should foe ol,‘ 
sufficiently small diameter to prevent the acid from being driven from 
the tube by the mercury above it. 

At the bottom of the beaker, E, which contains liie acid, is a layer 
of mercury, into which a wire, passing down the contni of a glass tube, 
I), may be placed. 

A second copper wire dips into the mercury above the menis(ius, 
either by means of a platinum wire lead fxised into tlie tube A!5, or 



by inserting a wire into the mercury in AB or R. The two leads are 
connected to a potentiometer which consists of two Post Office boxes 
in series, R^ and Rg, so that, maintaining Rj + Rg at 10,000 ohms, and 
adjusting R^ and Ro, any fraction of the potential of the cell, E, may 
be applied to the junction of the upper mercury and the acid. 

If the meniscus is focused so that its imago lies on the horizontal 
cross-hair in the focal plane of a mioroscoi)e, it will be found that 
when a potential is applied in one direction, the meniscus dt'seends, 
and when applied in the other direction the meniscus ascends. The 
effective value of the surface tension of the acid- mercury surface is 
altered by the applied voltage. 

Suppose the reservoir, R, is lowered so that only a small pressure 
is applied to the surface, and the menisens is focused on, the cross-hair 
of tile observing microscope. At the Junction of two liquids a contact 
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diifference of potential is set up, and tite value of the eJBfective surface 
tension depends on this contact potential. In whichever direction 
this contact potential acts, the result is a decrease in the effective 
surface tension. For two given liquids, e.g. sulphuric acid and mercury, 
the value is fixed in direction and magnitude. 

We may regard the surface of separation of the liquids as a double 
layer functioning like a condenser, and having an energy per unit 
area of IcV®, where c is the capacity and V the value of the contact 
potential. 

Thus, if S is the effective surface energy, and Sq the value of the 
surface energy if no potential exists, we may write 

...(4) 

so that whatever the sign be of V, the value of S < Sq. 

If a potential be applied to the surface of separation in the same 
direction as the contact potential, then V increases and S becomes less, 
causing the column of acid to descend to a new equilibrium position, 
whereas, if the applied potential be of the opposite sign to the contact 
potential, we obtain a larger value for S, and consequently the acid 
rises in the tube. 

The capillary when drawn out from the glass tube is always slightly 
conical, and the state of things showing two positions is seen in fig. 380. 


So 


380 

If the applied E.M.F. opposing the contact potential increases, S 
bocomoB larger, until, when the applied potential is further increased, 
the double layer effect acts with a total potential difference of the 
opposite sign. 

For each value of the applied opposing E.M.F. the meniscus will 
take up a definite position, and it is obvious that when the contact 
])otentiaI is just neutralized, the meniscus will be at the highest point. 

The conical shape of the capillary tube, with resultant change of 
diameter and of focus, renders unreliable the observations of the level 
of the meniscus. To be sure that the diameter of the tube at which 
thti snrlaco of separation lies is the same, the meniscus is always 
observed at one point. 



Fxq. 



For example, as the value of S increases, the level is brought back 
to the previous one by raising the reservoir, R, and increasing the 
pressure on the surface. The reservoir should be readily adjustable, so 
that the level of the mercury in R or AB may be read for each value of 
the applied potential. 

This process should be repeated for all values betwc'cn () and 2 volts, 
or until electrolysis interferes with observation. 

The values of the applied E.M.F. should be plotted a-s absuissfu;, 
and the pressure in cm. of mercury as ordinates. 



The form of the curve as obtained from the results b^slow is seen 
in fig. 381. The maximum of the applied pressure corresponds to a 
maximum, S, and corresponds to the case when the total potential at 
the surface is zero, i.e, it corresponds to an applied potential equal 
to the contact potential. From a knowledge of the direction of the 
applied potential, we may say at once which of the liquids is electro- 
positive and which electro-negative to the other. 

In performing the experiment the first thing to do, having assembled 
the rest of the apparatus, is to draw out a suitable capillary. After 
one or two attempts a suitable , one will be obtained, which is of 
sufficiently small dimensions to support the pressure. 

It should be noted that the capillary tube should be drawn from 
a clean tube. This may be obtained by boiling the tube in nitric acid 
and rinsing in tap-water, or by leaving the tubes to be drawn in a 
solution of potassium bichromate and sulphuric acid for 12 to 24 hours 
and then rinsing in tap-water. 




The mercury also should be cleaned, preferably redistilled. 

The following is a record of an experiment where the above pre- 
cautions were observed. 

E-i + E .2 = 10,000 ohms. 


R, 

j Applied potential 

Applied pressure 

ohms 

volts 

! cm. Hg 

0 

0-0 

1 22*7 

1000 

! 0-2 

i 25*3 

2000 

04 

26-8 

3000 

0-6 

27*2 

4000 

0-8 

26*7 

5000 

1*0 

! 25*9 

6000 

1-2 

1 25*8 

7000 

14 

25*4 

8000 

1-6 

1 24*9 

9000 

T8 

24*7 


Contact potential from curve == 0-57 volt (fig. 381). The negative 
terminal was connected to the upper mercury, i.e. in the experiment 
the mercury was electro-positive to the sulphuric acid. 



CHAPTER XXII 


MEASUREMENT OE CAPACITY AND INDUCTANCE 

While the methods of measuring inductances and capacities 
developed in recent years involving the use of alternating current and 
telephones or vibration galvanometers as detectors give the more 
accurate results, the older methods which use direct current and gal- 
vanometers are useful in some cases and serve to illustrate the physical 
principles involved. 

For instructional purposes some of the earlier methods are set out 
in the following pages. These are followed by the newer methods which 
must be used when an accurate determination of the value of an 
inductance or capacity is the purpose of the experiment. 


MEASUREMENTS USING DIRECT CURRENT 
(a) Comparison of the Capacities of Condensers 
(1) Deflection Method 

Suppose Cj and Cg are the condensers, of capacity 0^ and Cg, and 
that to each is imparted a difference of potential equal to E volts. Let 
and Qg be the respective charges on the plates. 


Then we have C, — Cg ~ — , • 

^ E p ^ E 

" . \ . •••<'> 

In the experiment described below the quantities, and Qg, are 
compared by discharging the condensers in turn through a*moving-ooil 
ballistic galvanometer. In such a case, if 6^ and ^g are the angles of 
the first throw of the ballistic galvanometer, corresponding to move- 
ment of the spot of light, and dg cm., from the zero on the scale, we 
have (see p, 517): 

^ T T 0./, , x\ 


K’"i> 


If the deflections are small: 

_ 2 tan tan 26j^ __ d^ 

02 2 tan 02 tan 200 dJ 
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Dm 


Qi 

Q2 ^2 

^2 ^2 

If the deflections are not small this approximation cannot be used. 
The values of 6 ^ and 63 easily be obtained, for tan 2 O 3 L ~ 

X/ 


whence 


Thus from ( 1 ) 


...( 2 ) 


where- L is the distance from the scale to the mirror of the galvanometer; 
hence 20 ^ and Oj. 

It often happens with a steady source of potential, say, a steady 
2-volt accumulator, that the throws and 0 ^ are too large, i,e, E is 
too great. Under such circumstances, instead of using E directly we 
may take any fraction of E by a potentiometer method. 



Connect E in series with two resistance boxes, and Egs making 
-f Rg = 10,000 ohms. By adjusting R^, making + Rg == 10,000, 
we may obtain a suitable fraction of E, for the potential drop through 
R 

the resistance, Rj, is X— . E. These resistances are then kept 

Ri + R2 

constant and the throws are obtained. 

The scheme of connexions is shown in fig. 382. and Kg are con- 
denser keys. K is a single-way tapping key, useful in bringing the 
galvanometer to rest after observing the swings. BG a ballistic 
galvanometer of the moving-coil type. 

Ki is depressed and the condenser, Cj, is charged, Kj is now raised. 
The charge, Q^, is thus sent through BG, and noted. 

As soon as the galvanometer is brought to rest, the key Kg is depressed 
for the same short time and then raised, 0 ^ being noted. During the 


interval of the two depressions of the keys, the potential difference 
between the poles of the accunitilator ^1 remain sensibly constant. 

Of course the experiment could be done using one condenser key, 
and placing Ci and Cg in turn in the single circuit. 

The observations should be repeated with Cj and 0^ alternately. 
The mean value of four observations with Gj and three with (Jg should 
he taken to eliminate any steady change in E. 

(2) M Method o! de Sauty 

Tor this method the two condensers, Cj and Og, are arranged as two 
arms in a Wheatstone net; Rj and Rg, two adjustable high resistances 


B 



making the bridge compete. Tig. 383 gives the scheme offconnexions. 
G is a high-resistance galvanometer and E a battery of cells having an 
E.M.T. of several volts. 

The key, K, may he an ordinary condenser key, so that when 
depressed the condensers are charged, and when raised the condensers 
are discharged. The values of R^ and Rg are so arranged, that when 
the key K is moved up and down, charging and discharging the con- 
densers, there is no movement of the galvanometer coil, i.e. in both 
processes the potential at B is the same as at I) . 

Let E' be the potential at A, and 

be the potential at B at a time, i, 
bo the potential at D at a time, 


The drop in potential along R^ is (E' 
Thus, the currents in Rj and Rg are 


— Vy) and along Rg is (E' - 

' Vy E' -- V.y 
~ and 

Ri Rg 


■%)• 


Ri 



In a small interval of time, dt, the quantity of electricity passing along 
is dt, and along Rg is charging the 

condensers the quantity, f .dt, flows to and . dt 

J Ri J R2 

to (la. 

Now when the condensers are charged, since the potential difference 
is E (that of the cells) we have: 

Charge on Cl is ^ , dt, 

J Ri 

and similarly CgE = [^-~~^.dt, 

J Rg 

where Ci and Cg are the capacitances of the two condensers; 
or CiRiE = J(E''~t;i) dt, 

C^RgE- J(E' -2;a)df, 

when no flow occurs through the galvanometer, i.e. v-^ — throughout 
the charging, 

i.e. J(E' — Vi) dt = J(E' — %) dt] 

or CiRiE = CgRgE, 


...(3) 


Cl R., 

i.e. - == -- 

Cg Ri 

In performing the e|:periment Rj and R* may be obtained sufficiently 
high by using a Post Office box Ibr^each, and following the scheme of 
comiexions shown. 

The method can also be performed using A.C., described on p. 612. 


(3) Method 0 ! Mixtures 

Comparison of the capacity of two condensers may be made in one 
or two ways using the ‘mixture’ method. In this particular method 
the condensers arc arranged to have equal charges and the potential 
required for this is nusasured or compared by a potentiometer method. 
The theory of th(‘. method presents no special points which require 
so])arate treatment, 

A battery of colls (two accumulatcws) is coiinect(Hl, as in fig. 384, 
to scud a, current, i, through two high resistances, Rj and Rg, which 
arc adjustable and connected together at a point, 13. 

The ])otentials between A and B, B and C, arc proportional to 
Rj and Rg, 

B is connected, as shown, to the two condensoj-a whose other plates 
are connected to the central cups of a cleaned e bonite Pohl commutator 
from wliich the cross-connexions have been removed, (or a slab of clean 
paraflin wax with six holes full of mercury will serve). 
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'J» D'J.' 


A galvanometer, G, is connected to the cups, X, X^, of the com- 
mutator. 

A and C are joined to Z and Z^. 

When connexion is made (by the rocker of the Pohl commutator) 
between Y and Z, and Z^, the condensers, Cj and C^, are chargcsd 
to the potential diflferences of AB and BC respectively. 

If Qi and Q 2 are the charges, and Cj and Cg the ciapadtie-s, we have 

...(4) 


C, 


E./ 


i being the current through and Rg* 

When the switch, is thrown over so that Y and X, Y^ and Xd are 
connected, the condensers are discharged through G. 



Suppose the current dows in the direction, ABC, in the potentiometer 
circuit, then the inner plate of Gj^ is at a lower potential than the 
outer, when charged, whereas for Cg the inner plate is at a higher 
potential than the outer. When the condensers discharge through G, 
Cg will send its charge in opposition to Gi- 

The above process is repeated, altering R^ and Rg between observa- 
tions, until finally a value of Rj and Rg is obtained, such, that on 
discharging, no current passes through the galvanometer. Under such 
circumstances, Qjl = Qg. 

From equation (4) above we have 

Qi = CiRi*, Qg == GgRg*. 

In the adjusted position, since ~ Qg, 

OiRii = CgRgi, 



Rg 

r; 
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Determination oJ the Absolute Capacity of a Condenser 
The value of the capacity of a condenser may he determined in any 
system of units if a measured potential, E, m these units, applied to 
the condenser, imparts Q units of charge in the same units; for the 
capacity, C, of the condenser is defined by Q = CE, 

or 0 = 1 ,..{5) 


Eor example, if Q is expressed in coulombs and E in volts, K, the 
capacity obtained in the equation above, is expressed in farads. 

The usual method of finding 0 experimentally is to apply a known 
potential (in volts) to the condenser and measure the charge, Q, by 
discharging the condenser through a ballistic galvanometer. 

The moving-coil ballistic galvanometer is the best form to use, as 
in most capacity experiments, whence .if be the first observed throw 
of the instrument, due to the discharge, we have (p. 517); 


Q 


T T 

TT G 



alternatively, if and ag are the first and second displacements of 
the spot of light on the same side of the zero, we have (p. 519): 




when 9 is the angular deflection produced by a steady current, i. 

Eor small displacements of 8, d^, and cm. on. the scale corresponding 
to 9 , ai, and ag, we halVe 


Q = 


" ■ S ■ 2 \dj ■ 


...( 6 ) 


Eig. 385 shows the scheme of connexions for such an experimont. 
C is the condenser whose capacitance is to be c|etermined; Rj and Rg 
are resistance boxes, introducing a high resistance to the circuit, AB a 
resistance box of decimals of an ohm, r say, a single- way switch. 
Kg a tapping key, whereby the galvanometer may be brought to 
rest, Kg ^ condenser key, and BG a ballistic galvanometer of the 
moving-coil type. 

The c.ircuit, Rj, Rg, and the battery, E, serve in the first part of the 
experiment as a potentiometer. and Rg have a constant sum of 
about 10,000 ohms. By adjusting these two values, keeping (Ri Rg) 
constant, the potential difference between B and C may bo made any 
desired fraction of the potential, B, of the battery. This adjustment is 
carried out, and the deflection produced in the galvanometer when the 
condenser is afterwards discharged through it is noted. 

Since Rj + Rg is high and r is never greater than 1 ohm, the potential 


across BC = 


: — 1 . E>= V volts, say. 

Rl R2 


When K 2 is depressed the condenser is charged, the potential applied 
being V. The charge, Q, will flow through the galvanometer causing 
a deflection, (ij, cm., when is raised. 

This process is repeated several times, and a mean value of 
obtained for the fixed potential, V. 

For each discharge, the reading corresponding to the second deflec- 
tion, d-i, on the same side as is measured. This provides the data 
for the damping correction for the galvanometer un<h‘-r the identioal 
conditions under which is measured. 



Ei • 385 


The«4iime of swing, T, of the galvanometer is found in, the usual way. 
To standardize the galvanometer a steady current of known magni- 
tude must be sent through it and the scale deflection, S, "measured. 

The key, K^, is now closed. A current from the battery E passes 
through Rg and Ri, and through the galvanometer, sluinted by the 
small resistance, r. 

The resistance of the galvanometer and shunt is 

, . . . . ■ 

G H-r’ 

where G is the resistance of the galvanometer. 

Hence, if E is the potential difference in the circuit, the current in 
the main circuit, i, is 

E ■ 

R, + E2 + B + ^- 

where B is the resistance of the battery. This may be neglected when 
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the latter is an accumulator, and is also negligible compared -with 

0I‘ this current, the value of the part, i, through the galvanometer is 


Br 


(^ + G) (Ri + Bs) 

We have also seen that the potential applied to the oaxiacity is 


V = 


. E. 


Bi + B2 

Hence, substituting this value of V and Q from (6), 



T E.r‘ d^fd^Y 

2k (r + GrS + K) S \d J 



since r is usually small enough to allow the approximation (G +r) ~>G, 
E is assumed constant throughout the experiment. 


Measurement of Capacity, using a Fluxmeter 
A simple method of estimating the caxracity of a condenser is 
illustrated in fig. 380. • 

The condenser of capacity, C, is connected, to two condenser keys, 
and So. The lower studs of the keys are connected to the mains of 



the electricity supply (i.e. to 100-240 volts). When the keys have been 
dexuessed the condenser is charged to a potential, V. On releasing the 
keys the charge on the condenser is discharged through a low resistance, 
r, which is shunted across the fluxmeter, E, as shown in the diagram. 



jrJaLX C>i.u» J' Uit S'i' U JJl'jJSi TS 


r is made small, about to Tiir Obni is suitable, and the shunt 
may therefore be regarded as taking the whole ot the discharge, say, 
Q units. 

The potential difference at the ends of r varies from V to zero, i.(^. 
the current through f at any instant when the potential is hi is and 
the total quantity of electricity passing through r is theniforci 

Now, if the resistance of the fluxmeter, usually about 30 ohms, is 
large compared with r, the instrument gives a deflection which is a 
measure of JE . dl (see p. 522). Let this deflection be x divisions or 
X X 10'* maxwells, 

^ «xi04 


Since r is expressed in ohms, x X 10^ maxwells should now be written 
X X 10^ 

— — practical units to obtain Q in coulombs, 

10 “ 


Q (in coulombs) = 


If the potential applied to the condenser is measured by means of 
a voltmeter, the capacity in farads may be readily obtained. 


(b) Self-inductance • 

(1) Rajdeigh’s Method • » 

The unknown induetEtfice, L, is placed in series with a snpdl variable 
resistance, r, and arranged in the arm, AB, of the Wheatstone net, as 
shown in fig. 387. Tlib remaining arms are of the same order of magni* 
tude as the resistance, AB. Gr is a ballistic galvanometer preferably 
of the same order of resistance; Kj and Kg are keys. The resistance, r, 
is reduced to zero and the network is balanced for steady currents by 
closing the key, Kg, before making the galvanometer circuit through K^. 

To obtain an accurate balance, it may be necessary, when the arms 
are equal, to introduce a smaller resistance than is available in the 
Post Office box which provides the three resistances, r^, and r^. 
This may be effected by having a length of platinoid wire in series with 
L, and adjusting the length until an accurate balance is ol)tained. 

If now a small E.M.F., E, is introduced in one arm, a current which 
depends on E will pass throngh each of the other resistances in the 
network. 

Thus, if the galvanometer key is closed, and then the battery key, 
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an E.M.F. of magnitude L establwhed in the arm, AB, results in a 


current in each of the arms in the net, including the galvanometer. 
Let the current in the galvanometer branch, BD, be A . ^0, where 

k is a. constant which depends on the value of the resistaiKjes. Under 
such circumstances the total quantity of electricity which passes 
through the galvanometer due to this cause is 


Q= r = 

J 0 

where ig is the maximum steady current flowing through AB. 

This quantity, Q, may be calculated horn the observed throw in 
the ballistic galvanometer, and thus L is obtained in terms of the 
constants of the galvanometer, k and i^. 


B 



Assuming that a moving-needle galvanometer i.^ employed, we have, 
p. 516, 

where X is the logarithmic decrement. 

To eliminate Ic and a measurable small potential change is intro- 
duced into the arm AB. This is brought about by adding a small 
resistance, r, to AB. (r should he not greater than souri, usually 
xV) ohm does very well.) Assuming that the current, i^, will not be 
materially affected by this small change, the potential introduced in 
the arm, AB, is iff. This causes a current, in the galvanometer, 
producing a steady deflection, 01 , 



Then G being, as above, the galYanometer oonstani}, i.e. the fielci 
strength at the centre of the coil due to unit current, we have 
Ici^rQ ~ H tan 01, 


or 



H tan 01 
G* 


Substituting this value in equation (7) above, we have 
Tc tan Oj. 

If r is expressed in ohms and T in seconds, L is in henrys (10** C.G.S,, 
E.M. units). 

If a moving-coil type of ballistic galvanometer is used and and 
or and are smaU, the galvanometer may give but a small deflection 
as it is shunted by these resistances, This is the case when the resistance 
of L is small. Measurable and reliable results can be obtained if the 
galvanometer circuit is broken the moment the discharge has passed 
through it. This condition is most conveniently brought about by 
using a single key, as shown in fig. 331 on p, 520, for botli battery and 
galvanometer circuits. 

The three brass strips. A, B, and 0, are insulated and connected to 
separate terminals. When C is depressed contact is made between C 
and B, then A and S, but not between B and A which are separated 
by an ebonite stop. S and A replace Kg, 0 and B replace Kj, when 0 
is pressed down and a steady current flows in tlur) circiut, the galvano- 
meter which is in the circuit show^no deflection for a bakinced bridge. 
On releasing C, the bottom contact is first broken (i.e. the battery 
circuit), and a very »hort interval of time afterwards 0 and B are 
separated. This interval is sufficient to allow the impiflso to be given 
to the galvanometer .coil which, with the separation of B and 0, 
swings without excessive damping due to induced currents. 

If the moving-coirinstrument is used in this way, the end result is 
slightly modified, for in this case (see p, 517), 



TC 


a 2 


= Lki 


o> 


where 6 is the corrected value of the first throw for no damping, i.e. i.s 

the observed throw X ( 1 4- ~ V 

\ 2 / 

Now for a steady current equal to hi the couple on tlie coil is 
Qhif^r, so that Ghi^r ~ 

T being, as above, the restoring couple in the suspension, per unit 
angular displacement. Combining the last two equations, we see that 


- T r ^ 

Tt 2 ’ 



MBASITREMENT OE .CAPACITY AND INDUCTANCE 


601 


(c) Mutual Inductance 

(1) Direct Measurement with a Ballistic Cralvanometer 
The coefficient of mutual induction of two coils may he defined as 
the magnetic flux which is linked with one coil when unit current 
circulates through the other. 

Thus, if a current of maximum strength, passes through one of 
the coils, whose mutual induction is M, Mig lines of magnetic force 
thread the second, and whilst the current grows in the primary, the 
flux threading the secondary is changing. Therefore an induced E.M.F. 
is set up in the secondary during the time of growth of the primary 
current. This E.M.F. is numerically equal to the rate of change of 

magnetic flux in the secondary, i.e. = ~ (Mi),* where i is the instan- 

dt 

taneous current in the primary during the growth of that current. 

If L is the coefficient of self-indnctance of the secondary coil, and 
i' is the current in the secondary corresponding to i in the primary, 
we have a further E.M.F. in the secondary due to the self-inductance 

numerically equal to i.e. if R is the total resistance of the secon- 


dary coil circuit, 


dt 


Ri': 


dt dt 


The direction of the E.M.F. due to the coupling of the coils depends 
on th(^ manner in which they are wound and can be in either sense. 
This is indicated by the sign ±- 

Now Q, the quantity of electricity passing thrjsugh the secondary, is 
fi'dt where thqk integration is carried out ovei; the whole timcb-during 
which i rises to the steady value *o- * 


Q = ji'df = |.| (H' ± 


M 


The value of %' at the commencement and tlie edd of this integration 
is zero, hence 

f|di'=0 


and 


Q = 


11 

■i: 


'HI 

R 


di — 


M*o 


If, therefore, the second coil is connected to a ballistic galvanometer 
and the throw is 0, due to the passage of this quantity of electricity, M. 
may he calculated. 

In this case it will be well to calibrate the galvanometer in the 
N.B. — 'thia only applies to coils with non-magnetic cores. For if there is an iron 
core the vahie of the flux is mt proportional to the current. 



circuit since R includes the resistance of the galvanometer and the 
second coil. 

Rig. 388 shows a convenient disposition of apparatus to carry out 
a direct measurement of M on these lines. 

llie current in the primary coil may be regulated to a suitable value 
by means of the resistance In series with Rjis a small resista.i ice 
r. C is a four-segment commutator, or may bo a switch consisting of 
four inercnry-fillcd holes in a block of jjaraffin wax. 


G 



If 1 and 2 are connected together the ballistic galvanometer is in 
direct circuit with the secondary coil, and when K is depressed a 
deflection, 0, is obtained for the establisbing of t^o steady current, 
in the primary. If a moving-needle ballistic galvanometer is used, 


we have 


T H 


== 

2 R”’ 


where 0^ is the value ^of the first deflection corrected for damping, 
i.e. 0^ = 0 ^1 -1- .where X is the logarithmic decrement and 0 is tJic 
observed throw.* 

If now C is arranged so that connexion is made between 1 and 3, 
2 and 4 only, and a steady current, is passed in the primary circuit, 
the potential drop established at the ends of r is i.e. the current 


through the galvanometer is 


R 


since r is Very small compared with 


the resistance of the galvanometer. If this causes a steady deflection, 
01 , we have 


G.^ = Htan0i, 

R 


* If a moving-coil instrument is used, the form of double key, dericjrihcd on p. 
should be used; K is replaced by the lower pair of contacts in such a key and tlio 
upper pair act as a key in the galvanometer circuit. 
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Combining (25) and (26), wO obtain tbe following value for M: 

■■ . ^ ■ 6 . ■ ■ 

sm - 


T 

M= ~.r. 


■ 2 


tan 6i 


If a nioving-coil galvanometer must be used, since Q ^ 


T T 6, 
~ tv ' G’ 2 ’ 


the value for M becomes M = 


T r 


It will be noted that the value of E, is eliminated. The resistance, r, 
may be a standard or ohm. T is obtained in the usual way by 
timing twenty or thirty swings, under the conditions of damping which 

obtain during the observations above, 6^ = 6 i'-t) . The value of X 

may be obtained by one of the methods given on p. 152. 


(2) Carey Foster’s Method 

A simple circuit which can be used for tliis method is illustrated in 
fig, 389. The source of supply is a direct current battery connected in 



series with a key, T, which is required for making and breaking the 
niaiu circuit. The resistances, R and Rj, should be variable, Rj being 
set at a particular value, and the balanced condition is obtained by 
adj ustment of R. The two coils between which the mutual inductaneo, 
M, is to be measured are denoted by Lj and Lg. The standard capacity 
is denoted by C, and it is convenient to use a standard variable con- 
dc-nser so that the experiment may be repeated for various values of C. 
The detector is a ballistic galvanometer, G, and the balanced condition 
is obtained when no charge flows through it on making or breaking 




contact by T. In this ease the flow of charge in G- whicli results from 
charging or discharging C is equal to and of opposite sign to, that 
which arises from the mutual inductive effect between and Lg. 
This balancing can only occur if the directions of the coil windings are 
such that the induced charge flows in an opposite dirtH-.tion, to that 
which flows from C. This must be tested by breaking in turn tlus circuit 
ABP and the circuit BFD to test that the galvanonu^t('r d(flloc{;ion is 
in opposite directions in the two cases when the key, T, is d<,ipr(i 8 SC(l. 
If this is not the case one of the coils, or L^, must bti c.ouncoted in 
the opposite direction. 

It has been shown (p. 601) that when the currenli in a. primary coil, 
Lj, attains a maximum, I, the charge which flows in the secondary 

. MI 

circuit = - - r — " • 

Total resistance 

Thus, in this case, if I is the ciirrent wliich flows in tlie circuit, AElf 


and the resistance of the galvanometer is G, the current through the 
galvanometer is Q = 

{it G) 

The resistance, R, must be taken to include the resistance of the 
coil L 2 , as well as the variable resistance introduced in the process 
of balancing. 

The condenser is charged to a p.d. Rjl, and on discharge part of 
the total charge, CRjI, passes through G and part through R. The 

amount through G is Q ~ ^ , • 

(R G) 

these two contributions to the total charge through G being of equal 
magnitude. » 

Thu* , M~CRiR. . 


In carrying out this experiment fix C and R^ at some values within 
the ranges provided and vary R to obtain no deflection in'the galvano- 
meter, taking care to note what variation of R on both sides of an 
average position is. possible without aiipreciable deflection in the 
galvanometer. The less this range the greater the sensitivity of tlie 
apparatus with this setting. 

Repeat the experiment with other values of R^ in order to find a 
value which gives the greatest sensitivity. When the best pos.sibic 
conditions are obtained in this way, make changes in C in order to 
obtain a further improvement. Finally, repeat the readings of C, R, 
and Rj under these circumstances. 

A disadvantage of the method is that the resistance of L 3 is required 
in order to obtain the value of R. This additional resistance will be 
small in many cases. Let its value be S, and let the reeading of tht*. 
variable resistance be Rg, so that 

R^Rg+S. 
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Then M == CEi(R 2 + 

The necessity of determining S can be avoided by changing the 
value of Rj about the most sensitive position and by plotting Rg 

against The graph obtained will be linear with a slope, 9, where 
R-i 

M 

tan 9 — 

G 

If S should be required it is obtained from the intercept on the 
axis of Rg. 

The disadvantage that the resistance of Lg occurs in the formula 
has been removed by a modification of the method suggested by N, P. 
Astbury. It will be noted tbat the galvanometer resistance does not 
appear in the formula from which M is calculated. In Astbury’s 
modification the positions of the galvanometer and resistance R are 
interchanged (fig, 389 (a)) and the galvanometer resistance and that of 



La taken together are now represented by G. As before, the quantity 
of charge flowing through G on account of the discharge of the 
CRjIR 
' (R + G)’ 
and for the effect of mutual inductance 
MI 


condenser is 


Q = 


Q- 


(R + G) 


There is thus no difference in the theory of the two cases. 

It should be added that Carey Poster’s method is also useful as a 
determination of capacity in terms of a standard mutual inductance. 
The mcithod, using alternating current, is described again later, p. 621 . 




Detexmination o£ Mutual Muctaace fey the Fluxmetes: 


The mutaal indiictauce of two coils may be very readily obtained, 
using a Iluxmeter which is described on p. 521, 

One coil, IVI, is connected directly to the fluxineter, F (lig. 390). The 
other coil, L, is connected through a commutator, 0, to a circuit con- 
sisting of an accumulator, E, an ammeter, A, and a variable resistance, 
E. 

The current in L is adjusted to some convenient amount, c amperes, 
and then reversed, causing a deflection of x divisions in the fiuxmeter. 



E 

Fig. 390 


If each division of the fiuxmeter (as usual) corresponds to 10,000 
maxwells, the change in the number of maxwells in the secondary, 

M, due to a reversal of c amperes in L is 10,000a% i.e. for — B.M. units 

of current in L there are 5000a; lines of magnetic force threading M. 

Hence, since the coefficient of mutual inductaftce is defined as the 
number of lines in one coil per «nit current in the other, it has 
a value, 

« 50,000a; 


for the coils used. 


c 


The experiment is r^epeated, nsing various values of c, and the mean 


value of - is obtained, and hence the coefficient of mutual inductance 
c 

hi E.M. units may he calculated. 

The mutual hiductance in henrys is 10~® times the above value, for 
two coils are said to have a coefficient of mutual inductance of 1 lionry 
when a current change of 1 ampere per second in the primary sots uii 
an E.M.E. of 1 volt in the secondary, or a flux of 10® lines for a current 
change of 10“^ E.M.U. per second, i.e. the henry is 10® E.M. units. 


Measurements with Alternating Current Bridges 
The experiments to he described in this group are concerned witli 
the measurement of self- and mutual-mductance and of capacity. The 
basis of the calculation of these quantities rests upon the application 
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of Kirclihoff’s laws to circuits in which an alternatmg current is flowing. 
The term alternating current is applied to a current the value of which 
changes over a certain period of time during which it takes both 
positive and negative values. For the present set of experiments a 
sinusoidal variation both of current and E.M.F. is assumed. The 
current, for example, is in this case represented by 

I == lo sin (coi + e), 

whore to = 2tc/, f denoting the frequency. The period T == - and is 

the amplitude. It must be borne in mind that the assumption is that 
the current is of a single frequency, no harmonies being present. This 
is not generally the case, and some of the difficulties met with in these 
experiments are due to the presence of harmonics. 

In accurate work a non-harmonic- generator of alternating current 
must be used, but in order to study the principles illustrated in these 
experiments such a generator is not absolutely necessary. 

It is convenient to use the exponential expression exp (jo)t) or 
in the representation of sinusoidally varying quantities. 

Thus, instead of the above expression for I, we prefer to write: 


I = I„e:'‘(‘-‘ + «). , 

The real part of this expression is I = lo cos (tot -f- 6) and the 
imaginary part I = !(, sin (tot + 0). When alternating currents are 
equal both their magnitudes, I^, and phases, 0, are equal. This applies 
also to other quantities simdarly r^resented. 

When an alternating current nows through an ordinary ohmic 
resistance it is opposed as in the case of direc^ currents and heat is 
produced. An^alternating p.d. applied at the qnds of such a resistance 
V 

j)roduce8 an* alternating current I == where'V denotes the p.d. and 
R 

R the resistance. This equation is 

R 


if we, suppose that the E.M.F. is V = The amplitude of the 

Vn 

current is and it is in phase with the p.d. 

There is a difference in the behaviour of the resistance towards an 


alternating current and a direct current. In the former case the current 
tends to keep to the outer parts of the conductor and the effect is the 
more pronounced, the more rapidly the current varies. Thus a con- 
ducting wire presents a higher resistance to a rapidly oscillating current 
than to a direct or slowly oscillating one. This is spoken of as the skin 
effect and the resistance depends on the frequency. 



If m oscillating current flows through a helical coil even though the 
ohmic resistance is small enough to be neglected, there is still opposition 
to the flow of current. This is due to the self-inductance of the coil, 
the magnitude of wliich is measured by a quantity, L, whicb. dxMiotcs 
the number of lines of magnetic flux through the coil per unit oiuTont. 

The opposing E.M.F. is L which for a sinusoidal current is jcoLI. 

This can be interpreted by saying that the coil presents a rea,ctan(;(i 
jftoL to the current I, This reactance is analogous to ohmic resistance, 
and it is described as inductive reactance. If a condenser is placed in 
the path of the current a charge, Idt, collects on one plate in the small 
time interval, dt, and an equal charge of opposite sign on the other. 
The p.d. between the plates due to this is 



where C is the capacity of the condenser. 
If the E.M.F. is alternating, 


and the relation becomes 


dV 

dt 

V 


->V, 

j<i>C 


In this case resistance is replaced by . and the condenser is said 


to present a oapacitative reactanc#! of magnitude : • 

Ohm’s law can bc^^ applied to a series eircuit by treating those 
reactaixces as if they w§re resistances in the following way. 

« E 


« — vvvv 11 — ’ 

R L C 

i’lG. 391 


Suppose a generator develops an E.M.E. E = and that it is 
in series with a resistance, R, an inductance, L, and a condenser of 
capacity, 0. 

The current I = 

The quantity in the denominator is described as the vector impedance 
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of the circuit. This is a complex quantity and it can be expressed in 
the exponential form: 

» ® "" a.a)- 

If X = wL — we can write this in the form R + jX, and X is 
toC 

described as the reactance of the circuit. 

(It -i-jiX) can be expressed in terms of an amplitude and a phase 
angle by writing 

R -f-_^"X — Z = Z^e'^'®' — Zq (cos a, j sin a). 

Thus Zo2 = R2_{.X2. 

Z can be described as the vector impedance and Zq is the magnitude 
or length of this vector. The impedance can be represented on a 
diagram as a vector and the phase angle by the angle a made by the 



vector (OP) with the a:-axis. The two compoiaonts, OM and MP, 
represent the rgal and imaginary parts of Z, anS. they differ ii^ phase 
by the difference in the angles made with the a*-axis, i.e, by 90°. 

Thus the c*lirrent in the series circuit can be expressed in the form: 

■ “ Z'oP^'" Zo • 

Compare this with the expression for the E.M.F. and it appears 

E 

that the current amplitude is and that it differs in jdiase from the 

do 

applied E.M.F, by a, where 

V = R“ + (“L-iy, ten 

Suppose that the applied E.M.F. is the real part of Eoe^’"^ i.e, Eo cosoii. 
The current is obtained from the real part of 1, i.e. 

^ cos •— ot). 
do 
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In the case of a branched circuit, Kirchhoff’s laws can be applied 
in the same way as in direct current circuits, provided that inductances 
and capacities are treated as offering reactances in the way tliat has 
just been described. 

In the following group of experiments we are concerned with, tin; 
Wheatstone not, to one pair of opposite corners of w'^hieh an alternating 
E.M.F. is applied. 

The arms of the bridge may now contain, besides olimic resistances, 
inductances and condensers. If the vector impedances arc dcnotetl by 


B 



Zj, etc., the condition in which B and D are always at the same 
potential is .. ir 



This relation implies two conditions, one of which requires an 
equality of magnitudes and the other an equality of phases. Tlu^ two 
conditions are obtained by equating the real and imaginary parts of 
this equation. To illustrate this point, take the case of Owen’s l)rit!g(\ 
7 \ denotes an ohmic resistance, fg is also an ohmic resistance cuui- 
sisting partly of the resistance of the inductive coil, and partly of 
an added resistance. Oj and Cg are condensers anti It an olimic 
resistance. 

The condition of balance is 


1 
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This gives the following two reliations to be satisfied: 

L = C^riR and Cirj = 

In this introduction to bridge methods it has been taken for granted 
that the quantities represented by L and C, the inductance and 
capacitance, are localized in a coil or condenser placed in the circuit. 
But it must be remembered that lines of electric intensity may pass 
to objects not forming part of the bridge. Thus there may be lines of 
force passing to the hand or other part of the body of the experimenter. 
If this is the ease a displacement current flows from the bridge to 



• 

earth and the current entermg one branch of the bridge is not the same 
as that leaving the other end. Impedances of thi%'bort are often capaci- 
tative in character, and are described as stray capacitancesr It is 
important to avoid them whenever possible, ,^nd the possibility of 
their occurrence must not be overlooked. Transmission through a 
capacity is easier at high frequencies than at lot»r ones, for we have 
seen tliat the capacitative reactance is inversely .proportional to the 
frequency. In some of the experiments to be described where the 
Irequencies are within the audio-frequency range and the capacities 
are comparatively large, the difficulties and errors which occur are not 
great and they will not require any special precautions. 

Stray capacities such as are introduced by the experimenter arc of 
the order of 10 raicromicrofarads (10 or in modern terminology, 

10 picofards (10 pF.). They cannot be neglected when the capacities 
subject to measurement are of this order of magnitude, and in order 
to learn the principles of bridge methods it is advisable in the first 
instance to avoid the complication resulting from stray capacities by 
making measurements on capacities of a higher order of magnitude, 
certainly not less than O'OOl microfarad (fxF.). 



A method for avoiding stray capacities by means of the use of the 
device of the Wagner earth will be described later. The stvidciit is 
recommended at this stage to refer to other works for a study of the 
question of screening (e.g. Radio-Frequency Measurements, by L. 
Hartshorn). 

In these experiments two arms have often to be occ.iipied by non- 
inductive resistances, a,nd it must be regarded as an essential to 
satisfactory work that such standard resistances arc availablcn One 
arm often contains a condenser and this should be without loss. A 
well-made mica condenser is usually satisfactory in this respect, and 
can be used as a standard. 

Compjurison of Capacities 
The Method of de Sauty 

A simple method of comparing capacities by a bridge method at 
audio-frequencies is that of de Sauty, In the method already described 
(p. 592) the current was supplied from a direct current battery. It is 
preferable to use a generator giving an alternating E.M.F. in the 
audio-frequency range and to place it in the arm, AC (fig. 349). The 
galvanometer is replaced by ear-phones, or some other form of alter- 
nating current detector, and the condition of balance obtained by the 
method described. The capacities, which are assumed to be perfect, 

i,e. without conduction, offer impedances and ^ . 

Thus, at balance Hi _ Cg 

Rg Cl 

Wieu’s,^Series Resistaiice Bridge 

In tins bridge one of the arms, AB (fig. 395), contains a variable 
standard condenser, 0,*'in series with a variable standard e’esistancio, r. 
The condenser should be as nearly perfect as possible, and the resistance 
purely ohmic. 

The two arms, BC and CD, contain two pure resistances, Rj and R.^ 
respectively, which are of the same order of magnitude and may be 
made equal. 

The bridge is used to measure the capa(jity and resista,nc(^ of a 
condenser which is placed in the remaining arm and vliich will b(^ 
regarded as equivalent to a perfect condenser of capacity Cj with a 
resistance in series with it. Ear-phones placed in tin; arm, BI"), arcs 
used as detectors. The condition of balance of the bridge when there 
is silence in the phones is given by 
1 


1 


Thus 
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CRi 


lu practice the condition of balance is obtained by adjusting the 
capacity, C, until a minimum of sound is heard in the phones. The 
resistance, r, is then adjusted until silence is obtained as nearly as 
])ossible. 

It may happen that a variable condenser is not at hand. In this 
case the bridge should be balanced by varying the resistances, Rj and 
ita- A fixed condenser as nearly equal to the unknown condenser as 
possible is taken as a standard. If the order of magnitude of the 



condenser to be measured is unknown, a prehmiSiary calculation with 
any standard condenser should be made. After this a standard should 
be chosen nearly equal to the value obtained. The reason for this is 
that the bridge is most sensitive when all the arms are equal. In 
obtaining the position of balance when a minimum of sound has to be 
relied upon for the final setting, a number of separate attempts of 
finding the balance should be made. These will vary from one another 
by slight amounts, and the arithmetic means of the results obtained 
should be taken. 

It is important to record the frequency of oscillation at which the 
jneasurements are made, since both the capacity and the resistance of 
the condenser are dependent on frequency. This is obtained directly 
from the sc^ale of the generator or by reference to a calibration graph 
of the instrument. 



A common way of recording the condenser rcsiata nco is by means 
of the power factor. Suppose that a leaky condenser ivS repreBented, 
aa in the present case, by a pure capacity and a stn'ics rosietiince, and 
suppose a p.d. V == VoC^"’' is placed across it. 

The Iraction of V across is 


fj, + r-7^- 




where 




« 20 ,‘ 


and tan a : 


■ 1 


rj is much less than in all cases in practice, so that Zq ~~ 
to a sufficient degree of accuracy.* 

Thus the amplitude of V across is rjcoCiVo and is described 
as the power factor of the condenser. 



The Schering Bridge 

In the bridge two non-inductive resistances are again rc{purc;d. ’■J’heso 
are denoted by P and Q in fig. 396. The condenser to l)e tested is 
placed ixi the arm, AB, and it is represented as having a capacity, C, 
and a series resistance, r. The standard condenser is placed in the 
arm, AD, and it is supposed to be purely eapacitativo with a value, ( jj, 
A variable air condenser is placed in paraUei with Q and its capacity 
is denoted by Og. 
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The bridge is balanced by varying Q and Cg. 

The two conditions of balance are contained in the equation: 

— 

^ Q ’ 

a+i^GaQ) 

which gives 0 = r = 

fe "" P ’ 0i 

The power factor of the condenser, rwC == QtoCg. 

A suitable capacity for the test is provided by an oiled paper 
condenser of about 0-003 [iF. 



Measurement oi Self-Inductance 
Maxwell’s Inductance Bridge 

In this case an unknown self-inductance is compared with a standard. 
The latter is provided by a variable inductometer, the self-inductance, 
Lj, being variable, but the resistance, associated with it being 
constant. Two non-inductive resistances are again necessary. 

The resistance, is variable and must be non-inductive. 

The resistances, P and Q, shotdd be of the same order of magnitude 
and equal to the order of magnitude of the reactance to be measured. 
This is to ensure that the bridge is in the sensitive condition and can 
thus be accurately balanced. 
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The condition of balance, 

r -hitoL 

gives Lj 


’‘1.+ +i<»Lj 

Q 
QL 
P ’ 

P (^1 + 


P?' 

The latter relation cannot always bo satisfied , for if r < - \ r., would 

have to be negative. In this case must be placed in the same arm aa 
L, when the equation for the determination of r becomes 



As an example of the magnitudes used in laboratory experiments, 
suppose that the frequency of oscillation is 1000 cycles per sec. 
((0=2000 Tc), and that the value of L is 50 millihem'ys (mH.). 

X,o) is then about 300 ohms. Thus P and Q and the induotometer 
must be set at about this value. 

The values of the resistances of the inductive coils are usually small. 

The balance is obtained by varying the induotometer and then by 
altering r^. The final setting should be made by alternating these 
adjustments. 
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Maxwell’s Inductance-Capacity Bridge 
In this case an inductance is measured by comparison with a variable 
standard capacity, assumed; to have no leakage. Three non-inductive 
resistances are required and the bridge is made up as illustrated in 
the diagram. 
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Tiie resistance, Q, and the capacity, G, are variable. 

The relations -which apply when the bridge is balanced are 

L = PRG, r = 

Q 

The resistances, P and R, are made equal, e.g. a few hundred ohms. 
If the capacity is about | {jiP. and the resistance, Q, about 10,000 ohms, 
the bridge will be sensitive for inductances of about 100 mH. 

Anderson’s Method 

This bridge method is rather more complicated than those which 
have been described so far, but it is interesting and is a good practical 
method. The inductance is measured in terms of a capacity and 
resistances, as in the last experiment. 



The condition of balance in this case is that the potentials at D and 
E are the same. Under these conditions the currents can be represented 
as in fig. 399, since no current flows along the path, DE. 

The potential drop along ABC is equal to that along ADC. 

This is expressed by tbe following equation; 

'4^ + (H •+■ ^ 2 ) Q = H (B. + S + J<oL). 

In the circuit, ABEA, there is no E.M.P. 



The p.d. from A to E is equal to that from A tn T> 



DIO 
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On substituting % from the last of these oquations into the (irst, 
we obtain 

,WPLA^ .A + S+icoL \ 

H(1 + « = -'‘q- 

Eliminating and i^, with the help of the second equation, wo obtain 
by equating imaginary parts, 

■■■ P ’ 

which is the relation satisfied by the bridge for steady currents and 
by equating real parts, 

^ CR(Pr + Qr + PQ) 

~P 

The equation for S gives the total resistance in the arm, CD. Part 
of this is taken from a standard variable resistance box, and the 
remainder is the resistance of the inductive coil. 

T>Q 

Substituting S == in the expression for L, we obtain 
L==G{RQ+»'(B + S)}. 


The impedances of the arms should be of the same order of magnitude. 
If L is completely unknown a preliminary estimation, which need not 
be very accurate, should be made by this or sqme other method to 
determine the approximate value qf L. Q and R should then bo given 
values of the order coL. If the experiment is then carried out an 
accurate value for L yiould result. 


It sheuld be noticed /that it may be found impossible sometimes to 
obtain a balance by varying r and S. The formula for L with a value! 
of RQ which satisfies the formula for S may require a negative value 
of r. It is thus desirable to know an approximate value of L and to 
take care that the product CRQ is less than L, A balance is then 
possible with a positive value of r. 

The bridge is adjusted to the balanced condition ])y alt(!rnat(ily 
varying r and S until there is no sound in the telephones. In the method 
originally described for this bridge a battery was ustxl as the som-ftci 
of supply. A balance was obtained for a steady current by adjusting S. 

This requires the relation S = characteristic of tlu! ordinary 


Wheatstone bridge. A ballistic galvanometer was used as the detecitor, 
and with a ta]Dpuig key in series wi|ih the battery it was, in geiua’a], 
observed that the bridge was no longer balaneod at nudo! or break of 
the current. This further condition of balance could Ijo obtained by 
adjusting r without disturbing the balance for steady currents. 



MEASUEEMENT OS’ OAPACITY AND INDUCTAKOE 619 


This method of using the bridge can be used as an alternative to 
that in which an oscillatory E-M-F. is used, but the accuracy is 
considerably less, 

Owen’s Bridge 

In this case the self-inductance is measured in terms of a standard 
capacity and of resistances. 
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P, Q, and R denotg standard non-inductive resistances; Cj and Cg 
are standard condensers. ' , 

In the condition of balance, 


R + r — 

* ^ * 

and this leads to the two conditions: 



L = PRCi- 


In order to satisfy the first of these it may be necessary to vary P. 

The minimum of sound should be obtained by varying Q. This 
should then be reduced by varying R, and so on alternately until no 
sound is heard in the telephones. 

Owen has shown that the bridge has a wide range. Thus, with the 
condensers each having a capacity of ^ pP, and with values of P 
ranging from 1 to 200 ohms, a range of inductance between 2 pH. and 
0-5 il. can be measured. An accura*oy of about 1 per cent for inductances 
of low values (a few pH.) and to one part in ten thousand for values 
of the order of 0*1 H. can be attained. 
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It should be noted that the orders of impedance in the arms are not 
the same in some applications of this method. This is the case for 
low values of the inductance. The reason is that coiTcspondiugly la-rgc 
mica condensers, which are most suitable, are not availiibie. This, 
however, does not detract seriously from the accuracy of tlu^ method. 

In the bridge experiments described it has hoeii roconirmaKled tha,t 
the ratio arms of the bridge should have impedances of the same order 
of magnitude. While this is a good worlcing rubs it need wot Ixf 
slavishly followed. The question of the sensitivity of bridges is rather 
a complicated one and the impedances in the branches of the g(ai(H’ai;()r 
and of the detector are concerned in it. 

One of the following experiments on sensitivity is intended us an 
illustration of this question, and is concerned with the case when those 
two impedances are small. It will appear in this case that the sensi- 
tivity is increased as the sum of the impedances in the ratio arms 
diminishes. In considering the question of sensitivity each case should 
be considered by itself with regard to the particular conditions imposed 
by the apparatus. 

Measurement of Mutual Inductance by means of a Self-inductance 
Bridge 

Let two coils, AB and CD, have solf-inductamjes, and Lg* ‘^nd lot 
them be set uj) so that their mutual inductance is M.'. If they are 
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joined together by connecting A and C to form a single coil, tlu^ soli- 
inductance will become (Lj -f Lg i; 2M), since the total liux i)C‘.r nnit 
current is increased by due to the mutual indmitanoe. if the 

connexion is made by Joining A and D the effect of mutual inductamxi 
will be of the same magnitude, but opposite in sign, Tiavst; e.onnc.Kions 
can he made alternately by the use of a double polo switch. With the 
switch in one position the value of (Lj + Lg + 2M) is detcaaniaed and 
(Li + Lg — 2M) is determined in the other position. The dificroiicc 
gives 4M. Thus one of the methods described for tlu^ detej-minatiou 
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of se]f-indnctance can be applied to this ease. It is necessary to take 
particular care in the measurements in order to secure an accurate 
result. Suppose that the values of the self-inductances in the two eases 
are L and L', so that 

L -L'==-4M. 

L and L' may have been measured to a high degree of accuracy, 
but the difference will not be known to the same degree. 

If the values of L and L' are close together, i.e, M is small, the 
result will be inaccurate. Suppose, for example, that L and L' are 
determined to an accuracy of 1 per cent, and suppose that L is 100 
units and L' 80 units according to the measurements. Then, in the 
worst case L could he actually 101 and V 79. Thus, the difference 
would actually be 22, while the measurements give 20, i.e. an error of 
10 per cent. This danger of inaccuracy is always associated with 
measurements depending upon the difference of two quantities. 

Carey Foster’s Method of Measuring Mutual Inductance 

The battery, E, and the key, T, can be replaced by an A.C, supply, 
the galvanometer being replaced by telephones (p. 605). 

In this case the resistances should be non-inductive. 



An important modification is that a variable resistance must be 
included in the circuit in series with the condenser. The reason for 
this appears from a consideration of the conditions of balance. The 
circuit is now illustrated in fig. ^2. 

The condition to be satisfied in this case is that the p.d. between 
B and E should be zero at every instant. 



Since no current flows along the arm, BF, the distribution of currents 
in the various parts of the circuit is that represented in the figure witli 

; ^ ... 

In the circuit, BF.D, the E.M.F. arises from the mutual inductance 
and is of magnitude M™. It is assumed that 1 is sinusifidiil at a, fre- 
quency,/, and writing == 2k/, we have for this /oMl. 

Thus, since the points B and F are at the same potcuitial, 
jM 4-Ma 

i.e. /o)MIi =/co (Ljjj — M) I2 + B/Ig. 

Since the fall of potential along FA is equal to that along BA, 

From these two equations it follows that 

= R, {jo, (L, - M) + R>. 

The two conditions to be satisfied are therefore 

M = CRiR 

and 

M R, 

As in the previous case, M must bo inserted in the correct way in 
order to obtain a balance at all. If the first adjustments indicate the 
impossibility of obtaining a balancdT, this point should bo examined by 
interchanging the comtexions to one of the two coils, or Lg. Another 
point to notice is that Che second condition requires tha/j should be 
greater than M. Approximate values of Lg and M should be known 
before the experiment is" begun. " 

In the process of b3>lanoing, B and Eg are adjusted alternately until 
there is no sound in the telephones. 

As in the jjrevious case, B includes the resistance of the coil, Lg, 
and the value of the resistance may be eliminated oi- dotcrinincd as 

before by varying Rj and plotting Bg against 

Bj 

The same suggestions with regard to the dctcrminatioii. of th(! 
conditions of greatest sensitivity should be followed in this case as in 
the previous one (p. 621 ), 

If the condenser is a leaky one its series resistamic is to bo added 
to Bg and the Bg of the formula is to be regarded as the sum of this 
series resistance and that of the variable standard. Tlu? tiu'thod is not 
to be recommended as a determination of the ratio of self- a,nd mutual 
inductances, and there is no necessity to follow uj> the suggestion of 
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the second condition. This condition must, however, bo satisfied in 
order to obtain a balance, and it is evident that for this purpose a 
resistance, Rgj to be placed in series with the condenser. 

A suggestion for this experiment is that it should be used to deter- 
mine how the mutual inductance of two coils depends on their separa- 
tion. Li and Lo .should be mounted co-axially with a variable distance 
between their centrc.s. A graph should be prepared showing the relation 
between the mutual inductance and this distance. 

As an alternative, the value of M should be measured for different 
inclinations of the planes of the coils. For this purpose the coils should 
be flat and circular made so that one can lie concentrically within the 
other and mounted so that one can turn about a common diameter 
over a scale of degrees measured from zero when the coils are parallel. 
Plot the values of M against the inclinations, 6. 



FtJETHBR EXPERIMENTS ON INDUCTANCE AND CAPACITY 

MEASUREMENTS 

The Campbell-Heaviside Eq.ual Ratio Bridge. Measurement of the 
Inductance and Resistance of a Coil 
In thi.s bridge the generator i^ connected in series with the primary 
of a Campbell mutual inductometer, shown in fig. 403, as and Mg. 
The secondary consists of two parts, Zj and Zg, the latter being situated 
in one ratio arm in series with the coil under test and the former in 
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a second arm in series with a variable non-inductivc resistance, Q. 
The other ratio arms contain equal non-inductive resistances of magni- 
tude, P. When the bridge is balanced the current given by tlie gexierator 
can be represented by I and that in the arms by |I. 

If Ml and denote the mutual inductances between Mi and Zj 
and between Mg and respectively, and if Zj and denote tlu^ selP 
inductances of the inductometer coils in the two arms, the equality of 
the falls of potential along AD and AB gives the equation 

jwMiI -j- JwZj'II -f- I'QI == — jojMgl d-Jw (Zg -j- L) 1 1 I " 
juMj! is the E.M.F. induced in the arm, AB, by the mutual inductance. 
The windings of the coils are such that when this is positive the inductid 
E.M.P. in AD is negative and equal to •— jcoMgl. The two relations 
which result from equating real and imaginary parts are 

r = Q, 

2(Mi + Mg) = Zg-Zi + L. 

or, denoting the total mutual inductance provided by the inductometer 
by Ml, 

2M = (Zg -- Zi) -h L. 

The inductometer is provided with a scale giving M at various settings 
and the bridge is balanced by adjusting M and Q alternately. 

In order to determine — Zj), the inductance, L, is short-circuited 
by the key, F, and the balance is obtained by setting the inductometer 
at a value, Mq, and Q at zero. 

In this case 

,2Mo = (Zg - Zi), 

and thus L = 2 (M — M^). 

Mg should be much smaller than M to avoid the inaccurate result 
which is likely to arise in the difference of two numbers not greatly 
different even when each is measured to a high degree of accuracy. 

In a typical case P was of the order of 100 ohms and thcj value of L 
was about 1 mH. 

An interesting experiment consists in measuring tlici e.ffcct on th<^ 
self-inductance of a coil wound in the form of a solenoid wturn bars of 
non-magnetic substances are placed along its axis. A suitable nioi;<al 
for this xjurpose is copper or brass, of which rods of varying diaxiu^ters 
may be inserted. 

It is important to record in this experiment, as in all bridge experi- 
ments, the frequency of the E.M.F. given by the generator. 

The Sensitivity of an A.C. Bridge. Use of Vibration Galvanometer 
Let the branches of a bridge network contain irujjxKlances as shown 
in the diagram. 



MEASUEEMEKT GE CAPACITY AlTD INDUCTANCE 


625 


The current, i, in the detector, i.e. in the arm containing Z5 is 
given by 

A ’ 

where E is the E.M.E, in the arm containing the impedance, Zg. 

The determinant, A, is given by 

— -Zg —(Zg+Zj (Z3-i-Z4+Zg I 

A = (Zg + Zg 4- Zg) (Zg + Zg) — Zg j. 

-Zg (Zi +ZJ -Z4 i 

This result is obtained by applying Kirchhoff’s laws to the network 
and requires the solution of simultaneous equations. The calculation 
is long but straightforward. 

In experiments with bridges we are interested in the conditions near 
those of balance, i.e. when Z^Zg — ZgZ^. If a small deviation from the 
condition of balance results in a large change in the current through 
the detector, the bridge is sensitive. 



Fig. 401 


The best conditions for sensitivity are reached when the impedances 
in the .six arms are all equal. The theoretical discussion of this point 
is (jonijilicated. A simple case will be taken for the purpose of the 
present experiment. 

I'lie values of Zg and Zg will be taken to be small, Zg being the 
impedance of the secondary of a transformer which in a jiaiticuiar 
case gave 12 volts at 50 cycles per sec. The self-inductance of this secon- 
dary was 0*056 H., which gives an impedance of about 18 ohms. 
The detector was a vibration galvanometer with a resistance of 3 ohms. 
The bridge used was a de Saut;^ bridge and Z^ was provided by a 
condenser 1 [/.E., i.e. Zj had a value of about 3200 olinis. The impedance 
Zg, was a variable condenser and Zg and Z4 were resistances always 
kept at values over 20 ohms. 
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The bridge is balanced by varying Z4, i.e. by varying the resistance 
of one of the arms. 

We can examine the sensitivity near the balancc-poijit by considering 
at this point. 

dZi ^ 

From the above equation for i, 

-- Z0Z4) F d A 
'dZ\ " '"a A2 dZ/ 

so that at balance 4— = ~ 

where Lq is the value of the determinant when Z^Z., = ZgZ^. 

If Zg and Zg are negligible, as we have arranged in this experiment^ 
Ao= Z^lZi + Z^KZg+Zs), 

1 di E 

" ““ ^4 “ ” ^r+zsT^+‘^)’ 

E SZ4 

(Zj + Zg 4- ^3 "i" ^4) Z4 

The factor — — is a measure of the sensitivity of 

(Z]_ “ 1 - Z2 + Zg + Z4) 

the bridge which is usually expressed in milliamperes per percentage 
variation in Z4. 

The sensitivity increases when the sum of tjie impedances in the 
arms of the bridge decreases. 

Let the ratio of the capacities in the arms containing Zj and Zg be a, 

7 - JL 7 = _1 

Cj^^aCg. 

Thus Zg “ aZj; and at balance Zg = aZ4. Since Z.j and Z.j are ohmic 
resistances we may write Z4>= B, Zg == aR. 

,.:’;Thus > = — — — 1 

(Zj -|- Zg -h Zg -f Z4) (1 4* <*) (B 4~ Zj) 

1 




B - -4r = Ae-i^ 




where 
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We are concerned oniy with the amplitude of s, not with its phase 

angle. In the experiment which has been quoted - J-- was approxi- 

ojCj 

mately 3200 ohms. 

The ciiiTont amplitude in the detector is thus 

E SR 




This formula indicates that the sensitivity, s, increases as R decreases, 
until R*^ gets small compared with when it tends to a constant 

0)®Ci 

value. A further increase in s is apparently obtained by making a 
small, but this is only true within the limitations of the approximations 
we have made, i.e. Z5 and Zg are supposed to be small. 

The increase obtained in making a small means that Zg and Z3 are 
small, and this is in the direction of the general result that all the 
impedances should be equal. In the present case this means that they 
should all be small. The experiment consists in measuring Si and the 


corresponding value of 


?? To do this let = 
R R 

i.e. with SR positive and with SR negative. 

Take the average value of Si and determine 


Denote this by y and plot - against R^. 
The relation is 


: 5 per cent both ways, 




so that a linear graph should result with a slope, (1 -f- Let a be 
given the values 1, 2, 5, by adjusting the variable condenser, and 
verify that the slopes are in agreement with these values. 

The intercept on the axis of R^ is negative and of the numerical value 

Tiiis also should he verified. 

A suitable detector for this purpose is a moving- coil vibration 
galvanometer (DuddeU oscillograph, p. 526), which can be tuned to 
the frequency of the 60 cycles mains A.C. by adjustment of the length 
and tension of the suspension. ^ 

The amplitude of the oscillations of the current in the galvanometer 
coil is measured by the width of the band of light which is reflected 
on to a scale by the mirror of the instrument. If the bn.-nri 
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when the balance condition is obtained this must be subtracted from 
the bands obtained when a definite deflection, is observed. 

It is important to place a switch in series wdth the galvanometer 
and to leave it open until the boxes are set near to the condition of 
balance. The necessary resistances can be caloulatcfl for this case. 

The Effects of Inductive and Capacitative Errors in Eesistances and o! 
Losses in Condensers 

The usual method of winding resistance coils results in residuals of 
self-inductance in series and of capacity in parallel as illiistratod in 
fig. 40b. 


R L 



C 


I'M . 406 


The magnitudes of C and L are small enough to allow their product 
to he neglected. 

Thus the impedance associated with the rcBistancc, R, is 




1 + jcoCi (11 -l iwL) 


R (L ~ CR*^). 


For coils below 100 ohms (L •- OE^) is usually positive, and for 
higher resistances usually negative. 

In resistance boxe.^of the low-induotanco type compensation is matle 
for thi^effeot. • * 


If a condenser is faulty it can be represented as a pure capacity, 0, 
in series with a resistance, r. It then has a power fiictor, (orC. This 
factor varies very little with the frequency, r varying inversely as to. 

In order to examfne these effects, let a de Sauty bridge be used wit h 
an alternating source of supply in the audio-frequency range. 

As a standard capacity, use a mica condenser of about and let 
the resistances he of the low-inductance type. Let the test condenses 
be also of high insulation with a value not far from ?, [jiF. 

With various values of the standard resistance, 11, e.g. 500, 3000, 
and 2000 ohms, adjust to produce silence in tluj phones of the 
arm, BE. Make a careful record of the results of repeated settings of 
the value of Rg in each case. With condensers of good insulation and 
low-inductance resistance it should he possible to obtain agreement to 
one-tbousandtb for R„. 


Now replace the standard R by an ordinary resistance box where 
compensation has not been made for the inductive and capaoitativo 
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effect. Let the condensers and the resistance, Rq, be perfect and 
non-inductive respectively. In order to obtain a balance the following 
condition must be satisfied: 

R -f jw (L - CR2) Go 
Bo “ " C' 



The appearance o€ the imaginary term makes this impossible and 
the practical result is that silence gannot be obtained in the detector 
by adjustment of Rq, 

It is necessary to place a resistance, r, in jjjbries with one of the 
condensers. * • 

It is con’^enient to arrange terminals A angl A' at the ends of the 
resistance, r, so that the supply may be comiected to one terminal or 
the other, thus placing r either in series with G or Cq. r should be 
variable and of the magnitude of a few ohms. 

In the diagram X denotes that R is to be regarded as having a 
reactive component, X = L — GR^. With r in series with G, the 
condition of balance is 

__ (R_ + jcoX) 

1 ^^0 . 

jtoCo 

This leads to the two conditions: 

OR = OoRV X==GoRor. 

For resistances, R, less than 100 ohms, X is positive, and in the 
above arrangement of the bridge a balance is noR-vlblpi Wi^orv t> 



grea.ter than 100 ohms X is negative and r must bo placed in series 
with Co and the supply connected to A'. 

In this case the two conditions are 

GR = OoBo H- w^XyCCo and X == -- f HCo- 
The product Xr is small, so that the first condition is in priictico 

CR=:OolV 

B 



Thus, in the comparison of the tvfd capacities the additional resistance 
r has no effect, ^ 

* X ■ 

In the*?;xperiment determine the value ™ for values df R = 10, 100, 

Jtv 

and 1000 ohms. < 

To examine the case of a faulty condenser, retain a mica condenser 
as a standard, but phoose as a test condenser one with parafiined 
paper insulation with a capacity of about 2 {xF. 

The resistances, E and Ro, should be of the low-inductance type. 

If C is the faulty condenser, it can he represented as a c{ip»a.<!ii<y with 
a series resistance, S, and an exact balance witli a jierfcct ci)ndonser, 
Co, is not possible, 

A resistance, Sq, must be placed in series with and botli S(, and E 
should be adjustable to OT ohm, R and Rq should bo of low inductance, 
but So may be taken from any box. 

The experiment should be carried out with Ro — 500 and 1000 ohms. 

The condition of balance requires 

S^^^Co 

Sfli Ro CJ 
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Tims Sp should be the same for the two values of Rq = 


^ 0^ 0 
"o' ' 


Finally, suppose that the condenser, C, is imperfect and is repre- 
sented by a pure capacity, G, with a resistance, S, in series, and that 
the resistance, R, is not of the low-inductance type, but has reactance 
toX. The resistance, Rq, is supposed to be a low-inductance resistance, 
and Ca a perfect capacity. Let a resistance, So, bo placed in series 
with Cq. 

The bridge is represented in fig. 408. 



A balance is obtained when the condition 


(R -f- Jcd 




R 


Ro 
■ 6* 


is satisfied. This requires 

R^O "H ^ T> A 

— o — R y and „ 

Co Cq <0 X^Q 

Neglecting Xr^,, the value of the capacity, C, results from the usual 
formula; 

1^0 _ 
c Co* 

But the resistance, r, and consequently the power factor. nar^r^r.^■ 



be detennined accurately because of the luiknown (puMitity, . This 

illustrates the importance of the use of pure resistaiuu.is, jih in the ca,Re 
of Wien’s series resistance bridge already descjrihcd (p, 0!2). 

The Determination of the Effective Ditoctance and Effective Eesistaiice 
of an Air-cored Transformer 

Suppose that a primary circuit consistH of a. gc.mnrator, M, tjomu'ctt'd 
to an inductance, L^, and a resistance, Rj, in series. 
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Let this primary circuit be coupled to a Bocondary circuit consisting 
of an inductance, Lj, and a rosistanee, Bg, the mutual mductauco 
being M. r 

The action of the secondary upon tlie primary i.s in effect to alter 
its self-inductance and resistance by amount.s which <lc]K;nd upon the 
constants of the socoVdary, and upon M. 

In the^rst place, thaeo changes will bo calculated b/'tho application 
of the theory of circuit# and the results of the calculation wiU bo tested 
experimentally. 

Suppose that the generator, K, produces a curi’<iiit of frctpionuy, /, 
and of magnitude, I*i, in the primary. Let the current induced in tin; 
secondary be denoted by Ig, and suppose that the offoet of mutual 
inductance acts in such a way as to oppose E. 

Then, for the primary circuit 

E = (Bi +i»Li) h ~>ML. 

and for the secondary 

=: (Bg + jwLg) la. 

It thus follows by substitution for Ig that 






'■ B,“ i <A 
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It thus follows that the primary circuit behaves as if its resistance 
had changed to 


= Rij -f" 

and its self-indxictance to 




^ ^ <oWL3 

III and Rg denote the total resistances in the primary and secondary 
circuits respective^. 



The test of these formulae can be made by means of Owen’s bridge. 
The primary circuit consists of a cod, L^, of seK-inductaiioe, Lj, and 
resistance, Rj, A self-inductance of about | H., or rather higher, is 
suitable, and it is placed in series with a variable standard resistance, 
Q„ which must be of low inductance. The secondary circuit consists 
of a self-inductance, Lg, also about I H,, and a variable standard 
resistance, P, of low inductance. If the resistance of the coil Lg is rg, 
the total resistance of the secondary is Rg ~ P H- rg. The effective 
resistance in the arm, BO, when coupled to the secondary circuit is 
(B,j' -j- Q), where Ri' is given by the above formula. The resistance, 
R, may be set at 100 ohms and ^ should be a variable standard. Both 
should be of low inductance. Similarly, the resistance, Q, is a variable 
standard and may consist of resistance boxes in series, one with a 
range 0-1 ohm, the other with a ranere 0-10 OOA nlim a nnT> .. 



C3 and C4, should be mica condensers. Capacities ot | [xF. have been 
found suitable. 

The frequency should lie in the audio>frequonoy ranges aboiii) JOdO c/s., 
and it is advisable to use a pair of tcleplionos of good qu/Uit;y. 

The two conditions of balance are: 

03R-G,j(IV + Q)> 

and Lj' ~ O3ES. 

Lj' is the effective self-inductanee of when coupUid to lilte 
secondary, and its value is given above in terms of Li and the <ioasta.nts 
of the secondary circuit. 

Begin by determining the values of Lj and and of their resBistances, 
Rj and r^. This can be done by using the bridge in the way already 
described, inserting first Lj and then Lg into tb.e arm, liC, 



I?2 


% Pio. 411 

When this has been done place the coil, Tjg, in a fixed position with 
respect to Lj, e.g. Isdng on the top of it, arid connect Lj into the arm, 
BO. Complete the secondary circuit through a resistances, P, whicih 
can be set at a series of values. This resistance can convouiently be 
a low-inductance resistance box ranging from 0 to 10,000 ohms, and 
it should be set at various values, e.g, 0, 50, 100, 150, 200, 300 . . , 
1000 ohms, and finally at infinity corresponding to tla; rcanova,! of 
the secondary. 

According to the formidae derived from values of (U/ K,,} and 

(Lj ~ Lj') will he obtained as a function of li,, (P ■ j- r^). 'irinis, 
tables of values of (Rj' — Rj) and (L/ -■ Lj) for the eoi'res[)onditig 
values of R2 can he obtained and graphs drawn to slanv tlu' dopendt'iuso 
of the quantity on Rg. 

Fig. 411 shows the results of an experiment. 

In order to test the formulae from the curves tin’s vuhies at the 
maxima should be examined. 
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Tile expression for (Rj' — R^) indipates th.at this should occur on 
the curve of variation of resistance at the value 
^ , <oM2 

Xwt JLW«| 

1 1 2L3’ 

where o> == "Its X frequency of the electric oscillations. 

In the case of (Lj — Lj') the maximum lies at the value 

T T 

Lij — Ijj 

1^2 

The ratio of the two values should thus be 


The two formulae each give a value for and a good agreement 
in a case where the mutual inductance is obtained may be regarded 
as a test of the validity of 'the formulae deduced. 

As a third test, the slope of the resistance curve at the value Rg == 0 
may be examined. 

According to the formula this should be 


d 

dR2 


(Ri' - R) = ^ at Ro - 0. 
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Determination o£ the Frequeney of an Oscillator by a Bridge Method, 
using the Resonance Condition 

In this bridge a variable standg^d condenser and a variable standard 
self-inductance are placed in series in one arm of a bridge with non- 
inductive resistances on the remaining arms. The generator is within 
the audio-frequency range and the object is to determine its frenuenmr 



Vj iN 'J'?!) 


When the bridge is balanced with Q and S placed (m juai Ibe imj)edanee 
in the arm, AB, containing the inductance and eapacuty, muat Ixs 
purely resistive in character. Thus the resonance eonditiion 



must be satisfied. 

C is set at various values and Ij and It a<ljurtt(‘<l t.o proUmn; the 
condition of balance. This is repcxited by altering 0 and readjusting 
It may be advisable to add a variable non-indnci.ivc i’(‘Hisi,a.n(?e in the 
arm, AB, in case the resistance of L is small, and it is dilhcult in adjust 


R to a sufficiently low value. 


L should be plotted against 


1 

(J 


wlien a 


linear graph through the origin results with a slope of In a particular 


case suitable values for Q and S were found to bo 500 ohms, and the 
range of 0 was from 0-25 gh’. to 0*75 gif., corresponding to values of L 
about 0*2 H. 



Determination of the Freanency of an Oscillator by means of the 
Freanency Bridge 

The chief object of this experiment is the detornii nation (d the 
frequency of an oscillator, but at the same time sol (-inductance 
and resistance of a coil can be fomui. 

For this purpose a variable standard self-inductiwua? and a, varialile 
standard capacity are required. The resietancc\s placed in tiu,‘ arms of 
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the bridge, P, Q, R, and S, sbonld be non-inductive, and it will be 
assumed that the condenser is without loss. Q and S should be made 
equal. In a particular experiment they were 500 ohms, and the 
unknown self-inductance was about 1 H. 

Let the condenser be set at a value, C, and L and R, varied to produce 
silence in the telephones used as the detector. With Q == S, the 
condition of balance is 

r + P — R 4- r' , 

where r' is the resistance of the coil, L', and r that of L. 


Thus , 

and r' — P — R + r. 


The first of these relations applies when L > L'. 

If L' lies beyond the upper limit of the standard inductance, L, 
they must be interchanged in the arms of the bridge, the equations for 
this case being 


and 


r == P — R -f- r'. 


The determination of the resistance, r', is not important for our 
present purpose. It will be noticed that it requires a knowledge of the 
resistance, r, of the standard inductance. The use of both resistances, 
P and R, avoids difficulties that may arise if the relative magnitudes 
of r' and r are unknown. Thus, the first relation for r'^annot be 
satisfied, if R is not inserted, unless r' > r, nor the alternative relation 
unlo.ss r' < r. ' 

When a difficulty occurs in obtaining silence in the telephones after 
varying !L and R alternately, proceed to vary P. Finally, try inter- 
changing the coils L and L'. 

It is advisable to know approximately the value of L', and it may 
be determined by one of the methods described. 

When the balance is obtained record L and C and repeat the experi- 
ment for other values. Thus it is possible to tabulate L and corre- 
sponding values of ~ and to draw a graph which, according to the 


equation in L, L', and C, should be linear. The intercept on the axis 
of L gives L' and the slope 

For use in tlie laboratory a suitable frequency has been found to be 
500 o/s. and for the capacity a range from OdO to 0-1.5 ..'P 



The Use o! the Wagner Earthing Device 

When the impedances to be measured are small, in the case of 
capacities, for example, when they have values of the order of 0*()0.l (iJf., 
it becomes necessary to pay attention to methods of avoiding stray 
capacities in bridge measurements at high frequencies. 

An important method of eliminating their effects is provided by the 
Wagner earthing device. It can be used in connexion with any l)ddge, 
and it will be illustrated here by means of Wien’s series resistance 
capacity bridge. 

Let ABCD denote a Wheatstone network in whieh the arms, AD 
and DC, contain equal resistances, R. 



If this is a direct current bridge and no current can leak away from 
it, the condition of balance is R^ == Rg. If current escaptis from D 
due to imperfect insulation, the current in AD will have a value, i, 
and in DC a different value, i', in the case wiiou no (uirrcnt flows 
through the galvanometer. In this case, assuming no loss at ii, we have 
Ri __ Ri 
R^ ~ R^‘ 

The escape of current from D can be represented as a, flow to earth, 
i.e. as a flow through a resistance to a point of f;}io bafct(uy which 
happens to be at zero potential. 

For direct currents in the simple method of measuring oiunie resis- 
tances such a leakage is very small and producjes no appre(ijable result, 
but for varying currents in bridges the position is very different. 
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When an. operator uses the telephone, T, or touches any part of the 
bridge (fig. 415) he puts an impedance between the arms of the bridge 
and the earth. This impedance is distributed along the arms, but it 
can be represented with a sufficient degree of accuracy as if it were 
lumped at the corners of the bridge. The impedance is usually a 
capacitance and is represented diagrammatically, as at D in the figure, 
but such capacitances may occur at the other corners of the bridge. 
Unless the reactances occurring in this way are small in comparison 



with the impedances of the arms, serious inaccuracies may occur. Thus, 
if Zg and are capacitances of the order of 100 ppF,, the errors are 
liable to be great. 

If impedances, Z^, Zg, Zg, and Z 4 are placed in the arms of the bridge 
the condition in general will be that represented in fig. 416. 

The point, E, denotes a point at earth potential and the capacities, 
X, Y, IJ, and V, are stray capacities. These lie in parallel with the 
arms of the bridge and will affect the condition of balance. If the 
points B and D are brought to earth potential in the process of balancing 
the effects of the capacities U apd V are eliminated. 

It is important to consider how the points, B and I), are brought to 
the earth potential. The simplest way of doing this would be to earth 
D directly and thus eliminate the effect of V. Bv adiustmenta in f.VtA 


arms of the bridge, silence would finally be attained in the t(dcplionos 
and B would also be at earth potential, so that tho (capacity, U, w'ouid 
have no effect. In this case the bridge has been balaiu-od for tiic 
condition in which X and Y are in parallel with Z._^ and Z,^ respiictivcly. 
The condition of balance is therefore: 


52 , 


ZgX . Z,Y 


Since X and Y are unknown and are d(^p(MKl('td, on tiie eoiuiitiou 
of the bridge and the method of using it, it is impossible to makci use 
of this relation. 
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The use of the Wagner earthing device overcomes this cliiKculty. 
Two additional arms containing impedances Zg and Zg arc ])rovidod, 
as illustrated in fig. 417. These arms connect tho points, A awi (j, 
which are comiected to the generator, to an earthed point), 111, "I’lie 
point is ooimeoted to one side, F', of a two-way switch, .BFh', the, 
other aide, F, being connected to D. A balance is recpiinsd in the f>w<) 
cases when L is in contact with F' and when in (M^ntaefc with it 
will be noted that Zg is in parallel with X and. Z,. with Y. If a final 
balance in both conditions is obtained by making contacts at F' and 
F alternately, B and D are finally at'2iero potential, and we have: 



ZgX . ZgY 

z, + x-z.Ty“ 




Thus one of the impedances, Zj, 28, 23 , and Z^, can })o obtained if 
the others arc known. 

'21 Z Z. 

In practice the ratio approximates closcdy to ^ and '‘j so that 

Zg ‘ Z. Zg 

the Wagner arms imitate the arms of the bri<lgc, Ifor a, .scnsjtivo bridge 
the arms should bo roughly of the same order of m;igiutu<hi. 

For the purpose of the experiment the capjvcity, to bts meaHured 
sliould not be greater than O'OOl pF. TJho tlio bridgui jjJnHtrat<'(l in 
hg. 395, the theory of which has already b('(m distnisw'.d (p. rd2). 

The resistance, fg, is that of the condenser tJg .and is (hdcu'tuiruid by 
the experiment. 

First connect the detector across BB by making oontaet })<itw{‘,eri 
L and F, and obtain a balance by altering' the arm, AB, say. '^i'iion 
alter the switch so that contact is made between L and F' and balance 
the bridge, ABOE, by altering the arms AE or OE. Bepeat this process 
alternately until a condition of balance occurs for both positions of 
the switch. In this case B, B, and E are all at the same potential, and 
by applying the usual relation for balance to the bridge, ABCD, the 
following relations are obtained: 


Bg ’ 

which give the resistance and capacity of tluj condenser under test. 



CHAPTER XXm 

THE QUADRANT ELECTROMETEB 

A DEVELOPMENT of the Kelvin quadrant electrometer is seen in, fig. 419, 
and is due to Dr. F. Dolezalek, The four quadrants, QQ, etc., are 
supported on ambroid pUlars, AA. As shown in the figure, two quad- 
rants are mounted on a pivot, and may be swung aside to allow of the 






introduction of the ‘needle’. Alternate quadrants are Joined together 
to terminals under the base plate of the instrument, care being taken 
that such terminals are very we^ insulated from the ea,se. 

The needle may be either a light paper frame (fig, 420), coated with 
a metal to make it conducting, or, as in fig, 421, a thin mica sheet 
sputtered witli silver. In some of the more recent inatrnnmnta 



thin aluminium needle of the shape of the second form is usei The 
needle is attached to a light rod which carries a smaU mirror M and 
is supported by means of a thin quartz or phosphor-bronze strip from 


the torsion head, R. t ir 

The method of observing the deflection produced by a difference of 
potential on the quadrants consists of the use of the usual lamp and 

scale, as with galvanometers. , • nr 

A beam of light from a lamp is directed on the mirror. M, winch 

reflects the light on to a scale placed one metre away. If the mirror 



Fig. 420 


Fig. 421 


is concave, and of the correct focal length, a clearly defined image of 
the source will be obtained on the scale. If M is a plane mirror, a lens 
is required to produce a sharp image. Such a lens is placed in the 
path of the incident beam from a source of light below the scale; the 
reflected beam does not, therefore, pass through the lens. 


The Suspension 

(1) Quartz Fibre » 

If a quartz fibre is used as a susnension, the needle may be charged 
by means of the charging device shown at K. K is connected to the 
source of potential ai^ the metal rod turned until contact is made 
between i4.and the rod ■jyhich supports the miiTor on tile needle. K is 
then turned to its original position, leaving the needle chained. Owing 
to the very good insulating property of the quartz, this charge will 
be maintained. Howtjver, there is a danger of breaking the quartz 
suspensions during tfiis process. 

For most purposes it is more convenient to avoid using the charging 
device. To make this possible the suspension is coated lightly with a 
calcium chloride solution. The hygroscopic property of the latter 
ensures a conductivity which is sufficiently good to maintain the needle 
at the potential of the source which is permanently connected to R. 

An alternative method is to sputter the quartz with silver, but this 
cannot as a rule be carried out conveniently in the laboratory. 

Suitable quartz fibres are very simply made by the aid of a coal 
gas-oxygen flame. A burner for this mixture is shown in fig. 422. A 
piece of quartz rod is heated in the flPame until thoroughly soft; when 
at this stage the ends are drawn apart. If this is done rapidly a fine 
quartz thread will result. If a still finer fibre is required draw out the 
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quartz rod to about I mm. diameter, and then reintroduce into the 
flame. When the quartz becomes very soft the pressure in the flame 
itself will blow the quartz outwards into very fine fibres. It is advisable 
to have a black velvet cloth on the bench to receive these threads. 

Small hooks may be fastened to the ends of the fi.bre, when cut to 
the correct length, by means of a small globule of shellac solution in 
methylated spirits. A hot iron is held over the globule, which is placed 
on the hook over the end of the quartz. The spirit evaporates and the 
fibre adheres. 

Another method of fastening the hook to the fibre is to use Indian 
ink. The end of the hook is dipped into Indian ink which is allowed 



Pia. 422 

to become ‘thick’ by evaporating. The fibre is then placed on this plastic 
drop. When dry the two will be found to be very firmly held. 

(2) Phosphor-bronze Strip 

Of the metal suspensions phosphor-bronze strip is most satisfactory. 
Platinum and tungsten wires may be obtained with a smaller diameter, 
but usually have the disadvantage that the zero of the needle is not 
stable when very fine suspensions of these metals are used. 

For the experiments described in this chapter, the finer phosphor- 
bronze strip obtainable commercially gives a sensitivity which satisfies 
the needs of the experiment. If, however, the phosj>iior-bronze strip 
available is too thick for the purpose, it may be treated as describexi 
below. This method enables a fair sensitivity to be attained. 
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A solution of one part nitric acid to four parts of water is taken, 
and the suspension immersed in it. The action of the acid causes an 
evolution of gas which adheres to the suspension, causing it in time 
to rise to the surface. The chemical action should he slow. If violent 
action takes place the solution should be further diluted. Of course a 
prehminary test should be made with a small sample of the phosjjhor- 
to be used in order to avoid undue waste, 
the strip should be very well washed and dried, and its sensitivity 
tested in the instrument. The process is repeated until the required 
sensitivity is obtained. When this process has once been performed 
with the specimen of strip available, the time of immersion in the acid 
reqmred to reduce to a suitable cross-section may be very readily 
estimated, and the time spent in testing wdtbe reduced, e.g. the strip 
may be sufficiently reduced by immersing four times in the acid, 
allowing it to come to the surface each time. 

In this way a sensitivity of 700 to 1000 cm. per volt may be obtained 
with the iustrument shown, but for the experiment in this chapter a 
semitivity of about 25 cm. per volt will be found to be quite sufficient. 
9'l^ove process is carried out, using the wire without hooks. If 
e hooks are soldered on to the ends, the action of the acid will sever 
The small hooks are then soldered to the ends of the strip, 
small pointed iron. Care should be taken that the ends 
and hooks are clean and the iron hot. Use soft solder and a trace 
ot fluxite. 


Adjustment r 

To prepare the instyument for use, the following adjustments must 
tb pairs 'of quadrants are connected to §arth, and are 

eretore at the same potential; R is also earth connected. Thus, the 
on y forces acting on the needle are those due to the torsion of the 
suspension. The needj[e is raised or lowered by means of the screw, T, 
of +b about the mid-plane within the quadrants. .By means 

tb f f] screws, B, the whole instrument is then levelled, so 

tb? fu hangs centrally within the quadrants. To en.sure 

s, he rod which supports the mirror, M, is sighted along the two 
T between the four quadrants and a slight adjustment 

is tb*^ ^®^^med to bring the rod truly central. The torsion head, .U, 
tbe until the needle appears symmetrical with respect to 

tbe A suitable high potential of, say, 100 volts is applied to 

tion • manner described later (fig. 423)). If the needle posi- 

chan ^ symmetrical no movement should result on making this 

Any error in the adjustment by eye for symmetry may now 
direction of deflection of the needle. The 
a vervTr needle earthed. The torsion head is given 

y ight turn in the direction of the movement previously observed. 
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The needle is again charged and the process repeated, until on charging 
and earthing the needle alternately the deflection produced is of the 
order of a few cm. only. To reduce this small deflection to zero a slight 
adjustment of a levelling screw will be found sufficient — a portion of 
a turn of one of the levelling screws will be found to increase or decrease 
the deflection produced. When the potential is applied to the needle, 
tlie screw is turned in the direction required to reduce the deflection 
until it is finally eliminated. 

With a fine suspension the above process is apt to be somewhat 
tedious until the student becomes familiar with the instrument; but 
it is essential to the success of any observation. 



Bs 


Fio. 423 

When this adjustment has been satisfactorily made, the instrument 
should be tested for leak. To do this the arrangement of apparatus 
shown in fig. 423 is a convenient one, for by means of this the adjust- 
ment already described may be also performed. Thus, when the 
tw'o-way switch is to the left, the needle is at zero potential: and if 
Ki is open and Kg closed, the quadrants are at zero potential. The 
needle is charged by closing the two-way switch to the right. 

These switches are best made by boring small holes in a clean slab 
of paraffin wax. The holes are filled with clean mercury and connexion 
is made by using a length of copper wire, bent twice at right angles 
and mounted on a seahng-wax handle, as in fig. 424. 

is a steady 2-volt accumulator; R a high resistance, provided 
with a slide contact, or two resistance boxes in series. Either arrange- 
ment serves as a potentiometer Sy means of which any fraction of the 
E.M.F, of Bj may be obtained between S and P when Kj is closed. 
When Kg is closed this potential difference is applied to the quadrants. 




Y rriAUXiUAJU Jr-JtlXSlUS i' Ui* aTliUiUJNTH 

The needle, being maintained at a fixed potential, say 100 volts, by 
the battery, Bg, will be deflected, causing a movement of the spot of 
light of, say, d cm. is then opened. If the quadrants are fully 
insulated no movement will be shown by the needle. If, on the other 
hand, a decrease in the deflection occurs, it indicates that the quad- 
rants are losing charge, i.e, the insulating supports are faulty. The 
usual cause for this is dust or grease on the surface of the pillars, 



7^ 

Fig. 424 

which should therefore be cleaned. When this has been carried out as 
thoroughly as possible the test is again made. In general, one camiot 
remove the leak entirely, but it may be reduced to a very small amount. 
The rate of movement of the needle, when one pair of quadrants is 
charged and then insulated, is measured by timing, with a stop-clock, 
the movement of the spot of light. The number of divisions per second 
is called the natural leak of the instrument. 

Note 

The high potential is connected to the needlq of the electrometer 
through a water resistance. This may be a small U-tube filled with 
water; the wire from the high potential is inserted in one limb, and the 
lead from the needlerinto the other. In the ease of an accidental 
contact between the quadrant and the needle, the fibre would be 
ruined, in the absence of a high resistance. The potential on the needle 
is unaffected by the resistance, but unless measured by an electrostatic 
voltmeter there will appear to be a fall in potential. This is due to 
the fact that an ordinary voltmeter is not of a very high resistance 
compared with the water resistance. If only a moving-coil voltmeter 
is available to test this potential, it should be applied to the point at 
which the high potential enters the water resistance. 

A simple theory of the instrument (see, for example, Whetham, 
Electricity and Magrietism) shows that if one pair of quadrants is 
maintained at a potential, Vj, and the other at a potential, Vg, the 
needle, being maintained at potential V„, will move, through an angle, 
6, which depends on the potential difference, Vi — Y^, and 

where c is a constant. 
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In general, and Vg are small compared with V„, and we may write: 

0 = c{V,-Vg)V„. ...(1) 

Such a simple theory therefore leads to the conclusion that the 
deflection for a given potential difference on the quadrants is propor- 
tional to the potential of the needle. One would conclude, therefore, 
that the sensitivity is proportional to this potential. This, in fact, is 
not so, as may be seen from the following experimental test, using the 
arrangement of fig. 423. 

Adjust the potential difference between P and S to such a value that 
the electrometer gives about 20 or 30 cm. deflection (Kj^ and Kg being 
closed) when a potential of about 100 volts is applied to the needle. 

Note the deflection produced. Throw the switch over to the left 
and so earth the needle and reduce the deflection to zero; when the 
spot of light is steady take the zero reading. Move I> to some other 
point in the battery, and then put the switch back to the right-hand 
side; again read the value of the deflection. Repeat this for a wide range 
of values of V„, The value of V„ is, of course, taken for each setting, 
by means of a voltmeter which is connected to D and earth. 

The zero readings between each deflection should be the same. Plot 
a curve showing the relation between the deflection produced for the 
fixed potential difference on the quadrants, and the potential on the 
needle. It will be found that the deflection produced increases with 
V„, but not indefinitely, i,e. there is a potential above which there is 
no gain in sensitivity* this is usually between 70 and 120 volts for the 
type of instrument described. * 

Maintain the potential of the needle at this value and verify the 
fact that the deflection is proportional to — Vg) by applying 
different value§ to the quadrants. By adjusting P on the re«stanc6 R, 

the ratio, may be chosen to give, say, 0 01, 0-05, 0*01, 

resistance TS 

0‘15 volt. For these values the deflections will be found to be as 
1:5:10:15. 

Thus, for a fixed potential on the needle the deflection is proportional 
to the difference of potential of the quadrants. 

Thus, the equation (1) holds so long as the needle is maintained at 
fixed potential, and the instrument may he used to compare potentials. 

A more complete theoretical treatment of the instrument may be 
found in Phil. Mag., 1903, by G. W. Walker, or later {Phil. Mag., 1912, 
p. 380) by Prof. A. Anderson. Here the variation of Q with V,j is more 
correctly stated. This leads to the expression: 

2aV, -2rK,V/ 

® “ F + EV„2 ’ 



where F is the torsional couple due to the fibre per unit angular dis- 
placement; a, K, and y are constants depending on the particular 
instrument for their value. 

Sensitivity 

By the sensitivity we understand the number of cm. or mm. deflection 
obtained on a scale 1 m. away, when one volt potential difference is 
applied to opposite pairs of quadrants. 

With the same instrument this factor may have vastly different 
values depending upon the dimensions of the suspending fibre. In 
most cases, especially in laboratory work, the fibre is conducting, and 
very conveniently made of phosphor-bronze strip. The type of instru- 
ment with a fine phosphor-bronze strip may give, say, 60 cm. deflection 
per volt. 

This factor may be found by use of the arrangement of fig. 423, as 
already set up for the previous experiments. 

The needle being raised to the high potential already chosen, 
and Kg are closed and P is adjusted so that a deflection of about 20 
or 30 cm. is obtained. The value of the resistance of SP, r ohms say, 
is noted as is the total resistance, R, of ST. 

A standard cell is then connected to S and P through a galvanometer, 
and the resistance, SP, is adjusted, keeping R the same as before, until 
no deflection is given in the galvanometer, i.e. the usual method of 
standardiamg the potential is followed. If is the resistance, SP, 
under such circumstances, then the potential pre-nously applied to the 

T * 

needle is obviously — E, when E is the E.M.F. of the standard cell. 

From tMs the number of cm. deflection per volt may) be calculated. 

As already mentione'd, a suitable sensitivity is about 25 to 60 
divisions per volt. The*'suspension should be made of suitable size to 
give this value. The method has already been described. 



Comparison of the E.M.F. of Two Cells 
The adjusted quadrant electrometer is connected as shown in fig. 425. 
The needle is raised to the potential already found to be most satis- 
factory, The three-way parafSn wax switch is made and connected to 
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the batteries Bj and Bg by mercury cups, 1 and 3. Cup No. 2 is 
connected to earth as are the negative poles of Bj and B^. 

By connecting to cup 2, all the quadrants are at zero potential. The 
battery, B^, is then placed with its positive pole in contact with one 
pair of quadrants (via 1), the other pair being earthed. The deflection, 
di, is noted. The quadi'ants are then earthed, and Bg is connected 
(via 3); the deflection, dg, due to this also being observed. 

Eg dg 

Eor large deflections d^ and dg cm. must be replaced by the corre- 
.sponding angles, and Qgl this may be readily done, for 

4. = 

Eg ©2 

D denoting the distance between mirror and scale, 

B 


Then 


whence 


tan 20j=*= 



Verification of Ohm’s Law 

For this purpose a battery, B, an adjustable resistance, R, and a 
tangent galvanometer are connected in series with a resistance of fixed 
amount, r ohms, which may he a length of manganin or platinoid 
wke (fig. 426). 

The end, 0, is connected through a paraffin wax switch, K, to one 
pair of quadrants of an adjusted electrometer, and the end, D, is 
connected to earth and the other pair of quadrants. 

The current flowmg in the wire, CD, may be measured by means of 
the tangent galvanometer, for if 0 is the deflection produced in this 
instrument as measured by means of the lamp and scale method, 


Ha 

2nn 


. tan 0, 


we have 
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. tan 0 
or *• OG 

n 

where n is the number of turns used. 

Furthers the potential difference between the ends^ 0, D, is propor- 
tional to 9 , the deflection produced in the quadrant electrometer. 

If 9 is small, the corresponding scale deflections, d, may replace 
9 below. 

For a range of values of i it may become necessary to alter the 
number of turns, -n, used in the galvanometer. Vary K and tabulate 
the results as below. 


tan 0 ; 

t oc 

' E oc 9 

- 

E M<P 

OC —Ay. 

^ tan a 





It will be found, if care has been taken to avoid large currents which 


tan 6 


would cause appreciable heating in the wire, that the value of 
is constant. 

If the sensitivity of the Q.E. has been found, tli^e value of the relation, 

—-^5^-, may be found absolutelV, i.e. for a sensitivity of d cm. per 
current ‘ 

volt, deflections, etc., being small, the potential drop along r is 

• ■ ■ volts, 

d d • . - • 

i may be calculated in amperes from the usual tangent galvanometer 
formula: 

• • . 5Ha ^ , 

^ — . tan e, 


where a is the mean radius of the coils, H the horizontal component 
of the earth’s magnetic field (about 0-185 unit in London). 

Whence, tabulating absolute values, the third column gives the 
constant value of the resistance, r, at room temperature in ohms. This 
should be tested independently. 


Measurement of High Resistance ^ 

The following is a method of measuring a high resistance by finding 
the rate of leak of a charged condenser through the resistance. 

A quadrant electrometer is set up and adjusted as previously 
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described, care being taken to reduce tbe natural leak to a minimum. 
One pair of quadrants is connected to eartb; tbe other pair, as shown 
in fig. 427, is comieoted to a condenser, K, and through a switch, 

(see p. 648), to a 2-volt cell, B, the other pole of which is earth-con- 
nected. Connexion is also made to a two-way switch. Kg? ^7 inea-HS 
of which this pair of quadrants may be connected to earth or to an 
earth- connected resistance whose value, R, is to be determined. 

With Kg open, close K^; in this way the condenser will be charged 
to a potential difference equal to that of the cell, B. Note the deflection, 
d^, corresponding to an angular deflection, <pj. This is due to a potential 
difference of Vj volts, say. Now close Kg by joining i and 3; open 


QE 



Kj and start a stop-watch. The cSarge on the condenser will slowly 
leak to earth through R. The potential of the quadrants will in conse- 
quence be red»«.ced, i.e. d or 9 will gradually decrease. If this process 
be allowed to continue for about two minutes or until the deflection 
is reduced to about 60 per cent of its original value {t seconds), the final 
deflection, dg (angular deflection 93), will be shown to be such that 


C log ^ 


For let Q and V be the charge and potential on the quadrants at 
any time, 

Qj, Vj the corresponding values at the moment Kj i,s 
opened, 

Qg, Vg the values after t seconds, 

C the capacity of the condenser, 

i, the current at any instant, i&» equal to the rate of decrease of the 
charge on the condenser, 

or i = 

dt 



004 
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^ = ...yo) 

Clog(g • 2.303 C leg.. (J) 

In mal^ng the determination of R several values «of t should be 
taken — ^the range of vafues will be largely fixed by the value of R and 
the condenser used. W£en several values are obtained, the mean value 


of is taken and substituted in equation (3) above. When C is 

log| • • 


expressed in farads, t in seconds, R is in ohms. 

The method outlined above may be very conveniently used for a 
determination of the specific resistance of, say, cadmium iodide solution 
in xylol. Such a solution is very useful when a high resistance is 
required for any purpose. The value of the specific resistance of 
solution s of different concentrations should be measured . Pure xylol will 
be found to be practically without effect on the leak of the condenser. 

A suitable container of liquids is n^de by selecting a length of glass 
tubing of uniform bore about 2 cm. diameter and about 80 cm. long. 
This is closed at both ends by corks and the tube clamped vertically 
(fig. 428). A disk of brass which just fits the tube rests on the upper 
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surface of the lower cork and can be connected to an out- 
side circuit by means of a thin brass rod soldered to the 
under-surface of the disk and passing through the cork. This 
disk serves as one electrode, 

A second brass disk of the same area is supported verti- 
cally above this by means of a brass rod which passes 
through the upper cork, as seen in fig. 428. 

Using such a container a definite length of liquid, Z, with 
an area of cross-section practically equal to that of the area 
of the disks may be employed and hence the specific re- 
sistance may be calculated from the value of R measured 
in the experiment, Z, the distance between the disks, and u, 
the radius of the disks. 

Note 



This experiment could also be performed using a ballistic 
galvanometer. The value of Qj at the commencement could 
be obtained by discharging the condenser through the 
ballistic galvanometer. The condenser is then recharged, I’m. 428 
allowed to leak through the resistance for a measured time, 
and then discharged through the galvanometer once more, thus Qj 
and Qa are measured and R is obtained from (2). 


Measurement of the Capacity of the Quadrant Electrometer 
Tig. 429 shows a simple arrangement of apparatus which will enable 
an estimation of the capacity of the’^quadrant electrometer to be made. 

Kj is a small capacity of known size. Wheii switch, S^, is closed 
from 1 to 2 , a*iid Sg iB closed, the condenser becomes charged, and the 



electrometer is deflected an amqjint, 9 ^ say, corresponding to a scale 
deflection of the spot of light of cm. If now switch, is closed 
from 1 to 3, the electrometer becomes discharged, and when the con- 
necting strip is replaced to the position 1 to 2, Sg now heinsr onpn 
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condenser, Ci, shares its charge with the electrometer. If is chosen 
of the same order of magnitude as the capacity, G, of the electrometer, 
the latter will show a marked drop in deflection compared with the 
former, tpj. Let this new deflection be (pg. 

The charge lost by the condenser, Cj, is equal to that gained by the 
electrometer, CVg, where Vg is the feal potential corresponding to the 
deflection cpa- This loss is also (Vj -- Vg), where Viis the original 
potential. 

Le. CV2 = Cl (Vj - Vg), 

or C = = 

\ ^2 / 9a 

w'hence, if is known, 0 may be calculated. 

If the known small condenser has a capacify which is large compared 
with the capacity of the electrometer, the value of 93 will not be very 
different from Oj, and the value of 0, as calculated from the above 
equation, will be inaccurate. 

If no. smaller capacity is available, the following slight modification 
of the method may be made. 

The key, Si, is moved from position 1 and 2 to 1 and 3 , a definite 
number, n, times, i.e. the electrometer is charged and discharged n 
times, until the deflection is finally reduced appreciably. 

At the end of the first sharing of charge we saw above that 
OV3 = Cl (Vi - V3), 

When the condenser, Cj, which is now at potential, Vg, is again 
connected j;o the discharged electrometer, a new common potential, 
V3, will be the result wliere 

^ CV3 = Cl (V3 - V3), 


Cl 


,.V3 


’ Ci+C’ 

v«+i_./ Cl V 
Vi \Ci + c/’ 
or if 9i and 9„+i are the corresponding deflections, 


so, after n repetitions V„ 
V«. 




whence 
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A suitable form of measurable capacity to use in this and the follow- 
ing experiments, which require a known capacity, is a circular, parallel 
plate air condenser having a guard ring. 

The guard ring, GG (fig. 430), surrounds a central plate, A. Plate B 
may be adjusted by a micrometer screw attachment, M, moving past 
a fixed scale, S, so that the distance, d, between the plates may be 
measured, provided the zero reading on the scale is known, whence, 
if plate A has an area A sq. cm., the capacity, C^, in the above 
experiment is 

E.S. units 


9 X 1020 47rd 


; E.M. units : 


, 9 X 10^^ 4:Tcd 


farads. 


To obtain the zero reading of the instrument, the plate, A, is con- 
nected to a quadrant electrometer, and the system is given a charge, 
and then insulated. The plate, B, is moved towards the lower plate 
until the electrometer deflection is reduced to zero. 



To allow for possible irregularity of plate surfach or a slight inclination 
of one of the plates, the effective zero of the condenser,may be obtained 
by a method which consists in finding the value of the deflection of 
the electrometer ( 9 ) for each scale reading of the condenser (d). Several 
values of d and 9 are taken as the plates approach each other. 'Plot 
9 against d. The point where this curve produced cuts the axis of d 
corresponds to the zero of the scale. 

Another form of condenser suitable for the above experiments, and 
which is simply made, is described on p, 663. 

Comparison oS Smal Capacities ^ 

Capacities such as small air condensers may be compared, using the 
method indicated in fig. 431, Sj and Sg are keys made as already 
described, and B is a 2-volt ceU. 




With Sg closed and Sj, open, Gi and the quadrant electrometer are 
charged to a potential, Vj, equal to the E.M.F. of B. 

If now Sg is opened and Sj closed, the charge on Cj and the Q.E. 
is shared with Cg. 

Let (pi be the deflection of the Q.E. before is closed, and (pg the 
deflection after the charge is shared, corresponding to a potential, Vg. 



Fig. 431 

We have CgVg = charge acquired by Cg, and (Cj + C) (Vi — Vg) is 
the charge lost by the Q.E. and Cj, where C is the capacity of the 
electrometer, 

i.e. CgVg = (Cl + C) (Vi » Vg), 

or = 

Vi - Vg Cg - 92 

or _ 

\9i - 92/ 

Whence ’Tjy observing the deflections before and after the sharing 
of the charge, and knowing C, the relation between Cj and Cg may 
be obtained. ^ 

When 9i and (pg are small the corresponding scale deflections, and 
dg cm., may be ifsed in the equation. 

Determination of the Dielectric Cor^tant 
The value of k, the dielectric constant of a medium, may be obtained 
by measuring the change in capacity of a parallel plate air condenser, 
when a parallel plane-faced slab of the medium is introduced between 
the condenser plates. 

The capacity of the condenser when the plates are entirely separated 
hy air is 

.. . 

' ■ ■ ' 4:7td’- : 

where A is the area of the plates and d the distance between them. 
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If the slab of thickness, and dielectric constant, k, is introduced 
between the plates of the air con<ienser, the capacity becomes 
A 


\ d — t 


(- 9 }' 


...(4) 


Thus the change produced in the capacity is numerically equal to 
the change produced when the distance between the plates is reduced 

byi 


(‘-i> 


when air is the dielectric. 


Suppose the capacity be determined when the plates are a definite 
distance apart. Then let the slab be introduced; the capacity increases, 
If now the plates are s^arated until the capacity is restored to its 
original value, the distance, B, through which the plates are moved 
is obviously equal to the equivalent movement produced by the 
introduction of the slab. Thus 


D 




h = 


t- B 


To make a determination of k experimentally a convenient form of 
condenser is a circular parallel plate condenser, one plate of which is 
surrounded by a guard ring, as described on p. 657 (fig. 430). 

Such a condenserois comiected as shown at in fig. 429, the large 
plate, B, being earth-connected and the central plate, A, inside the 
guard ring, connected to switches and Sg. The quadrant electro- 
meter is adjusted, and the condenser, ancPone pair of quadrants 
are raised to Iftie potential, V^, of the cell, by clpsing Sj and producing 
a deflection, cpj or divisions. The key, S 2 .,is then opened, and the 
slab of dielectric is introduced between the plates of Oj. The slab 
should be of uniform thickness and have an area not less than the 
plate, A, of the condenser. 

Since the system has a fixed charge, the effect of the increase in 
the capacity of the condenser is evidenced by a drop in potential to 
Vg (deflection 93 ). The reading of the micrometer adjustment of the 
condenser is taken and the movable plate is then withdrawn until the 
deflection of the quadrant electrometer is again 91 , i.e. the whole 
system has once more the original capacity. The movement of the 
condenser plate (B cm.) is known from the micrometer readings. 

Hence, if t is measured in the usual way, and a mean value taken, 
k may be calculated. ® 

Comparison 0! a Large and a Small Capacity 

The method of comparing capacities given on p. 657 is anolicntlf^ 



when the capacities are of the same order. To compare a large capacity 
with a small one, the method of repeated sharing of charges may be 
employed. This method was outlined for the case where the difference 
in the capacities was not very great on p. 655. Now, when the order 
of the capacity of the two condensers is very different, as in the case 
of, say, I liF., and a simple parallel plate air condenser, w, the number 
of times the charge is shared, must be a large number to cause an 
appreciable change in the potential, or in the deflection, 9. Some 
mechanical means must therefore be introduced to carry out rapidly 
the 71 steps. In fig, 432, which shows the arrangement of apparatus 



for this determination, such a mechanical device, which is described 
later, is placed at M. 

Cl is the condenser^ of small capacity, Cj. A guard ring parallel 
plate air condenser, as described on p. 657 or p. 663, wiP. do very well. 
The distance between tfle plates is fixed and measured {d om.); hence 



The large capacity, Gg, of, say, (xF. is connected to a paraffin 
wax key at 0. 

Mercury cups 0 and 1 are connected together, thereby charging Gg 
to the potential of the cell, E, and the deflection, <pi, of the quadrant 
electrometer corresponding to this potential, Vi, is noted. 

The mechanical sharing device is then set in vibration, and when 
regular, connexion between 0 and 2 is made (1 and 0 being separated). 
At the same time a stop-watch is started. The sharing of the charges 
is carried on for an exact number of seconds, t, until the deflection of 
the electrometer, 9^+1, is from one-half to two-thirds of <pi. 

If the sharing is performed n times per second, N, the total number 
of times the charge is shared, is 




TliJS QUABBANT ELEOTBOMBTJKK OOl 

Now tlie capacity of the electrometer is small compared with that 
of Gg, and may be neglected in comparison with. Cj, hence, as on p. 656, 


/ 

\C. + cj 


/ 9i y _ 

\%+i/ 

itey" 


The mechanical device for sharing the charge of Cg with 0^ is seen 
in fig. 433. (a) shows thd’end view and (b) shows one form of vibrator 
which carries at one end a rectangular piece of copper wire, AB, 


SS' is a flat steel strip (e.g. a steel foot-rule) fastened on an ebonite 
support at the end, S. A coil, C, is arranged over the strip, and a 
current from a cell, E, is arranged to pass round the circuit TKSC, 
causing a maintained vibration in SS'. This apparatus could be very 
simply made from an old electric bell. 

Attached to the end of SS' by means of clean sealing-wax, is the 
wire frame, AB; A is shorter th;|n B, as shown in the end view in {a). 
This is moved up and down by the vibrating spring, SS'. The ends 
of A and B dip into mercury cups, Mj and Mg, in a block of wax. 
B is of sufficient length to be always in the mercury, whilst A is first 




in and then lifted into contact with the small disk, D, at the end 
of the earth-connected screw, P. 

Thus, if Mj is connected to C^, the large capacity, and to M^, the 
charge on Cg is shared with 0 ^ when the wire, AB, is depressed. is 
discharged when AB rises and makes contact with D. The continued 
vibration, thus shares the charges and reduces the value of cp, the 
deflection produced in the quadrant electrometer, 

A method to be followed is, therefore: charge Cg by joining the cups, 
0 and 1, by means of a copper wire mounted on clean sealing-wax. 
ISTote the deflection, 90, produced in the quadrant electrometer. Place 
the copper wire now between 0 and 2, having first adjusted C to a steady 
state of vibrations. Make a careful time estimate from the instant 0 
and 2 are joined until the deflection, 91, is reduced to 91^^.! about 
one-half its original value. 

Now if the value of the capacify of Oj is calculated from the dimen- 
sions of the condenser, the capacity, Og, of condenser, Og, may be 
obtained if n is known. 

If the vibrating bar is of such frequency that its vibrations may be 
counted, w may be estimated by counting the number of vibrations 
in several seconds. For quicker vibrations the frequency may be 
obtained either by matching the note emitted or preferably by attaching 
a light style to the end of the strip, SS', and findmg n by examination 
of the trace produced on a chronograph. 

Such an experiment gives all the terms on the right-hand side of 
equation ( 5 ), and therefore the value of Cg iii E.S. units may be 
obtained. 

The exact value o| Cg m B.M. units may be determined by the 
method given on p. 

The capS’eity of the same condenser is therefore measurable in both 
systems of units. r 

Now . 


Capacity of Cg in E.S. units 
Capacity of Cg in E.M. units 


E.M^umt 
E.S. unit 


whence v may he calculated (see also the following pages). 
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MISCELLANEOUS ELECTRICAL EXPERIMENTS 

Measurement of a Smal Capacity in Electromagnetic tJmts. Comparison 
of the E.S, and E.M. units 

To compare the electrostatic (E.S.) and electromagnetic (E.M.) units 
of capacity, we may find the capacity of a small air condenser in the 
E.S. units by calculation from a knowledge of the dimensions of the 
condenser, and determine the value of the capacity in E.M. units by 
experiment. An alternatiye method is given on p. 661. We have then; 
E.S. unit _ Capacity of the condenser in the E.M. system of units __ 1 
E.M. unit Capacity of the same condenser in the E.S. system 
when V is equal to the velocity of light (3 X 10^° cm, per sec.) (see J. J. 
Thomson’s Elements of Magnetism and Electricity, Chapter XIJ.). 

The object of this experiment is to find v from the above equation. 
A suitable condenser to use for this purpose is a parallel plate air 
condenser, such as the one shown in fig. 430, p. 657. The zero having 
been found by the method suggested in the account given, the plates 
are set a,t a distance, d cm., apart. 

If the area of the plate is A sq. cm., the capacity in E.S. units is 
A 

Cj = — when air* is the dielectric. The same formula gives the 
4:nd 9 

capacity for another simple form of parallel plate air condenser, which 
may be easily made as a substitute for the inisfe elaborate condenser 
described. * , 

This air qondenser is made taking two large sheets of plane glass, 
fig. 434. One sheet is coated with a circular sheet of tinfoil of about 



Fig. 434 


50 cm. diameter. This may be attached to the glass by means of 
Seccotine or shellac. The tinfoil is connected to a wire, W', which 
passes through a small hole in the glass; on the second sheet a smaller 
circular strip of tinfoil. A, is fastened and connected to a wire, W, 
through the hole, H. An annular circular strip of tinfoil is fastened 
outside A, shown at GG in the figure, to act as a guard ring. The 



radius of A is carefully measured. The two sheets of tinfoil are then 
set up as shown, at a JSxed distance apart. This may be done by 
placing three or four stops, BB, between the plates. If BB are small 
pieces of ebonite or microscope slide glass out from the same piece, 
the distance between the plates will be uniform. The thickness of tlie 
stops is measured before insertion, and the stops are then covered 
above and below with pieces j&om the same tinfoil which w^as used in 
the construction of the condenser plates. In this way the distance, d, 
is equal to the thickness of the stops (0-2 to 1 mm.). 

Using either form of air condenser, is calculated. 

To find C^, the capacity in E.M. units, the Wheatstone bridge, 
shown in fig. 435, is set up with resistances, the condenser. 


B 



K, is connected in th§ arm, BO, as shown. One plate of the condenser 
is connected to b which moves rapidly between a and c, so that when 
at c the condenser is charged, and when at a the condenser is dis- 
charged. By a mechanical device, described below, this process is 
carried out regularly n times per second. Under such oiroumstances 
the capacity may be balanced against jq, r^, in the ordinary way. 
When balanced, it may be shown that 

^ „ ri (rg + -f B) + Bfg 






» 3 (r , + B) -h (G + ri) + B) ] 

where G is the resistance of the galvanometer and B the resistance of 
the battery (see, for example, J. J, Thomson’s Elements of Magnetism 
and Electricity). 

The value of B is negli^ble compared with r^, or and Bfa 
negligible in comparison with rp-g or 4. 



Tims 
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1 __ ^1(^3 +^4) 


rgf 4 + (G + ri) (r^ 4 * r^) 

which reduces to 


{ 


1 

nG„, 


(l + - 




4(^1 + ^*3 + G)^ 


G+r4+~(G+r,) 
^3 

LI 




r 2 


5) 


(^’3 + >*4) (^'1 + ^3 + G)/ 

Now when C,« is small, as in the case taken, will be small compared 
with or rj, and the above expression reduces to 

-L = r£i, .,,(1) 

»U,„ rg 

i.e. the condenser acts as though it were a resistance of - ohms. 

nC^ 

To produce a rapid charge and discharge n times per second, the 
apparatus shown in fig. 436 may be used. R and R' are similar steel 



rods fastened in an ebonite block and provided with terminals, as 
shown. A smhll soft iron rod is surrounded Ijy a coil of Tgire, making 
a small eleijtromagnet, 0; from the end of 1^' a light metal style is 
arranged Just to touch a metal plate which is connected to a separate 
accumulator, B. The connexions shown in th6 figure are made and 
the vibrations of the rod are maintained electrically .# 

The rod, R, is loaded, as shown, until it also vibrates with the same 
frequency, which is maintained by means of C. To the end of R is a 
second light metal style (6) which just touches the two plates, a and e, 
at the ends of the vibration. 

The connexions to the condenser and the bridge are indicated, and 
the charge and discharge is thus brought about n times per second. 

To find the value of n, the frequency of the note emitted by the 
fork is obtained by tuning with the note of a variable monochord. 
The frequency may also be measured by use of the dropping smoked 
plate, and the chronograph (see p. 431). The mean value obtained is 
taken as n in equation (1). 

The bridge is then balanced and the values of Tj, rg, found. It 


will be advisable to make these values as Mgh as possible, since is 
very small and great. 

?\ and ^4 may each be 1 megohm (10® ohms) and adjusted until 
a balance is obtained. 

The value of the resistances must be expressed in E.M. units, i.e. if 
rj, 7*3, are in ohms, equation (1) becomes 

1 

wC^ 

Having obtained and G„^ by these methods, we have 


It is advisable to determine n’by at least two methods. A simple 
comparison with a monochord is inadequate, as mistaken tuning of 
overtones is liable to take place. 


Lecher’s Experiment. The Determination of the Velocity of Electric 
Waves in Wires (Ann. d. Physik, Band 41, 1890, p. 850) 

The apparatus necessary for this experiment is illustrated in fig. 437. 
It consists of two square metal plates with sides about 40 cm. long, 
connected by wires about 50 cm. long to two spherical metal knobs, 
FF', of diameter 3 cm., separated by an air gap «f 0*75 cm. 

They are connected by flexible lejtds, W and W', to a large induction 
coil, the primary current for which is supplied by accumulators or the 
supply mains. % 

The plates B and B' ^e plates similar to A and A' placed at about 
4 cm. from them and j^us forming two condensers witl?. air as the 
dielectric. From B and B' are led away two long wires of length about 
10 m. For the greatbr part of their length they are parallel, and 
their distance apart may lie between 10 and 50 cm. This separation 
has to be arranged conveniently, as will be seen later. The ends of 
these wires are connected to the condenser, K, which consists of two 
parallel circular plates of radius, B, separated by air and at a distance, 
d cm., apart. 

In Lecher’s experiment B had the value, 8-96 cm., and d 0*99 cm. 
It will be a good plan to keep to these dimensions. 

When the induction coil is working electric vibrations are set up in 
the wires, the ends of which undergo rapid variations of potential. 
By analogy with the case of a closed o:^an pipe, in which at the closed 
end there occur variations of pressure and at other points of the length 
places where the pressure remains unchanged, we anticipate that at 
some point between B and K there will be no change of potential. 
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A discharge tube is placed close to the ends of the wires, TT', as 
illustrated by GG, 

It is not necessary that there should be metallic connexion between 
the wires and tube. Lecher recommends that this should not be the 
case, and in his experiment glowing occurred in the tube when it was 
10 cm. from the ends. 

The tube may either he held a few centimetres from the ends of the 
wire, or may rest with the glass lying on the edges of the condenser 
plates, as the figure illustrates. 

If the wire be bridged by means of a wire carried on a wooden 
handle, as, for example, at CO', supposing for the present that DD' 



is absent, we expect that there will be a flow* of current across CC' 
unless it happtins that C and O' are always at tjie same potential. Tims, 
generally, QG' will glow less brightly when the wire is bridged. 

But the circuit, BCO'B', has a definite frequency, and on moving 
CC' about the changes in frequency can be observed by the sounds 
from the sparking at FF', . « 

Likewise, CTT'C' has a definite frequency and we may obtain 
resonance between the two circuits, in which case the glowing continues 
although the wire is bridged. 

It was found that the wires could be out in two in this case at C 
and C', and joined separately, as shown in the lower figure, and the 
glowing did not cease. 

The inductive action arises chiefly from the bridge, CC', and if this 
is long the effect is great, while if it is short the effect is small and 
ma,y even vanish altogether. ^ 

If CC' is too long it is not easy to place CC' in the position in which 
the glowing ceases because the energy from it, even when only a small 
disturbance passes through it, is large enough to excite the tube. The 



tulbe remains bright for all positions of CC'. When CC' is very short 
the tube remains dark for all positions of CC'. 

With the above dimensions it will be found possible to find two 
positions, CO' and DB', at which the wires may be simultaneously 
bridged and maximum brightness produced in the discharge tube. It 
must be ascertained that there are no intermediate positions betw’eon 
BB' and CG', between CO' and DD', or between BB' and TT' at 
which bridges may be also placed and leave the tube glowing. We may 
then regard the wires and condensers as forming three resonating 
circuits. 

Since T and T' are always in opposite phases the fundamental 
vibration in BTT'B'B is that in which a half-wave occupies the circuit 
while in BCO'B'B we have a whole wave. 

If L denotes the inductance of the former circuit, and K the capacity 
of the condenser, the period of the oscillation is 
T = 27tV'LK. 


In this case we have neglected the resistance of the wire, as we may, 
since fairly thick copper wires are employed. 

The value of K should be large, but not large enough to make 
the circuit non-oscillatory. Lecher used a condenser of capacity, 
20 electrostatic units. 

The value of L may be deduced from Neumann’s formula for self- 
induction. If I denotes the length of wire in the circuit, TBB'T'T, 
including, of course, the bridge, and its radius*of cross-section is r, 
we have ^ 

L = 2Z Wogg ~ — 1 ) electromagnetic units. 

V ^ / « 

The value of K expressed in this system of units is 




Thus 




X 10-10 X 




The wave-length is obtained from the circuit, CBB'C'G, and if GB 
is of length, a, and the bridge of length, b, we have 
X = 2 (a -f 6). 

Hence the velocity, c, is given by 
X . 


y d 
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Tlie experiment is performed by stretching two long wires not less 
than iO m. in extent along the laboratory and clear of metal pipes. 
The distance apart should be about 40 cm., and the capacities may ail 
be formed of sheets of tin of the dimensions given above. The capacity, 
K, must be set up so that the plates are parallel, and its dimensions 
should be very carefully measured. Likewise the diameter of the wires 
must be accurately determined by means of a screw gauge. 

If the wire is sufficiently long, a third bridge may be inserted simul- 
taneously with the other two, and a second determination of wave- 
length is then possible. 

Lecher gives the following values observed in one of his experiments 
which are useful for comparison: 

Total length of each wire, 1122 cm. 

Distance between 0 and D, 939*6 cm. 

Length of bridge, 42 cm. 

Length of wire in DTT'D'D, 303-2 cm. 

Diameter of wire, 0*1 cm. 


Interest in this form of the experiment is now chiefly historical. In 
its modern form the parallel wires should take the form of thin brass 
rods two to three metres long. A loop of wire is used to connect the rods 
at one end and, by means of a valve generator, oscillations should be 
generated in the system, the loop being used as a pick-up. The tube 
detector should be replaced by a thermal detector and the distance, 
CD, measured betv^en two positions in which the detector shows 
maximum current. As before, X =*= 2 (a +6). The generator should 


give simple oscillations of 50 to 100 cm., so that more than one length, 
CD, may be obtained corresponding to the maximum reading in the 
* X 3x® 

detector. In this way X, and possibly — *may be measured. The 


experiment illustrates a simple method of dete^jmining the frequency 


of oscillation of a generator from the formula v,= 


c 

x’* 


Measurement of ^ and V for Cathode Rays 
m 

The measurement of ~ , and of v, the velocity of the electrons in a 
m 

cathode stream, may be carried out, using the apparatus described 
later, by applying a magnetic and an electrostatic field of measurable 
magnitude and observing the deflections produced in the cathode 
stream. * 

We will first briefly consider the effect of such fields on a moving 
electron. 



In fig. 438 let OX be the undeviated path of the electron, of mass, 

m, charge, e (E.M.U.), and Telocity, : 

If noT" a uniform magnetic field, H, be applied parallel to OZ, at 
right angles to the plane of the paper, the electrons will be deflected in 
the same manner as a current- conTeying conductor in the magnetic 
field. 

■ , .Y 



• X 


In this case the electron stream is equivalent to a current, ev, in a 
direction, X 0, since the electron has a negative charge; the force 
causing the deflection upwards is therefore Hev per electron, and is 
always normal to the direction of motion, and tp the direction of the 
field, H. The path of the electron^will, therefore, be circular. If p be 
the radius of curvature of the deflected path, we have 

• • P 

In the case of a umft)rm electrostatic field the deflection produced 
is in the opposite dijection to the field, for such a negative charge. 
The electron passing through the field of strength, E, and parallel to 
OY, is subjected to force, Ee, in a direction parallel to YO (E in 
E.M.U.). 

If both fields are applied simultaneously the deflection will be the 
result of both, and, if suitably adjusted, the fields may be made to 
produce deflections which neutralize each other, i.e, the force on the 
electron Hev upwards and Ee downwards become equal and opposite: 

E 

Hew — Ee = 0, or iy = ...(2) 

Consider the above expression for the radius of curvature and refer 
dv ^ 

to fig. 438. By adjusting H, — can be made small and 

■ ■ ■ dx 

compared with unity. 


\dx/ 


negligible 
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hence 


Whence 


d^y_ 

dx^ 


H _e 
V m 




...(3) 


where ^ is the displacement produced by the field H, the integration 
being carried from the point where the electron enters the field up to 
the point at which y is measured: 

e vy 


m lU^Ax-\dx 

It is seen, therefore, that for known electric and magnetic fields, 
- and V may be obtained. 


Further discussion of the above results are postponed until the 
general experimental method has been described. ^ 

The form of apparatus first used by Sir J. J. Thomson is fre’quently 
used for this experiment. Fig. 439 shows its essential features. The 



Pig. 439 


long glass tube contains a plane-faced cathodi, C, a ring anode, A, 
and is provided with a mica screen pierced with a .small hole, M, at 
the centre. P, P' are two parallel plates which are long compared with 
the distance between them and which may be connected to an external 
source of potential. F is a fluorescent screen, very lightly graduated 
in millimetres. C and A are connected to a good induction coil, the 
commutator of which is arranged so that C is the negative terminal. 
The electron stream, leaving the cathode normally, passes through A, 
and a narrow pencil passes through M and strikes the screen, F, making 
a small luminous patch on the scale. The interrupter of the coil is 
adjusted so that a steady outpi^ is obtained. 

The tube from M to F is covered on the outside by thin, sheets of 
tinfoil, connected to the earth, to shield it from stray electrostatic 
effects. 



It is first fixed in some definite direction relative to the permanent 
magnetic field, i.e. the earth’s fi,eld. If placed normal to the horizontal 
component of the earth’s field, the electron will suffer a slight initial 
deflection. This deflected position may he observed; and later the 
magnetic field, when applied, is measured independently of the earth’s 
field. The change in deflection due to this is noted. For many purposes 
this method is advisable. Another method is to place the tube in the 
direction of the horizontal component of the earth’s field. 

The path of the electron thus coincides with the direction of the 
horizontal component and will consequently suffer no deflection due 
to this. The vertical component of the earth’s field will only cause a 
lateral displacement of the luminous spot, and is thus of no account, as 
we are measuring vertical displacements du§ to an applied horizontal 
field. 

Two large bar magnets are now arranged normally to the tube, 
parallel to the face of the plates, P, P’, and at such a distance 
from M that only a very slight effect is produced on the electrons 
before passing through the hole. For if the magnetic field between 
A and M is large, the electron stream will be deflected before passing 
through M. Those electrons which pass through M do not do so along 
the axis of the tube and therefore the deflection measured on the 
screen, which we consider due to the field between M and F, will 
be too great, A trial experiment will show the order of deflection 
produced at F, 

To introduce an electrostatic field the plates, P, P', are connected 
to a constant source of potential, ^A nest of small accumulators or a 
battery of small dry cells serve this purpose well. If these are not 
available the plates mcy be connected to the mains of the electricity 
supply, threugh a water- resistance, but usually this is not sufficiently 
steady. e ». 

If the plates are not too far apart we may take the field, E, so 
produced as a uniform field and of an extent coinciding with the limit 
of the plates, i.er, neglect the end corrections if the plates are close 
together. 

Apply a constant potential difference to P, P' and note the deflec- 
tion; then introduce the bar magnets in the direction required to 
reduce this deflection and arrange the poles N and S (fig. 440) 
symmetrically and at such a distance apart that the field is of the 
sufficient strength to reduce the deflection to zero, i.e. fix E and, adjust 
H to balance. 

It is important that the leads from the coil to A and C sliould be well 
insulated from the rest of the apparatus, and that one plate, P, say, be 
connected to earth, otherwise troublesome leakages may occur. 

Having obtained a balance, measure the potential difference between 
P and P' by means of a high-resistance voltmeter. 
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i'.’.iove the source of potential and note the deflection due to the 
field alone. Let this be y cm. 

be apparent that the magnetic field used is not a uniform 
one, therefore the value J[JHda:]d!cc of equation (4) must be found 
graphically. 

In order to compute the integral directly in this way two graphs 


UZHl 




dZ -l 


Fig. 440 


are required and the procedure is laborious. This double process can 
be avoided by expressing the integral in another way. 


Let 


^Bclx so that ™ = 
1 0 ® ax 


The value of 1 Fdx is required. • 

® Jo ' 

Integrating by parts: • • 

{’mx == - ^x^^dx = Z 

Jo L Jo Jo Jo * Jo 

= [ (Z - X) Bdx. • . 

Jo 

Thus, a table of values of H and (Z — x) is required from which the 
product (Z — a?) H is plotted against a? and the value of the integral is 
derived in the usual way. The accuracy of the evaluation may be 
improved by writing 

H = H+7i, 

where H is the average value of H and h will be found in practice not 
to be very large. 

Thus, the above integral ma;f be transformed into the form 


f'*- 


X) Rdx = l-Z^H + 


(Z- 

Jo 


x) hdx. 


41 



To the table of values add a column of the values of h, and instc t 
of ^dotting {I ~ x) H plot {l—x)h against x. The integral, 

comes out as a relatively small correction, so that any error in the 
measurement of the area under the graph is not important,* 

The positions of M and F are marked on the bench (fig. 441), and the 
tube is removed, care being taken that the magnets are not disturbed. 



1m 
Fig. 441 


A central line, MF, is drawn and subdivided by points, 1 or 2 cm. 
apart. The value of the field, H, at each point is then obtained. 
This may be done by means of the fluxmeter, or by means of a 
magnet. 

Determination of the Field by the Fluxmeter 
The fluxmeter is set up and the mirror arranged to reflect a beam 
of light from a lamp on to a scale one metre from it. The search coil 
of area. A, and contaming n turns is placed at P (fig. 441) at right 
angles to the field- at its strongest point. The deflection is noted. The 
search coil is then reversed and the deflection again noted; the total 
deflection so obtained is halved, to give the value corresponding to 
the field, H„i. The mirror deflections are then standai’dized against the 
fluxmeter scale and the value of is obtained by dividing the flux, 
corresponding to the throw observed, by the product, nA. 

For jiomts such as Q, away from the point, P, the magnetic field 
will be comparatively small. The deflection produced in the fluxmeter 
will be correspondingly reduced, and the value of the field, Hq, at Q 
will probably be inaccurate. To increase the deflection produced, a 
search coil with a larger number of turns should be used. 

* This method of making the calculation was used by Sir J. J. Thomson. We are 
grateful to Prof. H. R. Rohinson for calling our attention to it. 
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Using a fluxmeter with a search eoil placed with its plane normal 
to NS and parallel to FM, the throw observed corresponds to the field 
normal to the axis of the tube (FM) due to both poles of each magnet; 
that is, the fluxmeter values are those effective in producing the 
deflection. The earth’s field, which produces no vertical deflection, 
also produces no effect on the fluxmeter since the plane of the search 
coil is in the magnetic meridian. 

If the tube is placed in an east and west direction the value of the 
dcflLecting field will be equal to the observed field, plus or minus the 
earth’s field, for in this case the fluxmeter readings include the hori- 
zontal component of the earth’s field. 

If the field magnets are very long, compared with the distance, MF, 
the values of the field, H, at points, Q, along MF may be calculated 
from the fluxmeter readings at P; and the distances, PQ ~ l and 
NS = 2d. Under such conditions the effects of the distant poles are 
neglected. 

The field at Q normal to FM is 

rr i'm + m') d • 


where m and m' are the pole strengths of N and S. 
Also the field at P is 

m m' 

therefore (5) becomes 





When such a method is justifiable, H at all points ''along FM is 
calculated from the observed maximum valtfe at P. 


Determination of H by means of an Oscillating Magnet 
A small needle is allowed to oscillate freely at each point 
marked qn the line, MF, the axis of the needle being arranged at a 
height above the table corresponding to the axis of the tube when in 
position. The time of oscillation of such a needle is 



where I is the moment of inertia of the needle about the axis of sus- 
pension, M the magnetic moment of the magnet, and H the field in 
which it is placed. 

As a preliminary standardizing experiment the needle is allowed to 


oscillate freely in a position well removed from the magnets, i.e. in the 
earth’s field only. If is the known value of the earth’s field 

or V = A whore i 

The value of T for each point is obtained, hence H at each point 
being we have 

...(7) 

This gives the value of the defiecting magnetic field so long as the 
needle when at rest sets normal to MF; for points near the screen 
and aperture this condition will not hold as nearly as for points close 
to the magnets, owing to the presence of the earth’s field. 

The v^lue of the field actually measured is R, the resultant of H 
and Hq. 

If, therefore, the magnet is brought to rest and the inclination of 
its axis with PM, 6, be measured at each position, we have 
H ~ R sin 0. 

Equation (7) should be written 

nn 2 

and therefore * 

'• H = 5LH,8me. , ...(8) 

Tabulate results as beltow: 

Ho= 


Distance 
from 
aperture 
{in cm.) 


sixiQ 

Time 

for 

20 

swings 

T 

T® 

H= Ho Bins 

0 

2 

4 

etc. 








Use this table in the method described for computation of the double 
integral by means of the single graph. The integration is carried out 
from the aperture, M, to the point, P, on the screen. 
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In the case of the electrostatic field the limits of the field are assumed 
to he the limits of the plate. 

V 

The field, E = where V is the potential in electromagnetic units 

(10-® volts) and D is the distance between the plates in cm. 

Now consider the deflection produced by the electric field. 

We will assume that the electrostatic field set up by the potential 
on the plates is E electromagnetic units. The force on the electron is 
therefore Ee parallel to the field and not normal to the path as in the 
magnetic field. The equation of motion in this direction in the notation 
of fig. 438 is therefore 


dt^ 


— Ee, 


dx 


and since v, the velocity of the electron in the path, is - we have, by 

dt 

integration of the above equation, 


e^y . 


= E ~ B, 
m 

= E - i + B. 


..(9) 


Now the value of at E (fig. 442) is obtained by putting t equal to 
dx 



the time, the electron takes to travel the length of the plates, and 

since when i — 0 and ^ = 0, B = 0 and vt^ — p, the length of the 
dx 


plates, 


% _ 

dx 


E 


e p 


which is the value of the tangent at E of the path OE. On leaving 
the electrostatic field the electron continues along the tangent EG, 
striking the screen at G. Butting angle GEK = y, 


tan Y : 


= E-^. 
mv^' 



Now from (9) we haye, for any point, x cm. from the begimimg of 
the electrostatic field, since x = vt, 

dx mv^ 

-nxT Ptt ^ j 1 f-ct e 1 ^ e 

or EN — I E — . (^oj ~ - I E — , I — - E -• 

Jo 2 L m 2 mv^ 

Thus the total deflection on the screen is O^G. 

OiG = OiK + GH 

Efii)2 , _ ■ 

= S?/S + L) 

Since OiG == y, for when the two fields are acting no deflection is 
produced, we have numerically; 

“““ + l') = - i J[J mx] dx; 

*" mv^ \2 / m 


4 


...( 10 ) 


l[l'Rdx’\dx ' 


pE 


...( 11 ) 

...(12) 


m lUndzIdx 
Thus every term is obtained for substitution ki (11) and (12). 

Hence ~ in B.M.U. and v in cm.^per sec. are obtainable. 
m 

Repeat, using a higher potential difference between A and C; note 

the increased v but the same value for — 

^ m 

Another way of finding — and « which involves a greater uncertainty 

r r ^ 

than the above method eliminates the electrostatic field. 

The induction coil is adjusted as in the last method, so that the 
output is uniform, i.e. when the magnetic field is applied the spot of 
luminescence is not drawn out into a very long patch, showing tliat 
the velocity of the electrons is approximately constant. 

Suppose the potential applied to the terminals A and C be V.E.M.U., 
we have 

Ye = ...(13) 

Also by a magnetic deflection, as already described, -we have from 
equation (4) 




...(4a) 
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Hence, dividing (13) by {4a) 

KJH*]* 

Hence ® _ 2Vy^ 

m~ {J[J Hd»3 dx}^' 


...( 14 ) 

...(15) 


To find y and J[ J Hda;] dx, proceed as already described. The 
determination of V may be made approximately by arranging an 
alternative spark gap in parallel with the terminals of the induction 
coil and A and C. 

The spark gap should consist of two equal-sized smooth, and polished 
spheres of known diameter, and their positions so adjusted that a 
spark will only occasionally pass when the tube is connected. The 
value of the potential is then obtained from tables, knowing the 
diameter and distance apart of the spheres. 

Tor such tables, see Kaye and Laby, Physical Constants, 

Thus for balls of 2'0 cm. diameter in air we have: 


Spark gap in cm. 

0-5 1 0-8 

TO 

1-5 

i 2-0 

t 

Potential x in volts 

17-5 1 26-0 

30-8 

1 

39-0 

47-0 


RADIOACTIVITY AND CONDUCTION OF ELECTRICITY 
THROUCip CASES 

Saturation Curve 

The object of this experiment is to determijjfS the relation between 
the potential ’difference applied to an ionized gas, and the resulting 
current. Two metal plates are supported hori^pontally by ebonite rods, 
a fixed distance apart. The lower plate is coated thinly with a radio- 
active substance, say uranium nitrate, and is dbnneoted to a battery 
of cells. The point of contact of this connecting wke is variable and 
the other end of the battery is earth-connected, so that the applied 
potential may be any multiple of that of the single cell. The upper 
plate is connected to one pair of quadrants of an adjusted quadrant 
electrometer, and to a mercury cup of a key of the type shown in fig . 424. 
The second pair of quadrants is joined to the second mercury cup, 
which is earthed. When the mercury key is closed the four quadrants 
are all at the same potential (zero). 

To carry out the experiment, the potential of one cell, say two volts, 
is applied to the lower plate, the mercury key is opened, and the 
resulting charge acquired per second by the quadrant is observed by 
timing the rate of movement of the reflected spot of light of the electro- 
meter. The charging up of the electrometer should be regular, i.e. the 



time taken to traverse one centimeijre of th.e scale should be constant. 
This is timed vdtb. a stop-watcb. over, say, 20 cm., and the number of 
divisions per second calculated. The key is then closed and all quad- 
rants earthed. The process is then repeated two or three times and 
a mean value obtained. 

Similar observations are then made when the potential of two, three, 
four, etc,, cells is applied in turn to the coated plate, until further 
potential produces no increase in the rate of movement of the electro- 
meter needle. 

Having by this method obtained the rate of charging of the 
electrometer, the corresponding currents may be calculated from a 
knowledge of the sensitivity of the instrument and its capacity, as 
obtained by the methods given on pp, 650^ and 655. Hor example, 
suppose the sensitivity is s divisions per volt, the capacity h, and for 
one potential on the plate the number of divisions per second is D. The 

increase of potential per second is ~ volts, and the quantity of elec- 
s 

* JcD 

tricity given to the quadrants per second is, therefore, — , where k, D, 


and s are in the same units. As described above, k will be in electrostatic 
k 

units, and is therefore equal to E.M. units, or farads; 

^ 9 X 1020 ’9 

the current is therefore — amperes. The results obtained are 

95 


then represented graphically, the kjnization current being plotted as 
ordinate, and the applied potential as abscissa. It will be found that 
the general form of th^curve is similar to that of fig. 439. 

Eepeat tlie above serj,es of observations for one or owo values of 
the distance between thg plates, and note the effect on thp saturation 
current and the potential required to produce saturation. 


Note 

It may be found that, when measuring the movement of the needle 
for the higher values of the potential, some uncertainty arises due 
to its rapi^ty. In such a case insert an air condenser in parallel with 
the electrometer and adjust the distance between the condenser plates 
to produce a slower movement of the needle. When calculating the 
current from such observations, k in the above foi'mula is the sum of 
the capacity of the condenser and the electrometer. 

The Gold-leaf Electroscope 

Eor many measurements of the ionization produced by X-rays, 
P-, or Y-rays,t he gold-leaf electroscope is often used. There are 
many forms of this instrument; but a simple one, which will be found to 
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be very useful for many laboratory experiments, is illustrated in 
fig. 443. 

A cubical box of about 12 cm. side is cast in aluminium, or otherwise 
built up. The inside faces are made smooth and the comers rounded. 
The box is finally closed by a ‘lid’ of thin aluminium foil. In 
opposite faces are two windows, as shown by the broken lines. Tliese 
windows are closed by pieces of glass or of split mica, attached with 
sealing-wax. 

From an ebonite collar is suspended a brass rod, A, about 2 cm. 
long. This rod carries a sulphur plug, S. The sulphur plug is cast by 



melting pure sulphur, care being taken that it does not turn dark 
brown during this process, as this impairs its insulating properties. 
Insulated from A by the sulphur plug, S, is a thin strip of brass, B, 
a few mm. broad and about 1 mm. thick. A thin strip of gold leaf, Gr, 
is attached to B by means of shellac. The gold leaf is cut by taking 
a sheet of the leaf between two sheets of the paper pages in the book 
of gold leaves, and cutting with a sharp razor on a paper pad. T' is 
a terminal in contact with the case, attached so that the latter may be 
readily earthed. 

A charging rod, CH, with ajj insulating handle, H, is capable of 
rotation in an ebonite collar, and is of such a length that when turned 
it makes contact with B, thereby charging the gold-leaf system up to 
the potential to which T or CH is raised by a battery of cells or a 



rubbed ebonite rod. When BG is charged, 0 must be insulated and 
then earthed by touching the case of the electroscope. 

The leaf is viewed by means of a low-power microscope, through 
the windows. To aid this, daylight or artificial light is reflected, by 
means of a small piece of plane mirror, through the windows towards 
the microscope. In the eyepiece of the microscope is a graduated glass 
scale. When the leaf is charged, it moves across the field of view of 
the microscope and its image is arranged to coincide with an extreme 
graduation. When CH is turned away &om B, the leaf should remain 
charged for a considerable time. 

The natural leak of the electroscope is first determined. When 
the room is dry and free from radioactive contamination this should 
be small. ^ 

The leaf is charged and viewed by the microscope (C being turned 
away from B). Care is taken that’ the microscope and the electroscope 
are not moved relative to each other during, or subsequent to, the 
observations; and the time is taken for the gold leaf to move over a 
defimte<> range of scale readings. Let the number of divisions per 
second be n^. Uq is the natural leak of the instrument. 

If an instrument is to be serviceable this leak must be small. 

p-Ray Absorption 

An electroscope is set up as described above and its natural leak is 
measured. The radioactive source is set up at affixed distance from 
the thin side of the electroscope,* with a thick piece of lead sheet 
shielding the latter from the rays. A convenient source of p-rays may 
be made from old IJeoken emanation tubes. The Ra E present 
gives out P-says. , • 

The leaf is charged, casing a deflection beyond a certain mark and 
the lead sheet is removed. The ionization produced causes the electro- 
scope to discharge. When the image of the leaf coincides with the mark 
a stop-watch is started, and after a convenient fall the stop-watch is 
stopped. This is repeated several times, taldng care that there is no 
relative movement of the source, the electroscope, and the microscope. 

The mean value of the time is obtained. From it the number of 
divisions traversed per second by the leaf, n^, is obtained. 

The rate of movement due to the ionization produced by the radio- 
active source is («i — 

A sheet of aluminium of about 0-015 mm. thickness is then placed 
between the source and the electroscope (near to the latter) and the 
rate of movement is obtained as alcove. The ionization due to the 
P-rays passing through the aluminium is (% -- Hq). This is repeated 
with an increasing number of sheets of aluminium of known t]iicknes.s, 
and (» — no) is plotted against the total thickness of aluminium 
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interposed; log {n — «(,) is also plotted against t. For many sources 
this latter curve is a straight line. 

The relation, I — may he taken as representing the relation 

between Iq, the intensity of the imintercepted beam and I the inter- 
cepted beam, [l being the mean absorption coefficient of the I’ays in 
aluminium. 

Now I is proportional to the ionization produced, i.e, to (n —■ Wo)> 
hence ^ — 


or 


2-303 


• logi, 


(»1 - ng) 

(n - Wo) ’ 


where n is the observed late of movement when the rays have passed 
through a thickness, t, of aluminium. For the p-particles from Fa E, 
[x = 44 per cm. 


Absorption Coefficient of y-Rays , 

The determination of the absorption coefficient of y-rays may be 
carried out in a similar mamier to the above, but in this case a suitable 
absorbing substance is lead foil. 

If the radioactive source also emits P-rays, these should be first of 
all absorbed by a thin sheet of lead foil and the emerging radiation 
may then be examined by interposing successive sheets of lead foil. 

On plotting the IcJgarithmic curve of ionization against the thickness 
of lead, a straight line indicates n homogeneous beam. If the curve 
is not straight it may, as a rule, be analysed into two or more straight 
lines, from the slopes of which the coefficient dI' absorption in lead of 
the individu^ radiations may be obtained. , » 

In all the above cases the electroscope is connected by means of T' 
to the earth, but if any stray electrostatic fields are present in the 
room (e.g. Wimshurst machines, induction coils) it may be necessary 
to enclose the whole apparatus in a large earth-connected tin box, e.g. 
a biscuit tin, to shield it from stray effects which cause erratic move- 
ments of the gold leaf. 


The Decay of a Eadioaetive Substance 
The rate of decay of a radioactive body may be expressed by the 
relation 

]Sr = Noe-^^ ...(16) 

where Nq is the original number of atoms present, 

N is the number after a time, t seconds, 

X is the transformation constant. 

The constant X is characteristic of the radioactive body and, as may 



be seen below, is equal to the jGfaetion of the atoms which break up 
per second; for from ( 16 ) above, 

d!N -HT V4 


Another constant, called the half value period, T, is also charac- 
teristic of the substance. T may be defined as the time in seconds 
during which the activity of the substance is reduced to half the 
original value. It is related to X in the following way:* 

rr 1, O 

T = -loge2= 

To find the constants X and T for radium emanation a radium 
emanation tube, not more than three or four, hours old, is used as 


The Source is placed at a fixed distance from the electroscope as 
before, and the rate of movement is obtained, say, n^. The net rate 
of movement is Wj — w® should be determined before and after 
each value of n^, as it may vary mider these circumstances. The time 
at which the observation is made is noted. After an interval of twelve 


hours the observation is repeated. In the interval the source is screened 
by a sheet of lead foil, the electroscope is charged up, the lead is removed, 
and the gold leaf is timed always over the same r(^ge of scale readings. 
This is repeated for ten or twelve d^ys. 

The value of (n is plotted against the mean time of the 

observation, and a grd!|)hical representation is then available of the 
decay of the^y-ray activity of the source. 


* The student should consult Eutherford, Radioactive Transformationsi Makower 
and Geiger, Practical Meaai/^ements in Radioactivity; and a small summary. Radioactivity 
and Radioactive Transformations, Chadwick. 


CHAPTER XXV 

THERMIONIC EMISSION AND VALVE CHARACTERISTICS 

TheraoioniG Emission 

O. W, Richardson has shown that the electron current per square 
centimetre from a heated metal surface when the electrons are in 
equilibrium with the metal at an absolute temperature, T, can be 
expressed as a function of T according to the following formula; 

&0 

i = AT^e“ T . 


i denotes the current density, is .a constant dependent upon the 
nature of the surface, and A, according to theory, is a constant for ail 
pure metals, its value being 60*2 amp. per sq. cm. per (degree) 2 , 

In actual experiments it is found that A varies over the range 
3 to 100. 

Eor an emitting surface of any area, S, the total current, I, is 
obtained from I = iS, and writing the equation in a form convenient 
for use in the experiment to be described. 


logio 


L 

rpa 


= logic B 


^0 

2-303T 


The constant, B, will contain th^ area of the filament emitting the 
electrons as a factor and will be a constant for the particular material 
Supplying the electron current in the experinywit. This will usually 
be thoriated tungsten. ^ 

The object is now to verify this formula and to determine the two 
constants. J’rom bg the work function at absolute zero, 9 ^, for the 
substance may be obtained, for in the course of the derivation of 


the equation bg is substituted for 


e<Po 

k ’ 


wherb e Is the electronic 


charge (1-59 X lO"^® E.M.U.) and k is Boltzmann’s constant 
(1-37 X lO”^® ergs per deg.). <Pq measures the potential difference 
through which the electron can be considered to move in escaping from 
the surface at absolute zero. In other words, 69 ^ measures the work 
necessary to move the electron from the surface. Thus 90 1® measured 
in units of potential and should be recorded in volts, e.g. for platinum 
its value is 6-27 volts. 

In the original experiments ^a wire was situated inside a metal 
cylinder in a highly evacuated tube. It is now convenient to make 
use of a diode or a triode in which the grid and plate are connected 
together. 



The filament is supplied with a current and is thus heated and emits 
electrons. If a potential difference is maintained between the filament 
and plate a current is detected in the anode circuit, and may be 
measured either by a calibrated galvanometer or a micro-ammeter. 

In order to measure the temperatme of the filament, its resistance 
is determined and the temperature is deduced from the resistance- 
temperature relation. 

The arrangement of the circuit is illustrated in the diagram (fig, 444), 
In this figure t denotes a small resistance capable of carrying the 



heating current to the lament. and Rg denote high resistances. 
R is a variable resistance hy means of which the current to the filament 
and consequently its'"temperature can be varied. The ammeter, A", 
serves to control thq magnitude of the filament current. The high 
tension on the plate must be sufficient to produce saturation, and the 
condition of saturation should be verified by the fact that, as this 
tension is varied, the current in A remains constant. 

There are two parts to the experiment: [a) the measurement of 
temperature, and (6) the measurement of the anode electron current. 

Measurement of Temperature 

Langmuir has determined many electrical constants for tungsten 
{Qtn. Elec. Rev., XXX, p. 354), and in particular has obtained values 
of the specific resistance, a, over a wide range of temperature. The 
results can be summarized in the following formula: 

o = <^0 (1 + 
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where cr denotes the specific resistance at the centigrade temperature, t, 
and ffo is the value at 0°G. The values of the constants are 

a = 5-238 X 10-3, p = 0-700 X 10-«, y = 0-062 X lO-^. 
Thus, for a tungsten wire, the dimensions of which do not vary 
appreciably, the resistance-temperature relation may be taken as 

E>/ = Bifl (1 + ai -f -f- 

The value of the resistance at 0°C., R^, is required for the puiq^ose 
of the calculation. In order to determine this vahie by experiment, 
it would be necessary to cool down the wire to 0°0. It would be 
difficult to do this in the ease of the diode or triode, and the resistance 
should be measured at room temperature, t, R^ being deduced by means 
of the formula. • 

- R 

A graph should then be plotted of ~ against t, from which 

Rfl 

temperatures can be determined as a result of measurement of R/. 


Measurement o£ Current 

After ascertaining that the condition of saturation has been reached, 
the value of the anode current, I, is measured for various filament 
currents. The latter are obtained by varying the rheostat, R. In each 
case the filament resistance is measured and its temperature deter- 

III 

mined. From these observations a series of values of “ , log ~, and ~ 


I I 

are tabulated and a graph drawn of log — against - . From the intercept 

u »*-*■ 

on the axis oi^iog ~ the value of log B is determined and from the 
^ X A 


slope the value of b^, and hence of (p(„ is obtained. 

The object of the experiment is attained in*the demonstration of 
the linearity of the graph, which is a verification, of the law of electron 
emission and in recording the values of B and 9 ^. 


The Characteristic o£ the Diode Valve 

The diode is the simplest form of a thermionic or electron valve by 
means of which it is convenient to begin the study of the practical 
applications of thermionic emission. 

It consists of an evacuated vessel containing two electrodes. One 
of these is a filament of wire which can be heated so that it emits a 
stream of electrons and the oth^ is placed opposite to it, and consists 
of a metal plate known as the anode, or simply as the plate. The 
filament is also described as the cathode. These names, taken from the 
nomenclature applied to voltameters, imply that the current flows into 



the apparatus at the anode and out at the cathode. The current 
actually consists of a stream of negative charges flowing within the 
tube from cathode to anode, giving externally the effect suggested by 
the nomenclature. 

The cathode may be heated directly by passing a current through 
it from a battery of cells, but it is preferable to use an indirectly heated 
cathode in which the emitting surface is heated by a filament insulated 
from it. 

The electrical properties of the diode are recorded by drawing a 
graph of the relation between the current flowing between the elec- 
trodes, described as the anode current, and the difference of potential 
between them. The curve obtained is described as the characteristic 
curve of the diode. ^ 

A theory has been developed which gives the relation between these 
two quantities, but certain assuniptions made would suggest that the 
result can only be an approximation to the characteristic found 
experimentally. The relation is 

I = AVS, 

where I is the current and V the potential difference. 

A is a constant depending on the design of the tube and independent 
of the temperature of the emitting filament. The characteristic curves 
drawn for different filament temperatures suggest this independence, 
for they coincide over a considerable extent of their length; almost 
until conditions of saturation are reached, and the relation is no longer 
valid. * 

In order to construct the chaifccteristic the filament should be 
supplied with current from a battery of a few volts. A 2-volt accumu- 
lator is often sufficient. ^'The potential difference between the electrodes 
should be varied to a maximum of about 110 volts, and is obtained 
from a constant JD.C. supply. 

A simple way of carr3dng out the experiment to avoid the use of 
a voltmeter is to place a resistance mat, divided into equally spaced 
tappings, about ten in number, across the supply. A total resistance 
of 400 ohms is suitable. The mat then forms a potentiometer and ten 
points are provided for the characteristic. 

The actual magnitudes are determined by the fact that the curve 
should be dravTi well into the region of saturation. The current can 
be measured by means of a milhammeter or shunted galvanometer, 
but, if the latter is used, the experimenter should record the actual 
current in miiliamps, and not be content merely to record a deflection 
proportional to the current. The reason is that in work with valves 
actual values of the quantities are important. In the present ease the 
actual values are not required for drawing the characteristic, but the 
opportunity should not be lost at this early stage of valve experiments 
to become acquainted with actual magnitudes. 
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A simple way of obtaining the variations required in this ease is to 
shunt a galvanometer, using a small shunt resistance at first. Then 
arrange that, with the maximum potential difference and maximum 
heating, the galvanometer deflection is as large as possible. 

The heating current may be varied by placing a resistance in series 
with the filament battery, and may take the form of a piece of Eureka 
wire (22 gauge), the length in the circuit being varied. 

For different filament currents, and consequently for different 
temperatures (T) of the emitting surface, characteristics will be obtained 
similar to those in fig. 445. 



The curves may be divided into two parts: (1) a part common at all 
temperatures in which the current is limited by^the space charge, and 
(2) the part cyrresponding to conditions of saturation. 

Filaments which are oxide-coated, and to* a less degree thoriated 
filaments, do not show a well-marked saturation value. 

The experiment may be carried out with a (jj’iode valve if a diode 
is not available. In this case the anode and grid are connected together 
by a wire to make virtually a single plate. 

The Static Characteristics oS a Triode 

In the experiment on the diode characteristic the relation between 
two variables was investigated. These were the anode current and 
anode voltage. The relation obtained for the space charge limited 
region was independent of the temperature; the equation of this 
characteristic can thus be represented in the general form 
B’(I«,Va) = 0. 

The approximate special fornf applicable to the diode is 


where A is a constant. 



In the case of the triode, the potential on the grid is an additional 
variable. This potential is negative in the normal use of the valve, 
and it affects the electrostatic field near the cathode, with the result 
that it controls the number of electrons arriving at the anode. 

To the variable anode current, and anode potential, V„, occurring 
in the case of the diode, a third, Yg, is added, denoting the potential 
of the grid. Both these potentials are measured with respect to the 
cathode. 

There is a relation between these which can be expressed in the 
general form 


The meaning of this is simply that the plate current depends both 
on the anode and the grid potentials. 

When conditions are steady with definite potentials applied there 
is a definite current flowing through the valve. A negative stream of 
charges passes from filament to plate, none being lost to the grid, if it 
is maintained at large or moderate negative potentials. It is important 
to study the changes which occur when one of the quantities is 
varied. It is the variations 81^, SV^, and which are important; 
these will be denoted by 4;^, and Vg respectively. 

In order to obtain a plane graphical record of the behaviour of the 
valve the relation between two variables is studied when the third is 
kept constant. Thus, with Vj, constant a graph can be drawn showing 
the relation between 1^ and V^. Snob a graph isrdesoribed as a static 
characteristic of the valve. The l^rm static implies that one of the 
variables is fixed and the record obtained is characteristic of the valve 
itself independent of circuit into which it is introdneed. 

The fact ^hat there is a relation between the variables implies a 
relation between certain important, quantities which ’jye measure. 
There is an analogous case in the study of the behaviour of gases. In 
this case the equatioiH of state, the ideal gas equation, the equation 
of van der Waals, or whatever it may be, corresponds to the relation 
between 1^, and Yg. 

Just as we study gases in isothermal, constant pressure, or constant 
volume conditions, so we study the behaviour of valves by their static 
characteristics. 

It follows from the general equation that, if V« and are changed 
by amoimts SV^ and Wg, changes by where 


SI« = 




r ~ v„. 

“ ^ 8Yg 

The differential coefficients in this relation are partial, and are thus 



' = -1. 
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carried out with the third variable constant. Thus, for example, —• 

oV^ 

measures the change of with when is constant. 

Since there is a relation between the three variables, it follows that 
81„ dYgdY, 
dVadY.dla 

81 i 

The quantity or ~ can be determined experimentally by keep- 

» V o Va. 

ing Yg constant. Since the application of an additional potential, v^, 
on the anode produces an additional current, i^, through the valve, it 

is appropriate to describe the ratio — as the plate resistance, and to 
ia 

denote it by The application of an additional grid potential, SV^ 
or Vg, results in an additional anode potential, SV^ or Va, and since 
the input potential difference is applied to the grid and the output 

arises from the plate, it is appropriate to describe — as the voltage 

Vg • 

magnification. It is implied that this ratio is measured with the plate 
current constant. If the usual convention be applied to the operation 
dY 

~2, the ratio turns out to be negative. Thus, to consider an actual 

example, it is found that for a constant plate current a change of grj^d 
potential from —25 volts to —10 volts, i.e. for an increase of potential 
of 15 volts, the change of plate potential is a drop of 45 volts. The 
interest is in the fact that the chabge is numerically increased, i.e. the 
change of 15 volts in input is associated with ^ change of 46 volts in 
output. The, voltage amplification is three times. Thus, we write 


' dY„ 




in order to express this amplification, t*, by means of a positive number. 
The third ratio, is described as the mutual con5.uctanee, and 
thus the following relation exists between these quantities: 

V'l^aa “ 

The mutual conductance is some measure of the merit of the valve 
since the requirement is a low plate resistance and a high amplification 
factor. An indication of the attainment of this requirement is a high 
value of S„„. 


The Anode Current-Glrid ¥oltagb Characteristic 
In this experiment let the anode potential be kept at a fixed value 
while variations of the grid potential are made. Grid potentials, Yg, 



for ranges on both sides of zero should he used and should be measured 
by a voltmeter. The corresponding anode currents, should be 
measured by a milliammeter included in the plate circuit. 

These observations are repeated for other anode potentials. In this 
way a series of curves (I« against Yg) are obtained, and each should 



be labelled with the appropriate anode potential, and all drawn on 
the same graph. 

It is convenient to adjust the filament current so that an approach 
to saturation is obtained at the higher plate currents. This may not be 



possible if the valve has an oxide-coated filament. The older tungsten 
filament shows saturation conditions very well. 

From the curves the magnification factor, p, may be obtained. This 
, , change in anode n.d. « 

means the ratio; constant anode current. 

change m grid p.d. ^ 

This is obtained from the graph by drawing a line, AB, to cut two 
of the curves, e.g. the 80-voIt and 100-volt curve from which it appears 
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that the length, AB, can be represented as a change in grid volts 
corresponding to a 20- volt change of anode volts. This factor depends 
chiefly on the structure of the grid and tends to be large if the grid 
shields the filament to a high degree from the anode. The contributions 
to the field at the filament arising from the grid and anode potentials 
are not, in general, relatively the same at all parts of the cathode. 
The result is that the magnification factor is not independent of the 
various voltages applied to the tube. It is only in an ideal case that 
the factor is constant. Thus, this quantity should strictly be measured 
by making the changes as small as possible. 

By repeating the calculation for various parts of the curves the 
deviation from a mean value can be studied. The mutual conductance, 
is by definition the slope of an — Yg characteristic for a constant 
value of the plate potential, and it can be obtained at various parts 
of the curves. 

It should be recorded for various values of plate and grid potentials, 
and with the appropriate value of the magnification factor. 


Finally, the plate resistance, 


can be determined for V- 


■=(© 

constant by drawing the line BC parallel to the axis. In the figure 
BC gives Sla and == 20 volts. From the values thus obtained 
examine the correctness of the formula — (iSaj,, 



The Relation between Anode Current and Anode Potential 
This characteristic is perhaps the most important of the valve 
characteristics. It is obtained by maintaining the filament current 
constant throughout, and, for oijp set of readings, by keeping the grid 
potential constant. The latter is then altered and kept at the new 
value while a second set of observations of the anode current and 
anode potential is made. 



The apparatus required is the same as m the previous experiment, 
but a voltmeter is required to measure the p.d. between the anode 
and filament. A variable p.d., which may be obtained from a small 
battery of cells with the poles joined by a resistance, is required for 
application to the grid. The resistance may be tapped at various points 
by a wire connected to the grid, and the applied voltage measured by 
a voltmeter joining the grid and filament. Beginning with this p.d. at 
zero, different series of readings may be obtained on both the ])ositive 
and negative sides at mtervals of about 2 volts. The current in the 
anode circuit is again measured by a milliammeter included in it. 

A series of curves will be obtained like those illustrated in the figure. 

From these curves the slope ( gives the plate resistance 

and, if the work in this and the former experiment be carried out with 
the same valve, the results obtained may be compared. As in the 
previous case, and can be obtained. 


The Ldad Line 

An important application of the characteristic just obtained is in 
the study of the conditions in the valve when a load is included in the 
anode circuit. Let this take the form of a resistance in series with the 
plate and the battery supplying the constant B .M.F. to the plate circuit. 


R 



FiO. 449 


Let this E.MR. be denoted by E, so that the p.d., V«, between the 
plate and filament is (E — RIJ where R includes the battery resistance. 
Thus, there is always the relation 

- V« = B~RI, 

between and during the operation of the valve in these conditions. 
This relation may be represented on the graph by a straight line cutting 

the axis of Vg at the value, E, Fig 448, and the axis of at the value, 
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The slope of this line may be given by the angle, 6 , made with the 
current axis where tan 0 = B. This line is known as the load line. 

If the valve is to be worked at a particular potential, V^ 2 , the point, 
Q, where the load line cuts the characteristic is known as the 
operatmg point. The graph gives the values of and under these 
conditions, and it is interesting, after drawing these characteristics, to 
draw a load line for some resistance, noting the values of and 
which the curves give for particular grid potentials. The values may 
then be checked by applying the two potentials and reading the value 
of the plate current from the milliammeter. 

The Byjtiamic Characteristic of the Triode 

Tins is the name ^iven to the curve relating the anode 
current to the grid volts when the potential on the anode does not 
remain constant. In contrast to the term static characteristic the 
dynamic characteristic could be described as the relation between 
two of the variables when the third is not maintained at a constant 
value. This relation is characteristic of the circuit in contrast to the 
static characteristic which is peculiar to the valve. The important 
case, however, is that in which the third variable is and in which 
this variable varies with 1^ on account of the presence of a load in the 
anode circuit. Thus varies according to the relation 
E = V« + RIa. 

The static charaetipristics {¥« against !«) with the load line will give 
a series of appropriate pairs of values of and V^. These can be 
obtained from the curves by passing along the load line and recording 
values of the two variables wMch have then to^he plotted on a graph. 

The Ejects p£ Secondary Emission in Triodes J 

The chief source of electrons in these tubes is the heated cathode 
and the electrons produced in this way are cafled primary electrons. 
When they strike the molecules of a gas or soM ol^ects, such as the 
plate of the triode, provided that they have sufficient energy, they 
produce electrons as the result of the impact. These are laiown as 
secondary electrons, and they have an important effect on the action 
of the tube. 

Usually, the potential of the plate is much higher than that of the 
grid, so that any electrons knocked off the plate by the primary 
electrons are attracted back again and there is no effect on the anode 
current. If the potential of the grid approaches that of the plate, the 
grid succeeds in capturing some^of the secondaries and the loss to the 
plate current is appreciable. The effect is sthi more marked when the 
grid potential is greater than that of the plate. 

This effect can he studied by including milliammeters in the plate 



and grid circuits and plotting on the same graph curves showing the 
relation between plate current and grid potential, and also between 
grid current and grid potential. 

The circuit may he connected up as in the diagram. denotes a 
potentiometer across the high-tension terminals from which tbe 



potentials may he supplied to the plate and to the grid. The various 
Ureters measure these potentials and plate and grid currents. 

A convenient plate potential is 50 volts, and the grid potential should 
be varied from —10 volts to about 150 volts. 

The curves obtained on the graplf will be of the character illustrated. 



It will be noticed that near the point where the grid potential 
approaches that of the plate the anode current diminishes and the 
grid current increases. This' is due fb the capture of the secondary 
electrons originating at the plate by the grid. Beyond this point tlie 
grid current increases at the expense of the plate current. It is to be 
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expected that the sum of the two currents will tend to a constant 
value since the grid collects charges which are lost by the plate. To 
test this point the sum of the currents should be plotted against the 
grid potential by adduig the ordinates of the two curves. In general, 
this constancy is not attained, at any rate, not so soon as would be 
expected on this simple view of the case. The diagram shows the type 
of result that has been obtained in this experiment. The explanation 
is that with the change in the grid potential, there is a change in the 
state of the space charge which allows a greater supply of electrons 
to reach the grid and plate. 

The Static Characteristics of a Tetrode 

The tetrode is the simplest example of a screen grid tube and, as 
the name implies, it is a tube containing four electrodes. These are 
the cathode, control grid, screen grid, and the anode. The control grid 
acts in the same way, as the grid of a triode, but the purpose of the 
screen grid is to act as an electrostatic shield to the anode, avoiding 
capaoitative coupling between it and the control grid. 

In operation, the screen grid is usually maintaiaed at a fixed positive 
potential somewhat less than that of the plate. 



Most of the electrons from the cathode pass through the meshes of 
the screen grid and are collected by the plate, so that while acting as 
a shield to the plate it does not diminish the current in the plate 
circuit to a great extent. This effect will be studied in the experiment. 
This is similar to the last, in which the effects of secondary emission 
at the plate wore studied, but the currents to be measured are those 
in the plate and screen grid circuits. . 

The tetrode will have a value recommended for the screen grid 
potential. Set the screen grid potential somewhat below this in the 


first part of the experiment and keep it fixed. Proceed to draw the 
curves of current against anode volts for at least three different control 
grid voltages. It is convenient to begin at zero and reduce to two 
negative values of about two or three volts. 

The currents in the two cases, and I„, should be recorded at the 
same time as well as their sum. In each case three curves are to 
be drawn. 

The experiment should then be repeated with the screen grid potential 
set at the value recommended. 



•'The type of curves obtained are illustrated in fig. 463. It will be 
noted that when the anode potential rises beyond that of the screen 
grid the current lost to this grid is small. It will be noted that with 
the recommended potential the valve is more efficient in that the 
currents are large. 4^ 

The character of the curves in the part before the anode and screen 
volts become'^equal showS that for a particular region the current may 
fall in the plate circuit ai the plate voltage rises. This means that the 
plate resistance in this*>region is negative, or that the valve acts as a 
source of energy- In this condition the tube is described as a dynatron. 

The Static Characteristics of the Pentode 

In the pentode there are three electrodes, known as grids, besides 
the cathode and anode. The grid nearest the cathode is the control 
grid and it corresponds to the grid of a triode. The next grid is the 
screen grid, and the third, which lies nearest the anode, is the sup- 
pressor grid. In the ordinary use of the valve the control grid is 
maintained at a negative potential with respect to the cathode, the 
screen grid is kept at a positive potential, and the suppressor grid is 
connected to the cathode. - 

The two additional grids provide almost complete shielding of the 
plate from the control grid, so that capacity coupling between them 
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is almost completely avoided. The lead to the control grid is often at 
the top of the tube where a metal collar provides further electrostatic 
shielding. 

This experiment is for the purpose of illustrating the effect of varying 
the potential on the suppressor grid from its usual value zero to a 
value comparable with that of the anode potential. This is to be 
followed by a study of the anode eurrent/anode potential characteristic. 

For this purpose a pentode is required in which there is an external 
terminal to the suppressor grid. The diagram illustrates the connexions 
and shows the various meters required. 



and for the suppressor grid a ipaximum of 100 volts will be sufficient 
for the purpose of the experiment. The scre^lh grid should be main- 
tained at it^ normal working voltage. The control grid jvill require to 
he maintained at a series of potentials from z^ro to a few volts negative. 

Let the suppressor grid be maintained at a constant potential of 
about 80 or 100 volts. The control grid should be maintained at a 
potential of zero or slightly negative. • • 

Plot a graph showing the relation between plate current and plate 
voltage, and at the same time on the same graph plot screen grid 
current against plate voltage. The curves obtained are denoted by 
la and Is in the diagram. 

This is repeated, reducing the potential on the suppressor grid by 
one-half and finally reducing it to zero. 

It is to be noted that as the potential on the suppressor grid is 
lowered the shape characteristic of the tetrode curves tends to disa-ppear 
until it is suppressed complet|!ly at V — 0, V denoting the potential 
on the suppressor grid. Thus, in this condition thfi suppressor grid 
prevents secondary electrons from reaching the screen grid. 

The experiment is now completed by drawing characteristics for the 



anode current against the anode potential for various control grid 
voltages, e.g. from 0 to --'2 volts in steps of 0-5 volt. 

The potential on the suppressor grid is maintained at zero and the 
screen grid at the given normal potential. 

From the curves deduce, as in the case of the experiment on the 
characteristics of the triode, the values of the amplification, the plate 
resistance, and mutual conductance of the valve. Compare the magni- 
tudes of these quantities with those in the case of the triode, noting 
especially the hi glu values of the amplification and resistance in the 
case of the pentode. 



BRIDGE METHdaS FOR THE DETERMINATIpN OP 
VALVE CONSTANTS 

It is possible td measure the values of the quantities necessary for 
a knowledge of the worfdng conditions of valves by the use of bridge 
methods, the plotting pf characteristics, as in the methods already 
described, being unnecessary. 

The Measurement o£ the A.C. Resistance o£ a Triode 

In this case the unknown arm of the bridge contains the valve and 
its circuit. The bridge is joined up, as illustrated in the diagram, as if 
to be supplied by current from the anode circuit. 

The bridge is supplied with an alternating current, and since the 
valve circuit contains no alternating source the bridge will measure 
its alternating current impedance, This^may be to some extent capaci- 
tative, and this reactive component must be balanced out by coimecting 
a variable capacity across R or P. The need for this will appear when 
it is found difficult to obtain an exact balance in the bridge, as indicated 
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by the telephones. By varjdng P an exact balance can be obtained 
for a valve which acts as a pure resistor. The bridge arms must consist 
of non-reactive resistances. 

An illustrative experiment can be made by keeping the voltage 
. . . . ’ ” - - the 



In general this depends on the grid voltage and the ranges, but the 
quantity obtained in this way is useful, since it is a measure of the 
mutual conductance under working conditions of the valve. 



Draw a graph of the ratio for various values of the grid potential, 
e.g. from —10 volts to zero. 

The Measurement of the Amplification Factor of a Triode 
Connect up the valve as in fig. 458, including i, fixed resistance, P, 
in the grid circuit and a variable r&istance, Q, in the anode circuit. 



Telephones are connected between the filament of the valve and a 
point between P and Q. 
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An alternating E.M.F. is introduced across PQ, and the part of this 
affecting the grid must not be so large that the grid p.d. becomes 
positive. The telephones, T, and the resistance, Q, must together have 
an impedance which is small compared with that of the valve, so that 
the working conditions are approximately those in which the plate 
potential is constant. By varying Q the telephones can be made sHent. 
When this condition is attained the B.M.P, in the plate circuit wliicii 
results from the change in potential in the grid circuit owing to the 
alternating current in P is balanced by the alternating current in Q. 

Thus ~ and the ratio measures on the average the ampli- 

0 g i 

fication factor for this range of the variation under the conditions at 
which the valve is workipg. 

Make a series of observations of the ratio for different values of the 
grid p.d. over a range of about —10 volts to zero for the normal 
working anode potential and plot a graph of amplification against 
grid volts. 

Measurement o! the Ionization Potential o£ the Gas in a Soft Valve 

Method (1) 

Find the relation between the anode current ia and the anode poten- 
tial Vg of a soft valve. (If a triode is used the grid and anode should 
be joined to form one electrode.) For values of the anode potentM 





Fig. 459 

below ionizing value, the relation between anode current and anode 
potential is represented by th^ Ghild-Langmuir forirmla for a space- 
charge controlled discharge of one type of ion, i.e. 

i^ — Av^. 



If, however, the anode potential is increased to ionizing value, 
positive ions are formed, and because of their low mobility are very 
effective in neutralizing the electron space charge, so that the above 



Fig. 460 


relation no longer holds, the current increase with increase of potential 
being greater than that indicated by the equation. Thus, if the experi- 
mental values are plotted as log against log we get a straight 
line so long as the above relation holds (i.e. for values of below 
ionizing value), but the curve departs from straightness at the ionizing 
value of Curves for different values of filament current should 
be obtained. 

The break in the straight lines M^ill occur at about the same value 
of log Va as in the figwe. From this; Va corresponding to ionization 
is determined. 



Fig. 461 


Method (2) 

Here a three-electrode valve must used. The anode potential is 
made negative (e.g. —10 volts) with respect to the filament so that it 
will not collect electrons but will collect positive ions. Thus no current 
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will be registered by the anode current galvanometer, G until positive 
ions are produced in the tube. The grid potential is made positive and 
gradually increased, the values of the anode current being noted. The 
relation between grid potential Vg and anode current is then plotted 
(e.g. fig. 460). The ionization potential is that grid potential at which 
the positive ion anode current starts (e.g. at A in fig. 462). 

The Determination of ~ by Means of the Magnetron 
/ ^ 

A magnetron is a diode consisting of a filament situated along the 
axis of a cylindrical anode. When a magnetic field is applied along 
the axis of the cylinder the electrons traverse curved paths with greater 
curvatures the greater the field strength. Thus, for very strong fields 
the electrons emitted by lihe filament will fail to reach the anode. 

In this experiment the anode current for a given anode potential is 
plotted against the magnetic field strength. The curve showing this 



relation is illustrated in fig. 462, The cut-off occurs at a certain field 
intensity, ' 

With some simplifying assumptions, such %s supposing that the 
electrons have no appreciable velocity on leaving the filament, it can 
be shown that 


Ho 




a 


In this formula a denotes the radius of the anode and the anode 
potential. 


It is thus clear that ~ can be deduced from the value of Hq obtained 
m 

from the graph (fig. 462). Typic^ values that have occurred in practice 
are — 100 volts, a = 0*5 cm., Hq — 135 oersted. 

In the formula Ho is in oersteds and in E.M. units. 

45 . 



It must be remembered that I volt = 10® E.M.U. 

The magnetic field is produced conveniently by means of a long 
straight solenoid and the magnetron is placed well inside it to avoid 
end effects. 

It will be found that a solenoid with fifty turns per cm. able to carry 
a current up to 2 amperes is convenient. The field H = - , if I is in 

amperes. The rest of the apparatus is similar to that required in the 
experiment on the diode characteristics. 


The equation H, 


^ e a 


may be written: 


Hq = Ava ”, where A = ^ 


or log = log' A n log v^. 

The values of Hg for several values of (say 20 to 60 volts) are 
obtained experimentally and a graph is plotted of log Hg against log 
The ^ope of the graph, n, should confirm that n = The intercept 
of the graph gives the value of A from which, using the known value 

of a, may be calculated. 
m 


CHAPTER XXVI 


THE THERMIONIC VALVE AS A GENERATOR 
OF OSCILLATIONS 

In order to illustrate the conditions which must be satisfied in a 
thermionic valve so that it may act as a generator of electromagnetic 
oscillations two experiments will be described. These are, firstly, the 
ease in which a triode is used with a tuned grid circuit and, secondly, 
that in which it is used with a tuned anode. The condition to be 
satisfied is similar in the^ two cases. 

The Study o£ the Condition to be Satisfied in a Tuned-grid Oscillator 
Fig. 463 gives a dia^ammatic representation of the apparatus. The 
circuit made up of L, R, and C is the seat of the oscillations. These 



are maintained by energy supplied by mutual hidudtion from the coil, 
L', of the anode circuit. 

Lot I denote the current in the circuit, LRC, and q the charge 
on C, so that 1 = 

at 

Let la denote the current in the anode circuit, i.e. the current in L', 
so that the E.M.F, in the oscillatory circuit is ±:M. ^ The sign 

depending upon the way the coils are introduced into their circuits. 
The application of Ohm’s la\f to the oscillatory circ^uit thus gives 

I nr*^a T ^ t TOT < 9 . 



.K'UJX.JLI JC ax Oi-KJ a JB'OK WTUDENTS 


IfSaff denotes the dynamic anode-grid mutual conductance 

where Vg denotes the grid potential which, in this case, is equal to 

In this case the dynamic and static values are approximately the same, 
dl s 

Thus --- == ~ I and, on substitution in the above equation, and making 
at G 

a further differentiation with respect to the time, we obtain 


Lxl + I 


R± 


dl ^ I 


0 J dt 0 

This equation is familiar in physics in the form: 

= 0, 


0. 


#I , , dl . 


and the solution is 
I 






where a and a are constants of integration. It is assumed that > 

so that oscillations occur. This condition is easily satisfied, for it 
iifiplies simply that 






In practice this is g«p.erally satisfied. The solution shows that the 
oscillations will decay exponentially if i: is positive. If^ is negative 
the solution suggests thafi the amplitude'will increase with time. This 


requires that 


I should be negative. This will not be the 


case if the positive sign applies. It is thus important to have the coils 
connected in such a way that the negative sign applies in front of M 
and the condition for maintenance of oscillations is MSag > RO. 

If the condition, Ms^g = RC, is satisfied, the suggestion is that simple 
harmonic oscillations are maintained, but it is not possible experi- 
mentally to keep to this exact equality. In practice Msag > RC, and 
the solution now suggests that the amplitude of the oscillations builds 
up continuously with time. In this discussion it has been assumed 
tacitly that the mutual conductance, s^g, is constant, which means 
that the characteristic relating lo and Yg is linear in the region of 
operation of th^ valve. This is the case for small values of Yg, i.e, for 
values of a few volts, but with the increase of amplitude the grid 
potential acquires values for which these considerations do not apply. 
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The magnitude of diminishes as Vj, increases, as may be seen from 
the lalYg characteristic. Thus will tend to increase and 

will finally become positive, the oseiilationa then ceasing. The result 
is that the amplitude cannot increase indefinitely and a steady state 
is reached. 

In order to put these results to an experimental test it is convenient 
to arrange that the frequency generated lies in the range of audio- 
frequency. A coil connected to headphones placed near L' can then 
be used to detect the presence of oscillations. The undamped frequency 


is ^ from the solutions we have obtained and this lies close to the 

Ztc 

frequency generated in the actual case. Thus, the frequency is — 

• Sttv LO 


and, if we require that this should be about 1500 cycles per second, 
we can use a coil of inductance L — 20 mH., and a capacity of 0*5 {xT, 
for this gives a frequency of approximately 1600 cycles per ^cond. 

The valve must be operated over the Unear part of the characteristic 
and the mutual inductance must be determined. The characteristic 


and Sag should be obtained before using the valve. Let it be supposed 
that the value in a particular case is 5 mA. per volt. The magnitudes 
of Ei, C, and M should be chosen so that it is possible conveniently to 
obtain the condition EC = In the present case this requires 

EC = 5 X 10-3M.. 


In order to obtain a variatiop. of M a standard variable mutual 
inductance may be available, but if not, two coils should be taken and 
set up co-axially. The mutual inductance shcgMd be measured with the 
cods paraM and with various separations of their centres. A graph 
may then Jie drawn giving the value of M fgr various positions. Some 
idea of the values of E and C which are suitable for the experiment 
is then obtaiued, * 


Let L and L' be placed so that the value of M is fairly large. The 
resistance, E, consists of that of the cod, L, and it may he varied by 
including a non-inductive resistance in series. The capacity, C, is a 
variable standard. It may happen that osodlations cannot be generated 
whatever the value of C. In this case reversal of the connexions of L' 


wiU usually lead to the production of the necessary condition. If 
oscillations are produced immediately, the connexions to L' should be 
reversed in order to show the importance of introducing the correct 
sign in the term containing M. 

Adjust values of L, C, and^M so that oscdlations just appear and 
exhibit the result by plotting on a graph the values*of EO against M 
in this limiting case. The graph should be linear and the slope sh6uld 
give the mutual conductance of the valve. 



The Study of the Condition to be Satisfied in a Tuned-anode Oscillator 
The equation for the variation of current in the inductance, L, can 
he obtained by a procedure similar to that of the last experiment. 

Let I denote the current in the coil, L, and q the charge on the con- 
denser, C. Then 


= 1 + ^' 
dt 


,dl 


The E.M.F. induced in the grid-filament circuit is M so that an 

E.M.F. [iM is generated in the anode filament circuit, denoting 
dt 



UMdl 

I db 

i ^ 


ioL 


i 

J 


the amphfieatlon factor. •Thus, reference to the equivalent circuit 
(fig. 464) shows that for tl?e anode-filament circuit 


ch^^M 




where denotes the plate resistance. 

Equating the fall of potential through the capacity, C, to that 
through L and R: 

S' - 


Thus 


I„==I-bLC~|+RC^^, 
“ dt^ dt 


and it then follows by substitution for that 
^ , _dl 


R^CL 


+ (GRRa + L i (xM) — -f- (R^ -j- R) 1 = 0. 



THEEMIONIO VALVE AS A aENEBATGB OF OSCILLATIONS 711 


As in the previous example, the condition for the generation of 
oscillations requires the negative sign before and 
pM ^ CRR« + L. 

This relation suggests how the experiment may be carried out. 
Various values of M can be determined, as in the previous experiment, 
by separating the two coils. The graph drawn can be used for both 
cases. 

The other quantity which is easily varied is the capacity. According 
to the equation the natural frequency when pM = CRR^ ■+ h is 



’1 

In practice this is approximately -a-——. Thus, by varying C various 
271: VLC 

frequencies of oscillation result. 

If C is adjusted so that oscillations just fail to occur fo:|; various 
values of M, the relation between M and 0 should be linear and, if a 
graph is drawn of M against C, the intercept on the axis of M should 

, L , RR„ R 

be and the slope — “ or — 

jX [X Sag 

Thus for given values of (x and R^, Sag, L, and R, are known, so that the 
test can be made quantitatively. The oscillations may conveniently*be 
obtained in the audio-frequency range and the condition of oscillation 
can be investigated by the use of iiarphones. 

In each setting the frequency should be recorded. 

When the frequency is in the audible range^lhe value may be deter- 
mined by means of the method described^ in Ohaptes XV, p. 426. 
A graph should be drawn of the square of the frequency to the resonat- 
ing volume in order to obtain a variable frequency standard. By 
pouring water into the resonator it can be tuned to the note heard in 
the earphones. The simplest way to do this is to blow across the mouth 
of the resonator and compare the note given out with that generated 
in the valve circuit. By careful adjustment the notes may be brought 
into unison. The test of the frequency formula, 

„==i / lA + M. 

2,tVLC\ E./ 

can then be made. 

Suitable values of the various quantities can be estimated from the 
formiilae. Thus, if the capacity be of the order of tenths of microfarads 
and the seh-induotance about dhe-tenth henry, the frequency will he of 
the order of 1000 cycles per second. The value of R may bo almut 
100 ohms and of R^j 10,000 ohms. Then, if == 5 mA. per volt, as in 




the last experiment, the magnification is of the order 50, and this will 
correspond to a value of M of about 4 mH. 

Verification of the Conditions of Oscillation in the ease of the Dynatron 
For the purpose of this experiment a tetrode may be used with a 
high-tension battery supplying the potentials to the anode and seroen 


L 11 



grid. The latter may be connected so that the full potential of the 
battery is applied to it; somewhat lower potentials are required for 
the anode. The grid bias should also be variable and a potentiometer 
should be set up in order to make t^s variation continuous. 



The anode circuit contains a capacity in parallel with a coil of 
self-inductance, L, and of resistance, R. The condensers, Oj and Ch, 
are inserted to provide by-passes to safeguard the battery. 

The circuit of L, R, and C can be represented by fig. 466, Rjj denoting 
the valve resistance. 
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Eor the circuit, by the application of Kirehhoif’s laws; 


= E, 


= L| + Ri, 
at 


where q ~ the charge on the condenser and 

dt 


111 addition, i -f- % + % == 0. 

From these relations the following equation can be deduced: 

dt^ + J -h y '' ~ 

From the discussion in the case of the tuned grid and tuned anode 

circuits it follows that oscillations of frequency — / ?:iL_lL5 will occur 

2n\/ LCR„ 

( R 1 \ 

— + ) acquires a zero or negative value. 

In practice R is small compared with R^j, so that the frequency may 
be taken to be 

i IT. 

LC 

The frequency may be measured as in the previous cases and the 
experimental value should be compared with that given by the theory. 



In the experiment, L, 0, and R are set at some convenient value, 
but the resistance, can be varied by means of the grid bias. This 
should bo varied until oscillations occur. The critical value is 

'cr‘ 


R« = 



This result should be checked by determining the value of for 
the tetrode from the anode current/anode potential characteristic in 
the region of the critical point. It toII be found that the characteristic 

dV 

has a negative slope at this point and the value [Ral — should be 
compared with 

The characteristic may be obtained by removing the circuit, LRC, 
to prevent oscillations and introducing a direct current milliammeter, 
A, and a direct current voltmeter, V, as in fig, 467. 

A sequence of values of L, R, and C, ~ and R^ should be tabulated 
Cxt 

together with the observed and calculated frequencies. It will be found 
that Ra can be varied over a wide range. 


CHAPTER XXVII 


.RADIO-FREQUENCY MEASUREMENTS 

When measurements are made in wiiich electrical oscillations occur 
at the high frequencies associated mth radio communication, e.g. 
at a wave-length of 300 m. or 10® cycles per second, it becomes 
necessary to pay attention to certain facts that do not appear evident 
in connexion with direct or with low-frequency currents. Thus, owing 
to skin effect the resistance of a wire varies with the frequency, and 
a self-capacitance of part of the circuit may offer a path of low im- 
Ijedance at a high freqfteney. It thus important when making 
measurements in this region to record the frequency of the electrical 
oscillations at which they are made. 

In the case of experiments at high frequencies special apparatus is 
necessary, such as wavemeters and valve voltmeters. These Jiave to 
be used with the same familiarity as batteries and galvanometers in 
experiments with direct currents. The student should know the prin- 
ciples on which the construction of these instruments are based, but 
should be able to use them without the necessity of going into every 
detail of their construction, which is sometimes intricate. In some of 
the experiments which follow, a calibrated wavemeter is essential. TMs 
is an oscillator worfejng on principles that have been illustrated in the 
experiments studying the conditijus of oscillation in various cases. 
It is usually enclosed in a box provided with suitable terminals and 
with a scale which indicates the frequency of^e oscillations emitted 
with various •settings. Such an oscillator is to be regarded as part of 
the laboratory equipment. • * 

We begin this series of experiments with some which illustrate* the 
action of valve voltmeters. ® 

The Calibration of a Diode as a High-frequency Voltmeter 

1. The relation between the potential applied to a diode at a low 
frequency and the rectified current through it is determined experi- 
mentally. It is assumed that the same relation holds for high fre- 
quencies so that a graph drawn from the results obtained for low 
frequencies can be used, on this assumption, for high-frequency 
measurements. In order to carry out the calibration, connect up the 
circuit as illustrated in fig, 468. 

The resistance, R, is about two megohms and is inserted in order that 
the diode may not abstract any appreciable power from the source 
which is under investigation. It plays the same part as the h%h 
resistance of an ordinary voltmeter. A and B are connected to the source, 
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SO that the voltmeter is in parallel with the part of the circuit under test , 
111 order to provide a series of known potentials an auto -transformer 
may be used connected to the laboratory main supply, usually of a 


R 



frequency of 50 cycles. The potentials of the transformer can be 
determined by a low-frequency A.C. voltmeter and the currents by 
a sensitive D.C. galvanometer, illustrated by G. This galvanometer 
will present an impedance to the current on account of its windings, 
so that it must be shunted with a condenser to act as a by-pass. 



A graph should be drawn showing the relation between the applied 
potential and the current in G. This ^ then serve as the calibration 
graph for the voltmeter. Plot the input p.d. against the square of the 
current, since this gives an approximately linear graph. 
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The inclusion of the high resistance, E, heljjs to bring about this 
approximately linear relation. The voltages measured are in this case 
average voltages of the supply. 

2. Another interesting apphcation of the diode as a voltmeter is 
by means of the so-called ‘slide-hack’ method. In this case the volt- 
meter is an ideal one in the sense that it takes no current from the 
supply. Unlike the method just described, it measures the maximum 
or peak voltage of the supply, not the average voltage. This will be 
clear from the description of the action of the instrument. 



direct current voltmeter and G a sensitive galvanometer, each shorted 
by a high-frequency by-pass condenser. 

The instrument measures the peak voltage developed in the coil, L. 
This is doi:\p by means of the 'potentiometer ;^aGed across the voltmeter 
which applies a potential difference between the anode and cathode. 
When this is adjusted so that the anode current is zero, as denoted 
by the galvanometer, the p.d. recorded by the voltmeter is equal to 
the amplitude developed across AB, but is opposite in sign. Thus the 
positive peak voltage between A and B is measured by the reading of 
V. The negative peak voltage can be measured by reversing the 
terminals of the coil. An important characteristic of this method is 
that no preliminary calibration by means of known alternating current 
voltages is necessary. 

3, In this example of a voltmeter we take the case of the instrument 
introduced bj?- Moullin in which a triode is used. 

A feature of the apparatus is that only one battery is used for the 
supply to the filament and anode. This supply is provided by means 
of a potentiometer consisting of the resistances, and Ea, aiifi a 
variable resistance, E, giving a maximum of about 6 volts. The anode 
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potential is due to the fall along Rg ^-nd potential to that 

along Rj. A series of known alternating potential differences is required 
for calibration, and these are applied across AB. The current in the 
galvanometer is recorded for various applied potential differences 
and the relation is represented graphically. The calibration can be 
made at low frequencies, and it is found to hold up to a frequency of 
3 X 10^ cycles per second. For high frequencies the grid bias 
resistance, Rj, should be shunted by a by-pass condenser. 

An adjxistment is necessary to reproduce the exact conditions of 
calibration. This is made by joining the terminals A and B by a copper 
wire and adjusting R so that the galvanometer causes a deflection to 
a marked point of the scale. 

Calibration of a Variable Condeniief. Method of Substitution 

A standard condenser, Cq, is connected by short thick leads in parallel 
with the unknown condenser, C. If a fine adjustment is necessary this 
can be provided by a smaller variable standard condenser in parallel 
with Co, ''SO that these together provide the standard. One side of the 



condensers is earthed, aSi shown, in common with the filament of the 
valve voltmeter. In the diagram this instrument is represented by V, 
the current being read by means of a galvanometer or a micro-ammeter. 
A coil, L, is connected by stiff leads to the condensers so that no change 
in their positions can occur, and this is loosely coupled to a generator, 
which may conveniently be a wavemeter. 

L is chosen so that with the condensers it provides a circuit which 
oscillates in tune with a frequency within the range of the wavemeter. 

In operating the condensers it is important to avoid the addition of 
capacities through the medium of the operator, and the final condition 
of resonance must be obtained when the operator is well away from 
the capacities. Itds convenient to makelihe final adjustment by means 
of a' long insulated handle attached to the moving part. 

There are two cases to consider: (i) when the unknown condenser 
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range runs over values within that of the standard, and (ii) Avhen 
the range extends beyond that of the standard. 

In the first ease, L is suitably chosen and Cq set near its maximum 
value, the generator being adjusted to a frequency in resonance with 
the iiEitural frequency of the circuit of L and Cq. This resonance is 
detected by the valve voltmeter which gives a maximum reading under 
these conditions. The condition is that of voltage resonance, the 
voltage being measured across the condenser. So far the condenser, C, 
is not included. Next include C set at its minimum value and reduce 
Co, making use of the fine adjustment if necessary, until resonance 
again occurs. 

The capacitance introduced by C is equal to the diminution in Oq. 
Proceed in this way over the range and plot a calibration graph for C. 

In the second case, the procedure is the same until 0 reaches its 
minimum value. C is then calibrated over the range of the standard, 
but there is a further range not yet investigated. Substitute a coil of 
smaller inductance so that resonance is obtained when the standard 
is raised to a point near its maximum value, the unknown cjjndenser 
remaining at the point to which calibration has already been made. 
Then, by reducing the standard and raising the unlmown capacitance, 
a further range equal to that of the standard can be covered. The 
process may be repeated if necessary, the final result being that the 
unknown condenser is calibrated for a particular frequency. This 
frequency should he recorded with the calibration graph. • 



Measurement of the Inductance and Self-capacitance of a Coil 
The coil to be examined is L? It is connected with a^variahle standard 
capacity, C, which should measure capacities of the order of micro- 
micro-farads, since that is the order of magnitude of the self-capacitance 



to be measured. To obtain a fine adjustment, if necessary, another 
condenser of the appropriate magnitude can be placed in parallel 
with 0. 

The w^avemeter supplies the coU, G, with a sequence of known 
frequencies and the circuit of L and 0 is tuned to these by varying C. 

Let G denote the self- capacitance of L, regarded as in parallel with 
C. When resonance occurs the following relation holds: 

(C -f c) L6>2 =, 1 ^ 

where w = 27r/, / denoting the frequency. 

The condition of resonance is detected by means of the valve volt- 
meter loosely coupled to L. Coupling between the generator and valve 
voltmeter circuit must be avoided, and to obtain this condition the 



coils G and M are placed at right angles to each other and suitably 
separated. The absence* hf effect between G and M should be tested 
by observing whether any* change in the reading occurs when, in the 
absence of L, G is pxcited.^The cod, L, should be placed at 45° to each 
of the other coils and, i|^it is required, L may be placed within G to 
obtain a high degree of coupling. 

All that is now rdquirdd is to plot the reciprocal of the square of the 
frequency against the known capacity which produces resonance. 
A linear graph is obtained giving the value of c by the intercept on 
the axis of C. 

The relation between C and / is 

i=47t*L(C + c). 

P 

The value of L can be found from the slope of the graph 
tan 6 = 4:7c^^j, 

A-ruseful exercise is to wind a solenoid on a former to give a self- 
inductance of about 1*5 mH. This will usually have a self-capacity of 
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the right order and the value of the self-inductance can be calculated 
approximately from the formula for the solenoid, 

L = 

where a — radius, n ~ number of turns per cm., and I — length. 

The calculated and experimental value can be compared. 

The value of L depends upon the frequency, so that the graph is not 
exactly linear, but L remains approximately constant over a wide 
range below 0*5 x 10® cycles per second. 

The method is inaccurate if the intercept is small. In this case the 
value of L may be obtained from- the slope of the graph and the 
approximate value of the self-capacity from the mtercept. 

The coil will have a natural frequency of oscillation of approximately 

— -^ 7 =, and it will behave like a coM of inductance, L, in series with 
27tVLc 

a capacitance, c. 

A wavemeter is placed to excite oscillations in the coil, first setting 
it at the frequency calculated ff om L and the approximate vq^lue of c, 
and then bringing the coil into resonance by adjustment of the wave- 
meter. This will ensure that the coil is resounding to the fundamental 
and not to a harmonic. The state of resonance is shown by means of 
a valve voltmeter coupled with the coil, L, and to the coil of the wave- 
meter in the usual way, c is then calculated from the formula . 

1 • 

^ 2tc\/IjC. 

• 

The Measurement of the High-f»eauency Resistance of a Circuit 

A coil, L,*which provides the principal unlmown resistance of the 
circuit is placed in series with a condensei* of variable capacity, G, 
Another vaHable condenser to act as a fine dldjiistment may be pla,eed 
in parallel with 0, if necessary, A standard triable pure resistance, 
R, is included in the circuit in series. A wavemeter is used as a generator 
of oscillations and the coil, L, is loosely coupled to it. There must be 
no dhect coupling between the wavemeter and valve voltmeter. 

Time the circuit to resonance for a particular frequency generated 
by the wavemeter, WM. A deflection, 0, will be recorded by the 
voltmeter which is approximately proportional to the square of the 
current in L. If the amplitude of this current be denoted by i, ■ 

. E 
"”R + r 

where E denotes the amphtud# of the E.M.E. induce^ in L. 

Since the circuit is in the condition of resonance it acts as a piire 
resistance, r denoting the resistance of the, circuit additional to R. 

46 



Thus R -{- r — 7c6-i, assuming that the voltmeter operates according 
to a square law, where h is constant and different values of Q result 
from varying R. 

If a graph be plotted with as ordinate and R as abscissa, the 
correctness of the assumption oc 0 can be checked. Should the 



Fig. 474 


condition of linearity not hold, the voltmeter is unsuitable for the 
present purpose. It would be necessary in this case to calibrate the 
instrument in order to investigate the law relating the deflection to 
the applied voltage. For the present purpose an instrument should be 
chosen which conformsht^ simple condition. 



R 

Fig, 475 (o) 


The value of r is obtained from the intercept on the axis of R. Tliis 
is the value for the particular frequency at which the generator is sot. 

The experiment should be repeated at a series of frequencies and 
r plotted against the frequency. 

In this discussion of the experimenlFit has been assumed that the 
coii, L, has no appreciable self-capacity. If this is not the case closer 
consideration is necessary. This self-capacity can be regarded as 
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existing in parallel with the self-inductance, L. It was treated in this 
way in the experiment described above for its determination. 

Thus the circuit can be represented as in the diagram (fig. 475 (a)). 
The theory applies to the circuit of fig, 475 (b), so that we require the 
values of R' and C' in series which are together equal to C and R in 
parallel with Cq. 



r' 


Pig. 475-(6) 


This is represented by the equation: 

\ Co)/ CqCO 


R' - 


R' 


C(0 


1|— = CoS|S _ s^c 


*TjvV\wA^ 


Pig. 476 ^ 

By equating real and imaginary parts it follows that 
R' = R / 




The relation between 0 and R' is ’ ’ 

R' -f r — JcQ~^. 

Thus the relation between R and 6 is 

If Rq denotes the numerical value of the intercept the value of r is 

Thus the self- capacitance of L is required, and it should be obtaiiied 
by the method described. 



The Determinatioii of the High-freoLuency Besistanee of a Circuit by 
a Resonance Curve 

The circuit is set up as in the last experiment, excluding the standard 
resistance, R. 

Set the wavemeter at a frequency in tune with the circuit when the 
condenser is at about the middle of its range. With this frequency 
constant, vary the capacity and draw a graph showing the relation 
between the voltmeter deflection, d, and the capacity. 



®If Eg is the amplitude of the sinusoidal B.M.F. induced in the circuit,, 
the amplitude of the current is •• 




Thus, assuming the sqpare law for the* voltmeter, 
A 




where A is a constant. 

At resonance the maximum deflection, 6^, is 

. ‘ ■ A 


Thus 




'Let the capacity at resonance be 0^, so that = l, and let 

he increased by c, the deflection becoming Oj. If it be assumed 



m 
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that this change occurs for a value of c small in comparison with C.^, 
it follows that 



c 


The curve is not quite symmetric about the maximum, but with the 
same approximation a diminution of the capacity by the same amount 
mil give the same value of the deflection. 

If the resonance curve is fairly sharp the approximation will be a 
close one, and the appearance of the curve will indicate the validity 
of the result. 

A convenient method of carrying out the experiment is to obtain 
the curve and draw across it the line 6 — The distance, AB, on 
the graph is 2c. This^can be measured directly and denoted by e'. 
Then, since in this case, It follows that 


_ c 

where / denotes the frequency of the oscillations. ^ 

The values required for the calculation should also be obtained by 
an actual setting of the apparatus. The maximum should be carefully 
traversed and 0,,^ recorded from the condenser. The deflection should 
he halved by two settings of the condenser and the difference taken. 
The result calculated in this .way from the formula should be compared 
with the result obtained from the observations on the graph. • 
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THE CATHODE-KAY OSCILLOGRAPH 

The €athode-ray Oscillograph 

The oathode-ray oscillograph is an apparatus which has only recently 
become generally available for the teaching of practical physics. It 
has a wide range of applications and students of physics can now regard 
it as a piece of laboratory apparatus in the same way as they look 
upon galvanometers, stop-watches, or spectrometers. 

The instrument will be described briefly and some experiments 
suggested in order that familiarity vdth its use may be gained. Fuller 
details in which the student may be interested must be sought in 
catalogues and books which deal with the structure of the various 
types in use. 

This instrument, like many others used in experimental work in 
physics, is provided with a pointer and sometimes also with a scale, 
but the particular characteristic is that the pointer is without inertia, 
and thus responds at once to impulses imposed upon it. It can thus 
follow very rapid changes and portray them on a suitable screen. 



The Construction of a Simple Cathode-ray Oscillograph 
The diagram represents a soft cathode-ray oscillograph which con- 
tains an inert gas such as argon. Electrons are prodxiced from the 
filament, F, which is heated by a low-tension current represented in 
the diagram as originating from a battery. These electrons enter into 
the field between the filament and anodef A, the difference of potential 
being, in tins case, 500 to 1000 volts. They are thus accelerated and 
pass through the hole in A with consideraWe energy, and on striking 
— ' m ■ . 
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the fl-uorescent screen, P, they make it Inminous at the point of impact. 
The screen marked S is nsually kept at a potential a little lower than 
that of the filament, so that electrons which tend to diverge are made 
to concentrate along the centre of the beam. This is an example of 
electrostatic focusing, and its effect is to direct more electrons through 
the hole in the anode. 

The focusing in this ease is not enough to produce a sharply defined 
small spot on the screen, and in the soft tube additional definition 
results from the presence of the inert gas. The gas is ionized by the 
stream of energetic electrons and the electrons produced in the process 
add themselves to the main stream. The resulting positively charged 
ions produce a field which tends to keep the electrons clustered round 
them and so prevent spreading. 

The plates, XX and^YY, are arranged in pairs with the plane of 
one pair perpendicular to that of the -other, both parallel to the direction 
of the electron stream, as illustrated diagrammatically in figure 478. 
One pair of plates is horizontal and the other vertical, and one pair is 
at a short distance from the other. By the application of fields to these 
plates the electron beam is changed, and since the beam has negligible 



• Fiq. 479 


inertia it follows the variation of the fi®ld instantaneously. The 
character bf the variation is thus portrdiyed on* the screen hj a 
luminescent line. * • 

In the hard tube the focusing is of a different clmracter. The tube 
is exhausted to the state of a high vacuum and*the focusing is obtained 
either by electrostatic or magnetic fields. 

In the case of electrostatic focusing, the filament is surrounded by 
the control shield in the way already described, but there is a succession 
of anodes. Fig. 479 illustrates a two-anode focusing device. 

The second anode is the main accleratmg device in this case, and is 
at a potential of 1000 to 2000 volts above that of the filament. The 
first anode, which lies between the filament and second anode, is 
maintained at abont a quarter of the potential difference. 

The arrangement can be described as an electro^i gun. For still 
better focusing, an additional anode is required and the best poteiiMals 
to employ are indicated with the apparatus. 



In the case of magnetic focusing, the anode serves as an accelerator, 
as described in the case of the soft tube, and a screen surrounds the 
filament as before. The focusing is now by means of a coil of wire round 
the neck of the tube, which carries an electric current and thus generates 
a magnetic field along the axis. Any electrons not moving in this 
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Fig. 480 

direction spiral round the lines of force, and as their velocity com- 
ponents at right angles to the axis of the tube are not large, they spiral 
in paths of small radius and tend to come to the axis along which they 
move with the velocity acquired by the fall between the filament and 
anode. 

it will be observed in any but the very simple forms of soft tubes 
that the X- and Y-plates ate not so simple as has-been illustrated so 



far. The form often taken in practice is illustrated in fig. 481. The 
reason for this is to eliminate a form ^^f distortion known as origin 
distortion. One of each pair of plates is divided and tlie parts 
mamtained at a difference of potential. In the diagram is shown a 
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battery supply, but in practice the required difference is obtained from 
the tube power pack. 

Thus the average p.d. through which the electrons fall is kept 
constant and the sensitivity is unaltered. 

The Power Supply to a Cathode-ray Tube 
The diagram, (fig, 482), illustrates a circuit suitable for the supply to 
a hard tube. The mains supply is transformed to give both the low 
and high tfuision. The former is of the order of 1 volt and heats the 



filament, pTOviding the recommended num]^er of amperes. This may 
require an increase as the tiibe ages. 

The high tension is reetified and smoothed. In the diagram rectifi- 
cation is shown by means of a metal rectijner and the network of 
resistances and capacities smooth the rectified'' current. 

Time Bases 

In using the cathode-ray tube the potential difference to be investi- 
gated is connected across one pair of plates known as the Y-plates, 
If an alternating p.d. is connected to the plates and the X-plates are 
at equal potentials, the spot on the fluorescent screen will move to and 
fro in time with the supply, the extent of the swing being a measure 
of the amplitude of the p.d. This examination gives no indication of 
how the p.d. varies with time. Information on tins p)oint can be 
obtained if the spot is made to cross the field in a ''direction at r^.ght 
angles to the oscillations. If the motion in this direction is made at 



a uniform speed the fluorescent track is a time-displacement graph of 
the motion and is thus a graph of the p.d. against the time. If the 
spot can he caused to fly back the trace can he repeated. By syn- 
chronization of the motion due to the X-plates with that due to the 
Y-plateSj a stationary picture is obtained for the motion is .so rapid 
that the fluorescence persists. In this way the screen is made to present 
a graph of the p.d. dependence on time which can be examined under 
static conditions. 

The application of the required p.d. to the X-plates in order to 
produce the constant sweep provides a time scale of measurements 
known as a time base. In order to understand the principle of time 
bases we begin with a simple form based on the property of the neon, 
lamp. The apparatus necessary is described as a neon time base. 



Pig. 483 


The potential is applied at points A, B, which are*" connected through 
a variable resistance, R, ^d a condeJiser, 0. The condenser plates are 
connected to the X-plates (fig. 483) and to a neon lamp. 

Suppose a potential, is applied at AB. The condenser is charged 
through the pesistance, R, and takes certain time to acquire a 
pote]gitial, V. Theoretically, it takes an infinitely long time to attain 
the full voltage, Vq. The,potential, V, at any time, t, after the beginning 
of charging is 

V= Vo(l -e-'ci). 

The neon lamp flashes when a certain potential, Vj, is applied t <3 it. 
This causes the condenser to discharge, and it continues to do so until 
a certain potential, V 2 , is reached, when the neon lamp ceases to glow 
and the condenser begins to charge again. When the potential, Vj,, is 
reached the process is repeated. 

Thus the deflector plates gradually attain the potential difference, 
Vj, and then suddenly fall to Vg, the process repeating itself a.s long 
as the tension is applied. 

Thus the spot moves across the plate a distance corresponding to 
a p.d. of Vj, then flies back to that corresponding to Y^. 
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In the case of the neon lamp, these potentials are about 170 volts 
and 130 volts, so that a range of. 40 volts is provided. 

There are two disadvantages associated with this time base. The 
first is that the range is small, and the second that the sweep is not 
linear. This means that the p.d. between the plates is not proportional 
bo the time taken to acquire it. 

The variation of potential applied to the plates, given by the 
formula, can be represented graphically. At first the p.d. rises from 



zero to Vj along OA. It then falls almost instantaneously to Vg along 
AB, and the charging then continues according to the graph aloag 
BC, DE, etc. , • 

The time taken for the sweep ^s^ denoted ^by BD, DE, etc. This 
depends upon the product, OR, according to the formula, and can be 
varied conveniently by altering 1;he resistance., Jn this way the period 
of the sweep* can be made equal to that of the p.d. applied to the 
Y-plates. It will be noted that the dependenTie of V on i*is not linear. 
Tins is seen from the graph, where the curves BC, BE, etc., aremot 
straight. They can be made nearly straight fey making use of only 
short parts of them.^ Tliis requires the use of a short sweep and is a 
disadvantage in general use. It is for this reason that the use of this 
simple method has been superseded. 

Improvements are required in two main directions. In the fix'st place, 
the range of the sweep should be greater and should be capable of easy 
adjustment. One way of obtaining improvement in this respect is to 
replace the neon lamp by a more flexible discharging device. Mercury 
vapour or gas-filled relays are used for this purpose. These instruments 
are triode valves and are generally described as thyratrons, the name 
used originally for the mercury vapour relay. 

The discharge results from tSe ionization of the ga«, the ionization 
potential of mercury vapour being 15 to 20 volts. It is the functfcn 
of the grid to control the anode potential corresponding to which the 


ionization takes place. When a negative potential is placed on the 
grid the anode potential has to be raised sufficiently to overcome tlio 
negative field at the cathode before ionization occurs. The anode is 
connected to the condenser, so that the anode potential is the charging 
potential of the condenser. The discharge is caused by the ionization 
of the gas in the thyxati’on, so that this occurs at difl’orent anode 
potentials, according to the potential on the grid. 

A means is provided in this way for varying the potemtiat rcaclui<l 
by the condenser before it discharges. The circuit of the thyratrou is 
illustrated in fig. 485. 



is charged thirough a resistance, part of*whiGh is fixed, the value.s in 
a piurticular example beihg shown in the figure, in whioh''thc quarfcor 
megohm is divisible. • 

The grid potenj^ial ip variable by means of the potentiometer, ,P, 
various negative potentials can be applied to tLe grid in this way. 
The condenser discharges through the resistance, R, when the anode, 
and consequently the condenser, attains the potential corresponding 
to the thyratron discharge. The p.d. between the condenser plates is 
applied to the X-plates of the oscillograph. 

In the second place, it is necessary to arrange for a linear relation 
between the potential of the condenser and the time of charging, '[I.’o 
obtain this condition a charging device has to be introdiuaal whieh 
provides a current independent of the voltage. The diode i]i the 
state of saturation is a possible device'^for this purpose but the use of 
a pentode is preferred, and is more usual on account of the ease with 
which its impedance can be controlled. 
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The Investigation of the Electrostatic Sensitivity of a Cathode-ray Tube 
The sensitivity of a cathode-ray tube is determined by the deflection 
of the spot of light on the screen per unit potential difference between 
the plates. This is not an absolute measure of the sensitivity, since 
the deflection depends on the velocity of the electrons in the beam. 
This depends on the potential difference, V, through which the electrons 
liave fallen in their flight from the filament to the anode. 

The length of the tube beyond the deflecting plates is also a factor 
in determining the magnitude of the deflection, as also is the distance 

iS 



, Fia.486 


•• 

• 

between the plates. The iatter determines the strength of the field 
between Ihe plates, and consequently the*magrdtude of the displace- 
ment of the beam is influenced by the sepamtion. 

When the tube is made up the operator has only pne of these variables 
under control, viz*, the potential difference between the filament and 
anode. 

The way the various factors influence the sensitivity quantitatively 
may be appreciated by a simple consideration in the following way. 

Let the plates be denoted by AB and CD (fig. 486), and let their 
length in the direction of the beam be 1. Let the distance between 
their mid-points and the screen, SS, be L, and their separatiozf be d. 

If the electrons have fallen through a potential difference, V, they 
will have a velocity, tt, given by 

— eV, ** » 

where m denotes their mass and e their charge. 


Thus the electrons arrive at the point, P, where they enter the field, 
E, between the plates with the velocity,. m. Prora this point until they 
leave this field at F, they move horizontally with constant velocity, u, 
, . Be 

and vertically with acceleration, — 


Thus 


2 m 




- denoting the time taken to traverse the field. 
u 

Be I 

The vertical velocity on reaching F is , and they travel from this 

m u 

point to the plate with this constant velocity- vertically and with ii 
horizontally. 

Thus 

FG 

and » 0H = EF+HG = 5^. 

since FG = L — 

Thus, substituting for mu^ in terms of V, 

„„ EIL UZL 
« ~2V"'2W’’ 

if U denotes the p.d. between the plates. » 

The sensitivity is thus measured "by and this quantity is evi- 

dently inversely proportional to the p.d. between filament ^nid anode. 

The experiment to be described will clptennine the value of the 
deflec^on OH for various values of U when a fixed accelerating voltage, 
V, is applied. ^ * 

The observations will be repeated for diifrirent values of V, and 

* * * OH 

graphs will be drawn for each value of V. The moan value of 

will be found for each case, and by plotting the logarithm of tins ratio 
against log V it can be verified whether the slope of the graph, is 
negative and equal to unity as the formula suggests. 

If the tube is gas-filled and of a simple type the influence of origin 
distortion to which a reference has been made (p. 728) will be observed. 

The diagram (fig. 487). illustrates the arrangement of the apparatus 
which consists chiefly of the provision of variable values of V and U 
by means of potei^tiometers denoted by 'Q and E. 

Tlie potentiometer, P, is for the purpose of providing a potential 
to the shield, S, which for many tubes will be negative. The sign of 
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this potential and its value will depend on the make of the tube. 
Variations may be used to control the intensity of the spot on the 
screen. When a suitable value has been chosen it should remain fixed 
during the experiment. 

Voltmeter.^ V and U are required to measure the p.d.s already 
referred to by these letters. 

The potentials may be obtained from batteries the order of value 
in the case ofi V being about 100 to 750 volts for a gas focus tube. 



The Investigation o£ the Magnetic Sensitivity^<5f a Cathode-ray Tube 
A magnetic field is produced across the neck of the tube by a pair 
of coils connected in series one at each side'; These .are provided^ with 
a current which is variable and they are desigiied to produce a magnetic 
field as uniform as possible for a length, of the tube across which 
the electrons pass. - - 

In considering the question of sensitivity in this case, it will be 
a ssumed that the field is of strength, H, in this region of length, I, and 
that it fails abruptly to zero outside the region. This is treating the 
problem in an ideal way, hut the result gives a good approximation 
to that obtained experimentally, and illustrates the principles concerned. 

Let ABO denote the direction of the undisturbed beam and let AB 
denote the extent of the magnetic field, supposed to be directed into 
the paper at right angles to it. Each electron of e electrostatic units 

moving with velocity, u, is equivalent to a current of electromagnetic 

c 

units flowing in the direction BA. Thus the field, H, produces a force 



— lying in the plane of the paper at right angles to the direction of 

C .r ■ 

motion of the electron. Its motion is thus along the circular arc, AC, 
so long as it remains in the field. On leaving it at 0 it flies off at a 
tangent to strike the screen at X, the deflection being OX. The tangent, 
XO, cuts the line, AB, at its middle point, 1>, since both DA, and DC 
are tangents, and it may be supposed that the deviation, !BC, is small 
.enough to make BD and DO approximately equal. 



OX = 


If OD is denoted by L, and BC by x, 

2La; . 

i 

If R denote the radius of the circle of ’frhich AC is ah arc, we can write 
•' 2B.X 

again assuming that x i^^mall. • 


The equation of motion is 


thus 


and 


Heu 


"W ■ 

He 

emu 

2cmu 


If the p.d. between anode and filament is V, 
Ye = 

from which it follows that 

*= 5 ? r 

2c\/2Vm 

Thus the deflection on the screen 

HZL 

fWm 


X==OX = - 
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In carrying out the experiment the potential, V, and the focusing 
potential to the screen may be applied to the tube as before. 

The magnetic coils are Joined to a battery, a variable revsistanco and 
an ammeter in series. 

Since tlie held, H, is proportional to the current, it will be sufficient 
to plot the ammeter readings against the deflection for a series of values 
ofV. The graphs which result should be linear. 



In order to test the dependence ppon V, "^aluea of V and X corre- 
sponding to a constant deflecting current should be obtained. These 
may bo read from the graphs already plotted*# 

If log X be plotted as ordinate and log V as abscissa the graph 
should be linear with a negative slope of val^e * 

A further interesting calculation can be made if the field between 
the coils can bo obtained from a knowledge •of the current in them. 
This <leponds on the dimensions and the winding ofithe coils, and may 
be given by means of a graph or table. 

If this is not the case and the coils can he removed, the field midw'^ay 
Ixhwcon them can Ijc found by means of a fluxmeter. When H is 
know'll, together with the lengths I and L and the p.d. V, the value of 

^ can be determined. 

m . 

The Examination oS a Power Pack 

A power pack is, in general, required to convert an oscillatory supply 
of electricity, such as the mains supply of about 250Volts at 50 c;^cles 
per second into a steady direct potential. 


01 tills experiment is to study tlie structure of a con- 
venient power pack circuit and to examine the contribution of various 
parts of it in attaining the desired result. 

The figure shows a t 5 rpical power pack circuit. The mains supply is 
shown on the left connected to a transformer, in the figures the 

transformer is represented as supplying two low-tension, voltages by 
means of Lj and Lg, for heating filaments, and a high tension by means 
of H. R denotes a full wave diode rectifier. Wium Afis positive! the 
current flows from A, to F, and when Ag is positive it flows froiu Ag 


Vi 



to Fr Thus the current passes through R in the same direction m each 
half of the cycle. #> 

The E.M.F. supplied is represented in fig. 491. » 

This curve of E.M.F. against time can be expressed by means of a 
Fourier series consisting of a constant term and an infinite number of 
others which are harmonic in the time. The expression may be written 
in the form: 

E == fto -j- Ui cos + ctg COS 2«)5 -f • • • ~!- «« 7icx>t - r • . - 
If it is possible to suppress the variable terms a constant value, 
of the E.M.F. remains. 

We can regard the E.M.F. resulting from the rectification as con- 
sisting of a direct E.M.F. and a series cf waves of alternating E,M,.E, 

offrequencies > ^*^>etc. 

2n 
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The capacities, Cj and Cg, and the inductance, L, form a wave filter 
which ideally refuses passage to all these waves and thus a constant 
EJIF. of magnitude, results. 

In the experiment we shall examine the difference in the final results 
which follows from cutting out various elements of the filter. 



It will be observed that if the lead to A j or Ag is broken the current 
in half a C 5 mle fails to get through the rectifier and half-wave rectifica- 
tion results (fig. 492). The effect on smoothing which resftilts from 
half-wave rectification will be examined. 

The potentiometer, Pip 25 a-Hows the output voltage taken between 
Oj and O 2 to be varied. These points are connected to the plates of 
a cathode-ray oscillograph. 

S’ig. 493 illustrates a method for easy examination of the effects 
produced by various elements of the power pack. * 



It will be noted that fig, 493 is the same as fig, 490, with the addition 
of five switches. 

If Sj is brought into contact with A and the others closed with S 4 
in contact with D, the circuits of the two figures are identical. The 
small coil of the transformer shown disconnected serves as a supply of 
additional low tension for heating purposes should it be required, 

1, To examine the character of the unaltered wave-form as it is 
supplied by the transformer'' the switch, Sj, should be closed wdth 
contact at B. The switch, S 3 , should be closed to cut out the inductfmoc. 
Ij, and Sg left open to cut out the capacities. Sg can be in either position, 


/w 


AJJ V AJJ 




The switch, Sj, must be such that it is impossible to supply a filament 
current and make contact at B at the same time. 

With the arrangements described, the supply is admitted to the 
cathode-ray oscillograph tlirough 0^ and Og without smoothing or 
rectification. 


A trace illustrating the wave-form of the supply should be made. 
After this exaniination should be closed with contact at A and the 
following tests carried out. ’’ 



03 . 04 


, 9- ' ' 

Fig. 493 

r r ^ 

2 . To examine half-w^e rectification without smoothing, let the 

switch, Sg, be open. Close S3 to cut out the inductance andropen S4 to 
cut out the capacities. «' r 

3 . To examine full- wave*" rectification, close Sg and leave The other 
switches unaltered. 

Draw diagrams of the traces observed. 

The following experiments should be made for half-wave and 
full-wave rectification; 

1 . Examine the effect of introducing the capacities in parallel across 
the leads by closing S3 to cut out the inductance, by placing swittdi, 
S4, to make contact with D, and by closing Sg. Note the trac(\s a,ud 
examine the degree of smoothing, contrasting the eases of half- and 
full-wate rectification. 

2 . Insert the inductance by opening switch, S3. This is the usiuil 
working position of the filter. Again examine the two cases and make 
a record of the result by drawing the tr^es observed. 

3 . rPlace switch, S4, to make contact with E so that the capacity, Clg, 
is increased by Cj. Contrast this with the previous case. 
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These observations record the output voltage wave-forms of the 
power pack. . 

The current wave-forms can be observed by inserting a resistance, 
Ti, and connecting the ends, O3, O4, to the cathode-ray oscillograph. 
Examine the current wave-forms in all the cases described above. 
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Abbe refractometer, 295 

use of C and E lines with, 297 
indices of refraction of CSg, etc., 297 
measurement of dispersion with, 
297 

Aberration, spliorioal, of lens, 317 
Absolute resistance measurement, 
Lorenz’s method, 564, 566 
Absorption coefficient for ^-rays in alu; 
minium, 682 
for Y-rays in lead, 683 
of liquid by Nutting photometer, 421 
A.O. bridge methods: 
application of Kirehhoff®s laws, 606 '■ 

theory and notation, 606 
A.O. bridges, equality of ratio arms in, 620 
sensitivity in, 620, 624 
A.O. resistance of tfiode by bridge 
method, 700 

Acceleration due to gravity by Atwood’s 
machine, 63 
Accidental errors, 6 
Accuracy in flicker photometry, 418 
measure of, 9 
order of, 1 

with Owen’s bridge, 619 
Air damping, 514 

Air, temperature correction for velocity 
of sound in, 450j . 

Air thermometer, constant volume, 183 
Airy, Sir George, formula for resoluti?)!#, 
390,391 

Ammeters, 493, 496 
Unipivot, *497 

Amplilicatiou of valve, 691 
in pentqflo, 700 * 

Analyser for polarized light, 402 
Anchor ring, 481 * 

Anderson, theory of quadrant electro- 
meter, 649 , 

metluxl, sclf-induetance, 617 
Atidcrson and Bowen’s measurement of 
surfoco tension, 129 
Angle of contact, 107 
dip, 475 

elevation by sextant, 267 
prism, measurement of, 281 
subtended, measurement by sextant, 
257 

Angstrom’s method for thermal conduc- 
tivity, 226 

AmiaUn dsr Physik, refei’ence to Lumraer 
plate, 374 • . 

Archimedes’ principle, application in 
measurement of density of water, 177 
Area, measurement of, 15 


Area method, correction in calorimetry, 
188 

Artifiicial horizon, use of mercury as, 
267 

Astbiiry, N. E., modification of Carey 
Eoster’s method for mutual indiuv 
tance, 605 

Atwood’s machine, 63 
determination of g, 63 
equivalent mass in, 65 
Auto-collimating spectrometer, 287 
Average error, 7, 11 

B-H curve, magnetometer method, 478 
ballistic method, 481 
Balance, 28 

buoyancy correction, 33 
sensitivity of, 31 
Walker’s theory of, 29 
Ballistic galvanometer, 514’* 
key, for reduction of damping, 620 
moving-coil type, 616 
moving-needle type, 614 
quantity sensitivity, 519 
reduction factor, 618 
Bar, vihratmg, 79, 80 
Barometer corrections, 172 
Beam, cantilever, 73 
tli^ory of bending of, 71 
Young’s modulus, 71, 75, 77 
vibrsition of, 79 
Beats, 437, 438 
Beckmaij^ thermometer, 240 
correction for emergent column, 243 
tabl|g for use with* 244 
Bernoulli’s theorem, 136 
Berthelot’s methfod for latent lu^sit deter- 
mii^tion, 199 
Bessel’s error formula, 10 
resolution formula, 10 
Beta rays, absorption of, 682, 683 
Bifilar suspension, 45 
Biprism, Fresnel’s, 328 
Biquartz, 406 

Bismuth spiral in magnetic field, resis- 
tance of, 500 

Boiling-point of aniline and sulphur, 659, 
660 

solutions, rise of, 239 • 

Boltzmann’s constant, value of, 685 
Borda’s method of weighing by substi- 
tution, 33 

Bowen and Anderson’s method for sur- 
face tension? 129 

Boys’ method, refractive index fey, 274 
Brewster’s law of polarized light, 404 



British Association and legal ohm, com- 
parison of, 630 

Broca galvanometer, 505, 506 
Bubble of air in liquid, surface tension 
by, 121 

Bubble, surface temsion of soap, 118 
Bulk modulus for glass, 102 
Buoyancy correction with balance, 33 
Bunsen’s ice calorimeter, 193 
calibration of, 196 
density of ice by use of, 197 
specific heat by use of, 196 

Cadmium cell, 571 
E.M.B. and temperature, 573 
cell, manufacture and ingredients, 672 
Cadmium-iodide solution in xylol, 654 
red lines of, 355 
vapour lamp, 270 
Cagniard de la Tour’s siren, 427 
Calibration of bridge wire, 533 
bridge, wire, Carey Foster’s method, 534 
bridge wire in resistance thermometer, 
558 

bridge wire? potentiometer method, 537 
condenser by substitution, 718 
platinum resistance thermometer, 557, 
659 

spectrometer, Edser and Butler method, 
366 

spectroscope, 285 
thermometer, 169 
tube, 26 

Callendar and Barnes, mechanical equiva- 
lent, 247 

Callendar and Griffiths’ bridge, 552, 553 
Calorimeter, Bunsen’s ice, 193 
calibration of, 196 
density of ice by, 197 
Joly’s steam, 192 , ^ 

specific beat by, 196 
Calorimetry, 186 * * 

corrections in, 186, 188, 198 ^ 
Cambridge and Paul potentiometer, 579 
Campbell and Hoavisid# equal ratio 
bridge, 623 
Canada balsam, 402 
Candle, comparison with lamp, 416 
efficiency of, 413 
power, 412 

Cantilever, Young’s modulus by, 73 
theory of, 74 

Capacitance, absolute, 595 
and inductance measurement, 590 
Carey Foster’s method, 606 

D. C. methods, 690 
defiection method, 590 
de Sauty, 592, 612 
dependence on froqueficy, 613 

E. M.?J., 663 
fl.uxmeter method, 597 


method of mixture, 592 
quadrant electrometer, 652 
ralio of units, 6()2 
transmission througli, 611 
Capillary electromcstor, 585 
Capillary tube for surfiice tiuisiun, 1 J3 
Carbon disulphide, use witli Abbe refra(!- 
tometcr, 297 

Cardboard, thermal conductivity ofi 218 
Carey Foster bridge, 529 
comparison of B.A. aiuriogul olim, 530 
end correction, 530 
oxperimontiil details, 532 
Parey Foster nudihod for mutual iuduc- 
fcanco, 603, (521 
Astbury’s modification, 605 
Cathode-ray oscillograph, 727 
construction of simple form, 727 

* electrostatic focusing, 727, sensitivity, 

- 733 

magnetic focusing, 728, sensitivity, 
735 

Caustic curve, thick lens, 320 
Chadwick, 684 
Characteristic, s: 

anode current-anode potential, 693 
anode current-grid voltage, 691 
diode, 657, 688 
dynamic for triode, 695 
static for pentode, 698 
static for tetrode, 697 
static for triode, 695 
Charge of electron in E.M.U., 685 
Chladni’s figures, 453, 464 
Chorlton and Lees, method for thermal 

• conductivityi 218 
Chroiy)graph, 431 

Circle of least aberration, 320 
zero, 21 » 

Clark coll, 574- 

B.M.FT and temperature of,/)74 
manufacture and ingredients, 574 
Clement and'Uosormes, 202, 203 
Coaxial cylinders, viscosity by, 145 
Coefficient, reaistar^ce and tomperaturti, 
649 

Coincidence, method of, 59 
Comparator, 15 

Comparison of B.A. and legal ohm, 630 
capacitances, 606 
capacitances, large and .small, 659 
collinear S.H.M.s, 437 
E.M.F.8, 574 

. E.M.F.a, by quadrant ehictromett'.r, 650, 
667 

perpendicular S.ir.M..s, i:]!) 
small resistances by Kidvin bridgti, 540 
surface tensions, 125 
thermal conductivities, 221 
yard and metre, 16 
Compensator, Soleil, 305 
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Complex optical systems, 306 
Compound pendulum, 61 

determination of 55 . 

determination of moment of inertia, 56 
method of coincidences, 59 
Concave lens, focal length with convex 
_ lens, 302, 303 

focal length with convex lens and plane 
mirror, 303 

focal length with plane mirror, 301 
focal length with spherical mirror, 304 
Comsave mirror, cm'vature of, 259 
focal lines of, 263 
g by sphere on, 60 
Condensers, losses in, 628 
rate of leak, 652 

Conditions for dynatron oscillation, 712 
Newton’s law of cooling, 173 
tuned anode oscillations, ^JIO 
tuned grid oscillations, 707 
in flicker photometry, 416 
Conductance, mutual, 691 
Conductivity and concentration of KCl, 
569 

comparison of good and bad thermal 
conductors, 221 
electrical, of solutions, 566 
thermal, of cardboai’d (Lees and 
Ghorlton), 218 
thermal, of copper, 212 
thermal, of glass, 216 
thermal, of metal (Angstrom), 226 
thermal, of metal (Forbes), 222 
thermal, of rubbei’, 213 
temperature cori' 0 (?fcion in deternrina- 
tiou of, 214 ^ ^ 

Constant deviation spectrometer, 289 
('onstant pressure method for viscosity, 
163, 164 

pressure tlfermometer, 178 
volume method for viscosity, iyil 
volume thormometer, 183 
Constants of galvanometer, 499 
of optical system, 265 
of optical system, reference to Soarle’s 
experiment, 265 * 

(tuitaet, angle of, 107 
potential, 585 

(!onv<!ution of sign in optics, 298 
Convergent lens, focal length of thin, 299 
nso for curvature of convex mirror, 261 
(Pooling, ISTewton’s law, 173, 186 
Newton’s law, verification of, 174 
spooifle heat by, 189 
Copper, thermal conductivity of, 212 
Cori'ection, end for bridge wire, 634 
end for platinum thermometer, 553 
end for resonant pipe, 427 
for damping, 518 ^ 

for diameter in Stokes’s method, 149 
for emergent column, 243 


for flow in horizontal tube, 137 
for flow in vertical tube, 143 
for sticking of mercury pellet, 167 
for temperature, velocity of sound, 450 
for temperature, in conductivity, 214 
for thermometer, 171 
velocity of efflux, 135, 140 
Corrections for barometer, 171, 172 
in calorimetry, area method, 188 
in calorimetry, non-graphical nietliod, 
198 

in calorimetry, Begnault’s method, 186' 
Crompton potentiometer, 579 
Crystals, angles by goniometer, 257 
Current-potential relation in diode, 688 
sensitivity of galvanometer, 502 
Curvature of concave mirror, 259 
convex mirror, 260, 261 
lens surface, Boys’ method, 274 
spherical surfaces, Searle’s table, 266 
Cylinders, coaxial, viscosity by, 145 

Damped oscillations, period, 151 
theory of, 601 

Damping, 513 ^ 

air, 514 

correction for, 516, 517, 518, 519 
due to viscosity, 613 
electromagnetic, 613 
reduction of, 520 
Dead-beat galvanometers, 613 
Decay of radioactive substance, 683 
Decrement, logarithmic, 151, 501,** 516, 
517 

Density of ice, Bunseir’s calorimeter, 197 
vapouj’, method of Dumas, 209 
water, table, 179 

water, temperature variation, 177 
Depressi(Sf of boiling-point, 239 
freezing-point, 244 
Desormes, Clement artd, 203 
Deviatsm, moan gquare, 9 
minimum, 280 

specteemeter, constant, 289, 291 
Deviations, 10 
Diamagnertics, 4?5S 
Diameter of small bodies, 390 
Dielectric constant, material in form of 
plate, 658 
Diffraction, 321 
at straight edge, 380 
plane reflection grating, 384 
plane transmission gi'atmg, 382 
width of slit, 393 
Diode, 685 • 

as high-frequency voltmeter, 717 
characteristic, 687 
Dip circle, 475 

Direct reading jic^tentioineter, 576, 577, 
Disk on strings, moment of inertia, 44 



Dispersion \nth Abbe rofractometer, 297 
Dispersive power, 282 
Distribution of magnetism along bar 
magnet, 460 

Diverging lens, focal length of, 302, 303, 304 
Dolezalek electrometer, 643 
Double mirror, Fresners, 324 
ratio box, 544 
weighing, 32 

Drop method for surface tension, 109, 118 
Duddoll oscillograph, 626, 627 
’Dynatron, 698 . 

condition of oscillation, 712 

Earth’s field, horizontal component, 47( 
horizontal component, value in Lon 
don, 652 

Bdser and Butler fringes, 356 
Efficiency of light sources, 413, 414 
Einthoven galvanometer, 524, 527 
Elastic constants, relations between, 68 
Elasticity, 66 
Hooker’s law, 67 
moduli of, 68 

Young’s n>oduIus, 67, 68, 70, 71, 73, 74 
75, 77, 79, 96, 99 
Eleotrol 3 rtes, conductivity of, 566 
Electromagnetic damping, 513 
waves, velocity of, 666 
Electrometer, quadrant, 643, 646 
capacitance by, 657, 659 
capacitance of, 655 
coilparison of E.M.F.s by, 650 
dielectric constant by, 658 » 

Dolezalek, 643 

high resistance by, 652 , 

theory, references to, 648, 649 
verification of Ohm’s law by, 651 
Electronic charge in E.M.U., 035 
Electrostatic focusing in C.R.O., 727 
sensitivity in C.R.O., 733 • 

e/m for ^cathode rays, 6^9 • 

from %eman effect, 368, 377 
E.M.F. and temperature in cadmium 
573 

and temperature in Clark cell, 574 
thermo-temperature relation, 580, 685 
E.M.F.S, comparison of, 574, 650 
E.M.U. and E.S.U., ratio of units of 
capacitance, 662 

End correction, bridge wire, 534 
Carey Foster bridge, 630 
organ pipe, 427 
Energy density, magnetic, 488 
Eosiu, curve of absorption, 424 
Equivalent mass in Atwood’s machine, 65 
Error, average, 9, 11 
practical determination of, 10 
probability of, 7 
prob^ible, 9, 11 
root mean square, 9 


Errors, accidental, 4 
. Bessers formula, 10 
oonstant, 4 
curve of, 7, 8 
estimation of, 8 
Gaussian law, 6 
normal law, (i 
of observation, 1, 3, 4 
systematic, 4 

E.S.U. and E.M.IT., ratio of naits of 
eapacitanfio, 662 <* 

Expansion, mat(uiul of weight thermo- 
meter, 176 
of water, 177 

F line of hydrogen, 297 
Fabry-Perot Etalon, 202, 359 
Falling plate, frequency l)y, 429 
spheres, vfeeosity by, 1,48 
Ferguson’s method for surface tension, 
113 

Field strength by fluxmetor, 562 
by ballistic galvanometer, 562 
Flame, sensitive, 457 
Flicker photometer, 414, 416 
accuracy, 418 

Flow in horizontal tube, 135 
in vertical tube, 141 

Fluxmetcr, capacity, measurement by, 
597 

li(jld strength by, 662, 674 
Grassot, 459, 522 
mutual inductance by, 606 
pole strength by, 469 
FlyVheel, moment t)f inertia of, 39 
^i’#oal length, magnification method, 306 
microscope objective, 314 
revolving table, 316 
Searle’s goniometer, 311 
separated lenses, 314 • 

thiokJ-cns, 306; formula, 317 
thin converging lens, 297, 299, 300, 301 
■ tliin divcBging lens, 302, 303, 304 
Focal lines of concave mirror, 263 
Forbes’s method for thermal conductivity, 
223 

Foster, Carey, bridge, 629 

comparison of B.A. and legal ohm, 530 
end correction, 530 
experimental details, 532 
Foster, Carey, method for mutual induo 
tance, 603, 621 

method for mutual inductance, Ast- 
bury’s modification, 605 
Freezing-point, depression ofr 241; 
Frequency, bridge method, 635, 636 
chronograph, 431 
falling plate, 429 
Meyer’s method, 434 
ratio by Lissajou’s figures, 441 
Rayleigh’s method, 434 
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Frequency, Bonsitive flame, 457 
siren; 426 

stroboscope, 434, 436 
tonometer, 428 
Fresuers bipriism, 328 
double mirror, 324 
Fringes, Edser and Butler, 356 
Avbite light, 354 


(/ by eompound'pendulum, 56 
by spluu'o on ooncave surface, 66 
( bilvanometer, 4!)S 
adjustment, 509 
ballistic, 514, 516 
Broca, 505 
choice of, 510 
constants, 499, 508 
creep of zero, 513 ■» 

current seirsitivity, 502 
damping in, 513 
damping, reduction of, 520 
dead-beat, 513 
Einthoven, 624, 527 
Helmholtz, 504 
.Toule heating in, 404 
h)W resistance, 512 
moving-coil, 507 
moving-needle, 504, 510, 514 
Otwood, 600 
period, 602 

quantity sensitivity, 510 
reduction fiictor, 518 
resistance, 499, 50(\ 512, 528 
sensitivity, 608, 5l0, 512 ’ 

TJiomson, 605, 507 » , 

IJnipivot, 407 

vibration, 624 ' 

(Jamma-ray absorption, 683 
Gas thermometry, 180 
Gauss, law of magnetic force, 46^ 
method oT douhhvweigliing, 32 
Gaussian law, (5 • 

Gehreko, Lummer and, 202, 872 
General Electric .'Review, 686 
Generation of oscilUitions, thermionic 
valve, 707 

({old-leaf ekwtroscope, 680 
(}oniomet(ir, Hearle, 311, 314 
Wollaston, 257 
Graiiuatiou of tube, 24 
Grassot lluxmoter, 459, 521, 522, 597, 
006, 074 

Grating, diffraction, 382, 384 
Echelon, 292 
(.{■rid, tuned, 707 
voltage, characteristic, 691 
Griffiths, Calleudar and, 553 ^ 

Grutzrnacher’s table, 243, 244 
Guild, photomotor, 416 
Gyration, radius of, 37 


INDEX.. ■■■ 

Hagen, 6 

Haidinger’s fringes, 350 
Half shade, 406 
Half-shadow angle, 409 
Half-wave plate, 406 
rectification, 739 

Harmonic motion, simple, 437, 439 
Heat of solution, 201 
Helium red line, 292 
Hebnholtz galvanometer, 504 
High-frequency resistance, 721 
resistance by resonance, 724 
voltmeter, 715 

High resistance, 538, 645, 547, 655 
example of, 655 
by quadrant electrometer, 652 
Hilger, constant deviation spectrometer, 
289 

Rayleigh rofractometer, 347 
Histogram, 393 
Hookes’ law, 67 

Horizontal component of earth’s field, 
4-70, 675 

value in London, 652 
Hydrogen, viscosity of, 104 *» 
Hyperboloid of revolution, 362 
Hysteresis, 478 


Ice calorimeter, Bunsen’s, 193, 196 
density of, 107 
latent heat of, 108 
Iceland spar prism, 402 
Illumination, intensity of, 413 
Increase in length on magiretization, 466 
luductawje. Maxwell’s bridge, 616 
mutual, 601 

mutual, by ballistic galvanometer, 601 
mutuag%y Carey Foster’s method, 605, 
621 

mutrilil, by fluxmefbr, 606 
mutulil, by sclfgnductance bridge, 620 
mutual, formula for parallel circuits, 
566 ' 

Inductance-capEipity bridge, 616 
Inductance, self-, 615 
and resistance of coil, 623 
Anderaon’s bridge, 617 
Campboll-Heavisido bridge, 623 
Owen’s bridge, 61.0 
Induction, magnetic, 478 
Inductive eiTors in resistances, 628 
Inductometer, 616 
Inertia, moment of, 35, 37 ^ 

bifilar suspension, 45 
compound pendulum, 55 
cylindrical rod, 471 
di& on strings, 4.4 
flywheel, 39 ^ 

rectangular rod, 38 
table, 48 
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Intensity of earth. ’s field, 652 
illumination, 413’ 
magnetization, 478 
Interference, 321 
fringes, biprism, 328 
fringes, Fresnel’s double mirror, 324 
fringes, Lloyd’s mirror, 324 
fringes, theory of formation, 322 
fringes, white light, 354 
Interference methods for magnetostric- 
tion, 460 

Poisson’s ratio, 334 
Young’s modulus, 334, 338 
Interferometer, Fabry-'Perot, 368 
Jamin, 340 
Michelson, 348, 352 
Intermedia, te metals, law of, 681, 582 
Internal reflection, total, 271, 282, 284 
Inverse square law in magnetism, 460 
Ionization potential, 704 
of mercury vapour, 731 

Jaeger’s method for sm'face tension, 125 
Jamiu’s interferometer, 340 
Joly’s steanf calorimeter, 192 
Jorile effect in galvanometer, 494 
Journal Soient^o Instruments, reference 
, ’ to Guild’s paper on photometry, 416 

Kahlenburg’a heater, 200 
Kater’s pendulum, 58 
Kay^and Laby’s tables, 679 
Kelvin bridge, 541, 643, 645 ^ 

Kelvin’s method, galvanometer resis- 
tance, 628 

Key for reduction of damping, {^0 
Kinetic energy of rotating body, 36 
Kirchlioff’s laws in A.C. bridgs# 606, 610 
Koenig’s method, bending beam, 77 
Kundt’s tube, 448, *451, 452 , 

• • 

Laby, .Kaye and, tables, 679 
Ladenburg correction, 149 • 

Lamp and scale with galvanometer, 498 
Langmuir, 686 * * 

and Child, formula, 703 
Latent heat, ice, 197 
of fusion, 198 
of vaporization, 199 
Latitude, barometer correction, 172 
Laurent’s saccharimeter, 404 
Law, Gaussian of errors, 6 
Hookey’, 67 
normal, of errors, 6 
of cooling, Newton, 173, 174, 186, 254 
of errors, 392 

of intermediate metals, 580, 582 
of inverse square, 46p 
Leakage, high resistance by, 647, 662 
Lecher’s experiment, 666 


Lees and Chorlton, theivnal conductivity 
of cardboard, 218 
Length, measurement ofl 15 
Lens, auxiliary convergent, with concave 
mirror, 261 

Boys’ experiment, 274 
convergent, 299, 300, 301 
divergent, 302, 303, 304 
formulae, sign convention, 298 
plano-convex, 310 
Searle’s goniometer, 3 W. 
thick, caustic curve, 320 
thick, focal length by magnification, 
306 

' thick principal planes, 305, 317 
thick, spherical aberration, 317 
Lenses, two separated, 314 
Lever method for surface tension, 108 
Linear time >.ase, 732 
Lines, focal, concave mirror, 263 
formula, 265 
Lippich polarizer, 408 
Lippmann’s capillary electrometer, 686 
Lissajou’s figures, 439, 441 
Lloyd’s single mirror, 324 
Load line, 694 

Logarithmic decrement, 150, 161, 501, 
616, 517 

Lorenz, absolute resistance, 564, 566 
Losses in condensers, 628 
Low resistance, 538, 539 
galvanometer, 512 

Lummer-Gehroko plate, 292, 372, 374, 377 
Lycopodium spores^ 392 

• • 

Machine, Atwood’s, 63 
Magset, polo strength by fluxmeter, 459 
Magnetic body, force on, 489 
field and resistance, 564 ' 

field, «arth’s, 470 
focusing in O.R.O., 728 
induction, 478 

medium, energy density, 488 
sensitivity of C.E.O., 735 
susceptibility offsolid, 489 
susceptibility of solution, 490 
Magnetization, change of length, 466 
intensity, 478 
Magnetizing intensity, 478 
Magnetism, distribution along magnet, 
460 

inverse square law, 460 
residual, 483 

residual, and temperature, 464, 466 
terrestrial, 470 
Magnetometer, Kew, 473 
Magnetron, determination of e/m, 705 
Magnmcation factor, 692 
formulae for optical systems, 307 
Makower, 684 
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Maas, measurement of, 15 
equivalent, in Atwood’s machine, 65 
Maxima, subsidiary in plane grating, S’98 
Maxwell’s formula for mutual inductance, 
565 

inductance bridge, 615, 616 
needle, 88 

Metisui'o of aoouracy, 9 
Mechanical equivalent by friction cones, 
246 

ruethofl of Cahendar and Barnes, 247 
Melde’s experiment, 446 
Morcury cup contacts, 555 
purification of, 672 
spectrum, wave-lengths, 35S 
surface as artificial horizon, 257 
vapour relay, 731 
Method of exact fractions, 365 
Metre, comparison with yardf 16 
Meyer’s formula for viscosity, 149 
method for frequency of a fork, 43 
method for vapour density, 207 
Mica condenser, 612 
Miohelson, Echelon grating, 292 
interferometer, 348, 352, 854, 365 
stellar diameters, 394 
MicroscoiJe, travelling, 15 
Mirroi’s, concave, focal lines, 263 
conoave, radius of curvature, 259, 260 
convex, radius of curvature, 260, 261 
Mistakes, 4 

Mixture, method ofi 186 
Modulus, bulk, 67, 102 
of rigidity, 67, 99 
of rigidity by waves in rods, 450 
of rigidity, dynamic method, 88 
of rigidity, static method, 84 
of rigidity, with flat spring, 90, 93 " 
Young’s, 67,, 

Young’s, by waves in rods, 450 
Young’s, by Koenig’s method, 7Y 
Young’s, by Searlo’s method, 70, 99 
Young’s, wit;h cantilever, 73” 

Young’s, with loaded beaTn,’'75 
Young’s, with vibratipg bar, 79 
Young’s, with vibrating spring, 96 
Young’s, with wire, 68 
Moment of iiuu'bia, 35 
about any axis, 37 
bifilar suspension, 45 
compouml pendulum, 56 
cylindrical rod, 471 
disk on strings, 44 
flywheel, 39 
rectangular rod, 38 
table, 48 

Molecular weight, depression of freezing- 
point, 244 

Moullin voltmeter, 717 
Moving-coil galvanometer, 516 
neeclio galvanometer, 514 


Mutual conductance, 691, 700, 709, 711 
Mutual inductance by ballistic galvano- 
meter, 601 

by Carey Eostor’s method, 603, 621 
by fluxmeter, 606 
by self-mductance bridge, 620 

Nalder potentiometer, 679 
Narrow-necked resonator, 455 
Natural leak of gold-leaf electroscope, 682 
Nature of physical measurement, 6 
Neon lamp in stroboscopic methods, 436 
time base, 730 

, Neumann formula for self-induction, 668 
Neutral point in thermo-eleotricitj^, 584 

Newton’s law of cooling, 173, 174, 186, 
254 

■' rings, 329, 333, 466 

. Nicol prism, 403 
Nodal points, 309 
Normal law, 6 
Nutting photometer, 420 

Object glass of telescope, resolving power, 
385 

Observations, rejection of, 11 
Ohm’s law, verification Toy quadrant 
electrometer, 661 
Oiled paper condenser, 615 
Onwood galvanometer, 509 
Optical bench, 323 ^ 

Convention, Proceedings of, 266 
aysteln, constants of, 265 
systems, experiments on, 305 
Origin distortion, 728 
Oscillating disk, viscosity by, 149 
magnet, ^^5 

Oscillations, damped, 150 
undainued, 47 , 

Oscillograph, cathode-ray, 727, 729 
Duddetl, 526, 627 ^ 

Owen’s brij^ge, 610, 619 
use of compound pendulum, 55 
Oxygen, viscosityiof, 164 

Parallax, 299 

Parallel light, adjustment of spectro- 
meter, 277, 278 

Paramagnetic substance, force on, 490 
Paramagnetics, susceptibility, 488 
Pendulum, compound, 51 
compound, g by, 56 
compound, moment of inertia •of, 55 
Kater’s, 58 
Pentode, 700 

Period of damped oscillations, 151 
of galvanometer, 602 
Permeability, 478, 'Wl 
Perot, Fabry, and Etalon, 292, 359?®364, 
365, 368 
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Peters’ error formula, 11 
Photometer, Flicker, 414 
Guild’s, 416 
Lummer-Brodlum, 418 
FTutting, 420 

Fliil. Mag., reference to Anderson on 
quadrant electrometer, 649 
Searle on optical constants, 265 
WaUcer on quadi'ant eloctroinoter, 649 
Phosplior-bronze suspension, 507, 645 
Photometry, 412 
accuracy hi, 418 

Physique, Ann, de, reference to Lummer 
plate, 374 , 

Plane grating, 382, 384 
Planimeter, 17 
Plano-convex lens, 310 
Plate resistance, 691 

Platinum resistance thermometer, 549, 
552, 554, 556 
calibration, 557, 569 
correction, 553 
Poisson’s ratio, 68, 105 
for glas% 334 
for rubber, 106 

Polarimetry, sensitivity in, 409 
Polarization, 321 

by reflection, Brewster’s law, 402, 403 
rotation of plane of, 404 
Polarized light, analyser, 402 
Polarizing system of Lippich, 409 
Poll strength by fluxmeter, 459 
Potential and spark gap table, GniO 
contact, 589 

ionization, 703, 704 ^ 

measurement of, 571 

Potentiometer, Cambridge Paul, 679 
Crompton, 579 

direct reatog, ,577, 578 ^ 

forms of, 674 
GambreU, 579 ' 

low resistance b}^ 539 
Nalder, 579 

Power, resolving, of tehscope, 385 
supply to C.R.O., 729 
Principal specific heat ratio, 203, 462 
Principle of Archimedes, 177 
planes of thick lens, 305 
points of optical systems, 298, 305, 310, 
316 

Prism, constant deviation, 291 
total internal reflection, 282 
Probabio error, 9, 11 
Probability of error, 7 
Proceedings of the Optical Convention, 
reference to Searle on optical con- 
stants, 266, 311 

Proceedings of the ^Physical Society of 
%ondon, reference to S. W. J. Smith 
on magnetism and temperature, 466 


Pulfrich refractometcr, 293 
Purification of mercury, 572 

Quadrant oloctromoter, 643 
capacity, 655 

comparison of capacities, 057 
comparison of .E.M.F.s, (550 
dielectric constant by, (558 
high resistance by, 652 
reference to theory of, (5-18, (i tO 
sensitivity of, (14(5, (>51) 
verification of Ohm’s law, (55 1 
Quantity of electricity, moasuremont, 514 
sensitivity of galvantmrotor, 519 
Quincke’s method for surface tension, 1 1 9 
(juartz fibre suspension, 644 

Radiation constant, 237 
Radii of chJvature, concave mirror, 259 
convex mirror, 260, 261 
Searle’s method, 266 
Radio-frequency measxirements, 716 
calibration o'f condenser, 718 
inductance, 719 
self-capacity of coil, 719 
Radioactive transformations, 684 
Radioactivity, 679 
Radius of gyration, 37 
Rankine, viscosity of gas, 166 
Ratio of frequencies by Lissajon’s figures, 
441 

principal speoiflo heats, Clement and 
Dosormes, 203 

^principal specif^ heats, Kundt’s tube, 
462 

* units of capacitance, 682, 663 
Rayleigh, method for frequency of fork, 
434 

method of ripples for syirfacc tension, 
122 

refrSetometer, 342 , 

refractometer for liquids, 347 
self-indifctance, 598 
Rays, cathode, 669 
Rectification, ful^-wave, 738 
half-wave, 739 
Red line of Cd, 355 
of He, 292 

Reduction factor of galvanometer, 518 
of damping, key, 520 
Reflection grating, 384 
of light, 265 

of light, total internal, 271, 2S2 
Refraction of light, 2(59 
Refractive index, 269 
apparent thickness, 270 
auto-collimating spcctromctcjr, 289 
gl«ss of lens, by Boys’ method, 274 
glass of prisni, 284 * 
glass of thick lens, 310 
liquid by lens and plane mirror, 273 
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Michelson’s interferometer (glass, mica), 
355 

of qnartx (table), 38 
Rayleigh rofractometer, 342, 347 
total internal reflection, 271 
Pvefractometor, Abbe, 294 
Abbe, dispersion by, 297 
Rnlfrich, 293 
Rayleigh, 342, 347 

Rcguanlt’s (jorreotion in calorimetry, 186 
Rejection of oljservnitions, 11 
Residual magnetism, 483 
and temijerature, 464 
Residuals, 10 

Resistance, absolute (Lorenz), 664, .666 ' 
bismuth spiral in magnetic field, 660, 
664 

Carey Roster, 629 

capacitative and inductive errors, 628 ^ 
coils, construction, 533 
dependence on frequency, 613 
galvanometer, 611, 628 
galvanometer, Kelvih’s method, 628 
galvanometer, low value, 612 
galvanometer with linear scale, 499 
galvanometer with non-linear scale, 500 
H.P., 721 

H-IA, by resonance, 724 
high, 5518, 646 
high/ by leakage, 647, 662 
Kelvin bridge, 540 
low, 638, 639 
of bridge wire, 631 
of electrolytes, 6(y} 
plate, 691 

plate, pentode, 700 * « 

plate, triode, 700 

platinum thermomotor, 647, 562, 664, 
659 . » 

potentiometer, by, 639 
speuific ^(Cdl in xylol), 664 * 
suitable high, 665 

temperature variation, 646, 648, 549, 
552 

Resistances, comparison of small (Kelvin 
lu-idge), 540 * 

Resolving power, object glass of telescope, 
385 

Resonance, condition, 635 
Resonator, narrow-necked, 466 
R(5volving table, Hearle’s, 316 
Richardson, 0. W., 685 
Rigidity, modulus of, 67 
clynamic method, 88 
flat spring, 90, 93 
Searlc’s method, 99 
static method, 84 
waves in rods, 450 m 

Rqjplo method for surface tension, 122 
Rise of boiling-point of solutions, 239 
Robinson, H. R., 674 


Rolling bodies, 42 
Root-mean-square error, 9 
Rotation' of plane of polarization, 404 
Rutherford, 684 

Saccharimeter, 404 
Saturation curve of ionized gas, 679 
Sauty, do, 592, 612 
Schering bridge, 614 
Schooner sail, surface tension, 110 
Schuster’s adjustment of spectrometer, 
277 

Screening, 612 
Searlo, goniometer, 311, 314 
method for curvature of surface, 266 
method for modulus of rigidity and 
Young’s modulus, 99 
method for Young’s modulus, 70 
method for optical constants, 268 
revolving table, 315 
Secondary emission in triode, 695 
Self-capacitance, 715, 719 
Self-inductance, Anderson, 617 
bridge, mutual inductance with, 620 
Maxwell, 615, 616 e 
of coil, 719 
Owen, 619 
Rayleigh, 598 
Schering, 014 

Sensitive current detector, 505 
flame, 467 

Sensitivity, ourrent, 502 
electrostatic, of C.R.O., 733 
magnetic, of C.R.O., 735 
of A.C. bridge, 620, 624 
of balance, 31 

of galvanometer, 508, 510, 611 
of qu{|.jj.i'ant electrometer, 646, 650 
of saccharimeter, 405 
quantity, 619 ^ 

Senti£ method for surface tension, 127 
Soxtam, 255, 257, 268 
Shear, 69 

Shunt, galvanometer, 494 
Simple jrammie motion, combination, 
437, 439 

Siren, frequency by, 426 
Skin effect, 716 
Slide-back voltmeter, 717 
Smith, R. E., report on standard cell, 672 
Smith, S. W. J., magnetism and tempera- 
ture, 466 
Smoothing, 740 
Soap solution, 110, 118 # 

Sodirun lines as standards, 293 
difference in wave-length, 353 
Soleil’s compensator, 410 
Solution, dejjression of freezing-point of, 
244 , 

heat of, 201 

rise of boiling-point of, 239 
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Sound, 426 - 

velocity in air, aiid CO 2 , 450, 451. 
Specific conductivity, table for KCl, 
569 

heat, Bunsen’s ice calorimeter, 196 
heat, liquid by cooling, 189 
heat, solid, by mixture, 186 
heat, solid, by Joly’s calorimeter, 192 
heats, ratio of, 202, 452 
resistance, Cdl in xylol, 654 
Spectrometer, adjustment, 276, 277, 279 
auto-collimating, 287 
calibration, 285, 356 
constant deviation, 289 
Sphere on concave mirror, 60 
Spherical aberration, thick lens, 317 
Spherical mirror, auxiliary -with divergent 
lens, 304 

min'or, curvature of, 259, 260, 261 
surface, curvature of, 266 
Spring, fiat, 90, 93 
Young’s modulus, 96 
Standard cells, 571 . 
lines, 355 

lines, Cd 315, H 297, He 292, Hg 358, 
Na 293- 

Static characteristics, pentode, 698 
tetrode, 697 
triode, 689, 691, 693 
Steam calorimeter, Joly’s, 192 
Stefan’s constant, 237 
Stellar diameter, 394 
Stoke#s method for viscosity, 148 
Straight edge, difii’action, 380 
Stray capacitance, 611 • 

Strings, vibrations of, 446 »■ 

Stroboscope, frequency of fork, 434 
neon lamp in, 436 

Subsidiary maxima with gratii^, 398 
Substitution, calibration of condenser, 
718 '■ 

weighij;ig by, 33 f '' 

Sulphur boiling apparatus, 560 
Surface tension, 106 '' 

and temperature, 132 y, 

Anderson and Bowen, 129 
bubble in liquid, 121 
by ripples, 122 
capillary tube, 1 13 
comparison, 125 
Ferguson, 116 
Jaeger, 125 
lever method, 108 
Quincke^jilO 
Rayleigh, 122 
Sentis, 127 

soap solution, 110, 118 
w'eighing drops, 109 
Wilhclmy, 107 
Susceptibility, 478, 488 
of solution, 490 


Suspension, bifilar, 45 
Systematic errors, 4 

Table, density of water and temperature, 
179 

Grutzmacbor’s, for Beckmauu thermo- 
meter, 244 

potential and spark-gap, ()79 
refractive index of qnarte and wave- 
length, 38 

specific conductivity of KCl solution, 
669 

of wave-lengths, 287 
Telescope and scale, 499 
resolving power of object glass, 3<S5 
Temperature correction for barometer, 
172 

correction for velocity of sound in air, 
# 450 • 

. correction in determination of conduc- 
tivity, 214 
melting wax, 182 
thermo B.M.F.' and, 585 
thermo E.M.F. and (diagram), 682 
variation, density of water, 179 
variation, B.M.F. of standard colls, 673, 
574 

variation, resistance, 640, 548, 649,. 562 
variation, surface tension, 132 
variation, viscosity, 141 
Tetrode, characteristics, 697 
Thermal expansion, 169 
Thermionic emission, 686 
valve as generatoi;.of oscillations, 707 
Thermo-electricity, 680 
r thermometer, 685 
E.M.F. and temperature, 582, 685 
Thorifiometer, air (constant volume), 183 
air (constant pressure), 17p , 
air and temperature of wax, 182 
Becknfann, 243 
calibration, 169 ' 

comparisoit Avith staruiard, 1(>9 
corrections," 17.1 

platinum resistance, 549, 552, 5(iO 
thermo-electric, 5*85 
weight, 175, 176 
Thermometry, 169 
gas, 180 
Thick lens, 305 
caustic curve of, 320 
refractive iiithfx of glass of, 310 
spherical aberration of, 317 
Thin lens, 297, 299, 302 
reJfractive index of glass of, 27'1 
Thomson galvanometer, 505, 507 
(Kelvin) resistaiiee ofgahouionuiter, 528 
Thomsmi, J, J., dotermitiatioii of olni and 
velocity, 66!), 674 

reference to Ekmentf< of and 

Electricity, 664 
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Thyratron, 731 
Time bases, 729 

bases, gas-iilled relay, 731 • 

bases, linear, 732 
bases, mercnry vapoiir relay, 731 
bases, neon lamp, 731 
nnu'ker, o2o 

mcasnremont nf small intervals, 548 
Tint of passage, 40() 

Tonometei’, 428 

Torsional vibiaittions in rods, 450 
Total internal reflecti<m, 271, 282 
Tour’s, do la, siren, 420 
'J’ranafornuition constant, 683 
radioactive, 684 * 

Transverse vibrations ill strings, 446’ 
'J?riode, A.C. resistance, bridge method, 
700 

ampiiiication factor, 691,4692 o 

amplification factor, direct method, 702 
characteristics, 689, 691, 693, 695 
ionization potential, 704 
secondary emission, 695 
Tube, graduation of, 24 
Tuning fork, electrically maintained, 122 
Tungsten wire, 687 
Turbulent motion, 134 


Unipivot instruments, 497 
Units, Bl.M. of oapaoitance, 663 
of capaoitaiKJo, ratio of, 662, 663 


Valve, ampiiiication lactor, 691 • 

amplification factor (pentode), 700 « 
amplification factor (triodo), 692, 702 
ohariicteri,sti(!H (dynamic of triodo^, 695 
clmra(!l<ii‘iHtics (statut of pentode), 698 
<!haraeteristics (static of tetrode), 697 
eharactevisticH (static, of triod»), 689 
constants by bridge methods, 700 
g<!neration of oseillationi*, dynatron, 
712 , • ‘ 

generation of oscillations, tuned anode, 
■ 710 ® , 

generation of os(!illationH, tuned Ifrid, 
707 

ionization potential by, 703 
mutual conduetama*,, 691, 693, 701 
r<wistau(!e of, 691 
reriiHi.iin<!('. of (triodo), 693, 694 
resistaneti of (A.C). of triode), 700 
soft, 703 

thenniouie, 685, 7U7 
Vapour densitv, Dumas, 209 
Meyer, 207 ‘ 

Vector imjiedance, 609 
Velocity of cathode ra,yH, 669 
clliux, correction fijr, 135, 140 
guided E.M. waves, 666 


sound waves, air, 450 
sound waves, COg, 451 
soxmd waves, longitudinal in rods, 448 
sound w'aves, torsional in rods, 450 
Vibrations, analysis by microscope, 442 
of plates, 453 
of beams, 79 
Viscosity, air, 157 
coaxial cylinders, 145 
damping due to, 513 
falling spheres, 148 
flow in horizontal tube, 135, 141 
flow in vortical tube, 141, 144 
gas (constant volume), 161 
gas (constant pressure), 163 
gas in tube under mercury pellet, 164 
hydrogen and oxygen, 164 
Ladenburg correction, 149 
Meyer’s formula, 149 
note on, 134 
oscillating disk, 154 
parallel disks,' 157 
Rankine, 186 ■ 

Stokes, 148 

variation with temperatuiB, 141 
Visibility of fringes, 359 
Voltage magnifleation, 691 
Voltmeter, 492 
diode, 717 
Moullin, 717 
multi-range, 495 

Volume and pitch relation in resonator, 
455 » 

« 

Wagner jt'iarth, 612, 638 
Walker, G. W., 649 
Walker, J., 29 

Wavo-leif^li, difference in sodium lines, 
353 

n\oa»iremont by ftiffractiou at edge, 
386 . 

measurement by diffraction *gi'ating, 
384 ® 

measurement by Fresnel’s biprism, 328 
measui^ment “by Fresnol’s mirrors, 327 
nioasuromont by Lloyd’s mirror, 324 
measiu'ement by Michelson’s interfero- 
meter, 348 

measurement by Newton’s rings, 329 
Wave-lengths, mercury speotrum, 358 
table, 287 
Wavometer, 715 
Wave numbers, 357 
Waves, light, as standards, 3.56 
velocity of oksctric, in wires, 66(5 
Weighing by substitution, 33 
correction for buoyancy, 32 
double, 32 

methods of, 30® ^ 

Weight thermometer, 175, 177 
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Weston ammeter, 493 
cell, 571 

Wheatstone bridge, 528 
laboratory, 389 
Wheel and axle, 42 

Whetham’s ElectricUy and- Magnetism, 
648 

Width of sUt, 393 
Wien’s bridge, 612, 638 
Willielmy, 107 
Wollaston’s goniometer, 257 
Work function, 685 


Xylol, 654 


Yard and metre (comparison), 16 


Yotmg’s modulus, 67 
beam, 71 
cantilever, 73 
interference method, 338 
Searle’s method, 70 
spring, 96 
waves in rods, 460 
wire, 68 


Zeeman effect, e/?n by Fa'^iry-Pcrot inh'.r- 
ferometer, 36 

e/w. by Lummor plate, 377 
polarization in, 378 

' Zeitschrift filr histrunmitenkunde, 243 
Zero circle, 21 

error in Nutting photometer, 421 



